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PREFACE. 


IF  any  excuse  be  needed  for  adding  to  the  list — already  long — 
of  text-books  dealing  with  engineering  science,  the  author 
would  urge  that  in  teaching  experience  he  has  found  considerable 
difficulty  in  finding  a  book  to  recommend  to  his  students  which 
covered  a  sufficiently  wide  ground,  and  which  was,  at  the  same 
time,  of  reasonable  price,  and  written  so  as  to  be  sound  as 
regards  the  theory,  and  yet  sufficiently  practical  and  free  from 
advanced  mathematics  to  make  it  of  use  to  the  greater  number 
of  draughtsmen  and  engineers. 

The  size  of  this  book  makes  many  of  the  figures  of  little  or  no 
use  for  scaling  from  in  the  graphical  construction.  The  author 
wishes  to  impress  on  students  the  absolute  necessity  of  drawing 
the  various  figures  to  a  good  scale  ;  to  read  the  book  without 
going  through  the  construction  is  practically  useless  except  for 
revision  purposes.  The  author  also  wishes  to  recommend  his 
readers  to  read  through  the  worked  examples,  which  are  rather  a 
feature  of  the  book.  Many  points  are  explained  in  such  ex- 
amples which  are  not  dealt  with  elsewhere. 

The  present  text-book,  like  many  of  its  predecessors,  is  based 
on  the  lecture -notes  used  by  the  author  in  his  classes,  and  these 
in  their  tum  were  largely  obtained  from  notes  taken  in  Professor 
Karl  Pearson's  Graphics  lectures  at  University  College,  London, 
and  from  examples  in  actual  practice.  Although  a  mathematical 
treatment  of  many  of  the  problems  has  been  given,  the  book  is 
written  largely  from  the  graphical  standpoint.  This  does  not 
mean  that  all  the  problems  are  solved  on  the  drawing-board ;    in 
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laany  rases  the  gra]ihioal  construction  for  a  general  problem  has 
)>cc'n  ^Ivcn,  and  by  reasoning  from  such  construction  formuls 
have  been  decliiced  for  the  special  cases.  This  will  be  found  to 
l)e  cs|k;«  iaily  the  <  ase  in  Chapters  VIII.  and  IX.,  where  all  the 
nniinary  torinuhe  for  deflections  and  fixed  and  continuous  beams 
art-  (icdiK  ed  from  the  graphical  constructions.  There  seems  to 
the  author  to  be  a  greater  value  in  this  method  of  treatment  than 
in  many  mere  graphi<:al  artifices  for  making  calculations,  because 
the  reasoning  powers  are  develo{)ed  just  (or  nearly  just)  as  well  as 
111  the  methods  involving  the  calculus.  Moreover,  in  spite  of  the 
l.irf^c  number  of  i)ooks  written  to  make  the  calculus  simple  for 
»U';iinris.  tni^ineers  somehow  have  not  yet  learnt  to  reason  in  its 
triiiis,  so  that  many  of  them  have  to  turn  to  the  graphical  aspect 

I  he  book  <  ontains  some  matter  which  the  author  does  not 
b<Iir\('  to  be  in  ICu^llsh  text-l)ooks  in  common  use.  Among 
this  mention  ini;;ht  he  made  of  the  French  or  St.  Venant  method 
o(  dcalini;  with  ( ombined  bending  and  shear  strains ;  the  general 
thtoty  ol  (uivcd  beams  and  of  non- symmetrical  beams;  the 
'.inngth  (»1  hctno^iMu-ous  structures  such  as  reinforced  concrete: 
a  s|KM  ial  ellbrt  has  l)een  niade  to  make  the  chapter  on  struts  and 
iohimns  <  Kar,  (Uirnuhy  bcin^  commonly  experienced  in  this 
subj((  I. 

Ahhou^h  the  aullior  hopes  that  the  book  will  be  especially 
usclul  for  students  reacHng  for  tlie  Assoc.  M.  Inst.  C.E.  examina- 
tion and  University  degree  examinations  in  Engineering,  he  has 
attempted  to  present  the  sul)ject  in  suffieicntly  practical  form  for  it 
to  be  of  assistance  to  all  engineers  and  draughtsmen  engaged  in 
constructional  work,  ami  has  included  a  number  of  working 
drawings. 

The  autiior  desires  to  express  his  gratitude  and  thanks  to 
Professors  Karl  Pearson,  K.R.S.,  and  J.  D.  Cormack,  B.Sc,  for 
valuable  help  and  kindness  throughout  the  author's  career,  and  to 
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Ax,  W.  J.  Lineham,  B.Sc,  M.  I.C.E.,  for  his  generous  help  in  the 
)roduction  of  the  book.  He  desires  also  to  thank  the  many  firms 
hat  have  helped  him  by  supplying  information  and  illustrations, 
ind  also  the  editors  of  Engineerings  The  Engineering  Review^  and 
The  Builders'  Journal^  for  permission  to  reproduce  the  illustra- 
ions  with  their  respective  names  appended,  and  in  some  cases 
or  the  description  relative  thereto. 

Most  of  the  calculations  in  the  book  have  been  made  only  to 
he  same  degree  of  accuracy  as  that  of  which  graphical  con- 
itructions  are  capable — viz.,  about  one  per  cent. 

The  author  will  be  grateful  for  the  notification  of  clerical  and 
>ther  errors  that  may  be  found  in  the  book. 

EWART  S.    ANDREWS. 


"olds f nit hs*  College,  New  Cross,  S,E, 
October  1908. 
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ERRATA. 


Page  53.     Fig.  16.     The  force  4,  5  should  be  parallel  to  4,  5  on 
the  vector  polygon. 
„        85.     Line  11,  should  read 

6  X  3-658»     5  X  g-iSg"  ■ 


Ice  — 

2  X  12  X  I^ 


85.    4th  line  from  bottom,  should   read 
This  makes  total  963.9. 

95.  2nd  line  from  bottom,  substitute  a  a  for  b  b. 

96.  Line  1 2,  substitute  b  b  for  a  a. 

102.    Line  5,  substitute  *  notch'  for  *  cleat.' 

108.    9th  line  from  bottom,  should  read:  .-.  B.M.  diagram 

is  a  curve,  &c 
146.   Line  3,  substitute  Bg  c  for  Cg  a. 
300.    Fig.   128.      d'  should  coincide  with  a,  and  d  with  a. 

This  will  affect  subsequent  points. 
303.   Fig.  132.    /should  be  shown  coinciding  with  5,  not  with  k. 
337'    5^^  ^i"^  fro™  bottom,  substitute  w^  for  w^. 
510.    Fig.  245a.    The  left-hand  dimension  should  be  '625. 
525.    Fig.  252a  should  refer  to  Fig.  251,  not  Fig.  252. 
561.    The  last  load  should  be  54,900  lb.      The  load  scale 

should  be  i"=  10,000  lb. 
573.    Question  9.     Depth  of  girder  =  12  ft.,  not  212  ft. 
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Note— Portions  marked  with  an  asterisk  may  be  omitted 
on  the  first  reading. 


CHAPTER   I. 
STRAIN,  STRESS,  AND   ELASTICITY. 

Strain  may  be  defined  as  the  change  in  shape  or  form  of  a 
body  caused  by  the  application  of  external  forces. 

Stress  may  be  defined  as  the  force  between  the  molecules 
of  a  body  brought  into  play  by  the  strain. 

An  elastic  body  is  one  in  which  for  a  given  strain  there 
is  always  induced  a  definite  stress,  the  stress  and  strain  being 
independent  of  the  duration  of  the  external  force  causing  them, 
and  disappearing  when  such  force  is  removed.  A  body  in  which 
the  strain  does  not  disappear  when  the  force  is  removed  is  said 
to  have  a  permanent  set^  and  such  body  is  called  a  plastic  body. 

When  an  elastic  body  is  in  equilibrium,  the  resultant  of  all 
the  stresses  over  any  given  section  of  the  body  must  neutralise 
all  the  external  forces  acting  over  that  section.  When  the 
external  forces  are  applied,  the  body  becomes  in  a  state  of 
strain,  and  such  strain  increases  until  the  stresses  induced  by 
it  are  sufficient  to  neutralise  the  external  forces. 

For  a  substance  to  be  useful  as  a  material  of  construction,  it 
must  be  elastic  within  the  limits  of  the  strain  to  which  it  will  be 
subjected.  Most  solid  materials  are  elastic  to  some  extent,  and 
after  a  certain  strain  is  exceeded  they  become  plastic. 

Hooke's  Law — enunciated  by  Hooke  in  1676 — states  that 
in  an  elastic  body  the  strain  is  proportional  to  the  stress.  Thus, 
according  to  this  law,  if  it  take  a  certain  weight  to  stretch  a  rod 
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a  given  amount,  it  will  take  twice  that  weight  to  stretch  the  rod 
twice  that  amount :  if  a  certain  weight  is  required  to  make  a 
beam  deflect  to  a  given  extent,  it  will  take  twice  that  weight  to 
deflect  the  lK*am  to  twice  that  extent. 

Kinds  of  Strain  and  Stress.— Strains  may  be  divided 
into  three  kinds,  viz.,  (i)  sen  extension :  (2)  vl  eompression :  (3)  a 
slide,  Ci)rresi»onding  to  these  strains  we  have  (i)  tensile  stress; 
(2)  iom/*ressi:'e  stress;   (3)  shear  stress. 


Fitj,  1. — Kindn  of  Stniin, 

A  body  that  is  subjected  to  only  one  of  these,  is  said  to  be  in 
a  state  of  simple  strain,  while  if  it  is  subjected  to  more  than  one, 
it  is  said  to  be  in  a  state  of  complex  strain. 

Exami)les  of  simple  strains  are  to  be  found  in  the  cases  of 
a  tie  bar ;  a  column  with  a  central  load ;  a  rivet.  The  best 
example  of  a  body  under  comi)lcx  strain  is  that  of  a  beam 
in  which,  as  we  shall  show  later,  there  exist  all  the  kinds  of 
strain. 

Intensity  of  Stress. — Imagine  a  small  area  a  situated  at  a 
point  X  in  the  cross  section  of  a  body  under  strain,  then  if  S  is 
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the  resultant  of  all  the  molecular  forces  across  the  small  area, 

S 

-  is  called  the  intensity  of  stress  at  the  point  X.     In  the  case  of 

bodies  under  complex  strain,  the  intensity  of  stress  will  be 
different  at  different  points  of  the  cross  section,  while  in  a  body 
subjected  to  a  simple  strain,  the  stress  will  be  the  same  over  each 
point  of  the  cross  section,  so  that  in  this  case  if  A  is  the  area 
of  the  whole  cross  section  and  P  is  the  whole  force  acting  over 

P 

the  cross  section,  the  intensity  of  stress  \vill  be  equal  to  -r.     In 

future,  unless  it  is  stated  to  the  contrary,  we  shall  use  the  word 
*"  stress '  to  mean  the  *  intensity  of  stress.* 

Unital  Strain. — The  unital  strain  is  the  strain  per  unit 
length  of  the  material.  In  the  case  of  extension  and  com- 
pression, the  total  strain  is  proportional  to  the  original  length  of 
the  body.  Thus,  a  rod  2  ft.  long  wull  stretch  -twice  as  much  as 
a  rod  I  ft.  long  for  the  same  load.  In  Fig.  i,  if  /  is  the 
unstrained  length  of  the  rods  under  tension   and  compression 

X 

and  X  the  extension  or  compression,  the  unital  strain  is  -., 

In  the  case  of  slide  strain,  the  angle  but  not  the  length  of 
the  body  is  altered,  and  this  angle  /3  is  a  measure  of  the  unital 
strain.     If  the  angle  is  small,  as  it  always  will  be  in  practice  with 

X 

materials  of  construction,  then  it  will  be  nearly  equal  to  y,  where 

X  and  /  are  the  quantities  shown  on  the  figure. 

Poisson's  Ratio —Transverse  Strain. — When  a  body 
is  extended  or  compressed,  there  is  a  transverse  strain  tending 
to  prevent  change  of  volume  of  the  body.  The  amount  of  trans- 
verse strain  bears  a  certain  ratio  to  the  longitudinal  strain. 

^,  .        .  transverse  strain  .       -  i    .     1    r 

This  ratio  =  -, -. — -j-- — \ ^   =  r\  varies  from  i  to  t   for 

longitudinal  strain  •*         * 

most  materials,  and  its  reciprocal  -  is  called  Poisson's  ratio. 

According  to  one  school  of  elasticians,  the  value  of  this  ratio  ij 
should  be  ^,  but  experimental  evidence  does  not  quite  support 
this  view,  although  it  is  very  nearly  true  for  some  materials.  The 
ratio  is  very  difficult  to  measure  directly,  its  value  being  best 
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obtained  by  working  backwards  from  the  elastic  moduli  in  shear 
and  tension  in  the  manner  which  will  be  explained  later. 

Stress-strain  Diagrams.  —  If  a  material  be  tested  in 
tension  or  compression,  and  the  strain  at  each  stress  be  measured, 
and  such  strains  be  plotted  on  a  diagram  against  the  stresses,  a 
diagram  called  the  stress-strain  diagram  is  obtained  If  a  material 
obeys  Hooke's  Law,  such  diagram  will  be  a  straight  line.  For 
most  metals,  the  stress-strain  diagram  will  be  a  straight  line  until 
a  certain  point  is  reached,  called  the  elastic  limits  after  which  the 
strain  increases  more  quickly  than  the  stress,  until  a  point  called 
Xht  yield  point  is  reached,  when  there  is  a  sudden  comparatively 
large  increase  in  strain.  After  the  yield  point  is  reached,  the 
metal  becomes  in  a  plastic  state,  and  the  strains  go  on  increasing 
rapidly  until  fracture  occurs. 

Fig.  2  shows  the  stress-strain  diagram  for  a  tension  specimen 
of  mild  steel,  such  as  is  suitable  for  structural  work. 

The  portion  a  b  of  the  diagram  is  a  straight  line,  and  repre- 
sents the  period  over  which  the  material  obeys  Hookers  Law.  At 
the  point  c,  the  yield  point  is  reached,  and  the  strain  then 
increases  to  such  an  extent  that  the  first  portion  of  the  diagram  is 
re-drawn  to  a  considerably  smaller  scale,  such  portion  being  showTi 
as  A  Bj  Cy  The  strain  then  increases  in  the  form  shown  until  the 
point  D  is  reached,  the  curve  between  c^  and  d  being  approxi- 
mately a  parabola.  When  the  point  d  is  reached,  the  maximum 
stress  has  been  reached,  and  the  specimen  begins  to  pull  out  and 
thin  down  at  one  section,  and  if  the  stress  is  sustained,  fracture 
will  then  occur.  The  portion  d  e,  shown  dotted,  represents 
increase  of  strain  with  apparent  diminution  of  stress.  This  dimi> 
nution  is  only  apparent  because  the  area  of  the  specimen  beyond 
the  point  rapidly  gets  smaller,  so  that  the  load  may  be  decreased, 
and  still  keep  the  stress  the  same.  In  practice,  it  is  very  difficult 
to  diminish  the  load  so  as  to  keep  pace  with  the  decrease  in  area, 
so  that  this  last  portion  of  the  curve  is  very  seldom  accurate,  and 
has,  moreover,  little  practical  importance. 

The  specimen  draws  down  at  the  point  of  fracture  in  the 
manner  shown  in  the  diagram.  Before  the  test,  it  is  customary 
to  make  centre-punch  nlarks  at  equal  distances  apart  along  the 
length  of  the  specimen.     The  distance  apart  of  these  points  after 
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frarturc  of  the  sfK;cimen  indicates  the  distribution  of  the  elonga- 
tion at  different  points  along  the  length.  Four  such  marks, 
n,  //,  c,  //,  arc  shown  on  the  figure.  The  greatest  extension  occurs 
at  the  ]Kjint  of  fracture,  so  that  on  a  specimen  of  short  length, 
the  iHrrrentajre  total  extension  will  be  greater  than  on  a  longer 
sfierinien.  For  full  information  on  the  effect  of  length  of  the 
K|#erimen  upon  the  extension,  the  reader  is  referred  to  a  paper 
l>y  Professor  Unwin,  in  Vol.  CLV.  Proc.  Inst.  C.  E. 

Yi}T  structural  work  it  is  usually  sjiecified  that  the  steel  shall 
have  an  ultimate  or  maximum  tensile  strength  of  28  to  32  tons 
per  s^juare  imh,  and  a  2c;  elongation  on  a  length  of  8  insu  The 
reason  for  sjHrrifyinf;  a  definite  elongation  is  to  ensure  that  the 
^\ri'\  Oiall  have  sufficient  ductility.  A  ductile  steel  is,  as  a 
rrilr,  not  brittle,  although  in  exceptional  cases  a  steel  which 
has  answered  the  ordinary  tests  as  to  ductility  has  been  known 
to  fraMure  as  if  it  were  cjuite  brittle.  For  this  reason,  impact 
t''«.tirr;^  has  of  recent  years  been  used  by  some  authorities,  and 
:.'K  fi  iiMthoH  a|)pears  to  j<ive  very  good  results. 

'\\\v  stress  strain  (lia;^rams  in  compression  and  shear  for  mild 
.t*«l  ;ir<-  vrry  similar  to  that  for  tension.  In  compression  it  is 
t\\S\\i\\\\  \i}  ykA  the  whfile  diagram,  because  failure  occurs  by 
hmh/ini%  rxMj;t  on  very  sliort  lengths,  where  it  is  very  difficult 
to  nMasiire  tin-  strains,  and  in  shear  the  test  has  to  be  made  by 
toMJ/ifi,  b/faiise  it  is  almost  impossible  to  eliminate  the  landing 
<  fN  M.  Now,  in  torsi(;n,  the  shear  stress  is  not  uniform,  so  that 
tlw  nM  t;i|  ;it  the  exterior  oi  the  round  bar  reaches  its  yield  point 
br//;i<  the  matrrial  in  the  centre,  and  this  has  the  effect  of  raising 
III'  a|/p;iri'nt  yirM  point.  We  shall  see  later  that  the  same  occurs 
m  UAwvyt,  for  ( cjiiijiression  or  tension  by  means  of  beams. 

I  Ih'  iniportaru  (r  iA  the  elastic  limit  has  been  overlooked 
to  a  yv-A\  rxirnt  by  desif^ners  of  engineering  structures;  but 
Mia.muc  h  as  tlicr  theory,  on  which  most  of  the  formulae  for 
obtaining  the  Mrengtii  of  beams  are  based,  assumes  that  the 
j.irrss  IS  |;ro|Kirtional  to  the  strain,  it  must  be  remembered  that 
ciiir  c;i|(  Illations  are  true  only  so  long  as  Hooke's  Law  is  true, 
''O  thai  the  elastic:  limit  c)f  the  material  is  a  very  important 
<|uanlity.  We  shall  deal  further  with  this  question  in  discussing 
working  stresses  (Chap.  IJ.). 
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Confusion  between  Elastic  Limit  and  Yield  Point. — 
In  commercial  testing,  it  is  quite  common  to  use  no  accurate 
means  for  measuring  the  strains  (instruments  for  such  measure- 
ments are  called  extenso meters,  but  the  description  of  such 
instruments  and  of  the  testing-machines  is  beyond  the  scope  of 
the  present  book*).  The  load  on  the  steelyard  of  the  machine 
is  run  out  until  the  steelyard  suddenly  drops  down  on  to  its  stops. 
This  *  steelyard-drop'  happens  when  the  yield  point  is  reached,  but 
many  people  call  this  the  elastic  limit  As  will  be  seen  from  the 
diagram,  Fig.  2,  there  is  no  appreciable  error  made  by  this 
confusion  in  tension  testing,  but  in  cross  bending  the  difference  is 
much  more  marked,  and  gives  rise  to  confused  ideas.  We  shall 
deal  further  with  this  point  as  regards  beams  in  Chap.  VI.,  p.  175. 

Stress-strain  Diagrams  for  Cast  Iron.  -  Cast  iron  as  a 
material  of  construction  has  gone  practically  out  of  use  except 
for  compression  members  or  struts.  The  strength  of  cast  iron 
varies  largely  with  the  composition,  and  the  strength  in  tension  is 
considerably  less  than  that  in  compression.  Fig.  2  shows  the 
stress-strain  diagrams  for  both  tension  and  compression.  It  will 
be  seen  that  in  tension  the  strain  is  never  really  proportional  to 
the  stress,  while  in  compression  the  stress  and  strain  are 
approximately  proportional  up  to  a  stress  of  about  8  tons  per 
square  inch.  In  the  figure  the  compression  curve  is  not  completed, 
owing  to  buckling  setting  in.  It  is  on  account  of  the  fact  that 
the  strain  is  not  proportional  to  the  stress  that  there  is  a  con- 
siderable difference  between  the  actual  and  calculated  strengths 
of  cast-iron  beams. 

Other  Materials. — Timber. — There  are  several  difficulties 
attendant  upon  the  accurate  testing  of  timber,  owing  to  the  effect 
of  dampness  and  the  homogeneity  of  the  material.  It  maybe 
taken  that  the  stress-strain  diagrams  are  approximately  straight  for 
a  portion,  but  then  curve  off^  in  a  similar  manner  to  the  com- 
pression curve  for  cast  iron. 

Ckment  and  Concrete.  —  The  stress-strain  diagram  for 
cement  and  concrete  in  compression  is  never  exactly  straight,  so 

*  For  further  information  the  reader  may  consult  Un win's  Testing  of 
Materials  of  Constitution ;  Popplewell's  Materials  of  Construction  ;  Lineham's 
Mechanical  Engineering. 
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that  there  is  no  elastic  limit,  the  exact  curve  depending  on  the 
composition  and  on  the  time  after  setting. 

The  curve  shown  in  Fig.  3  is  almost  exactly  a  parabola.  This 
curve  is  for  a  1-3-6  concrete,  90  days  old,  which  was  tested  by 
Mr.  R.  H.  Slocum,  of  the  University  of  Illinois.  Some  authorities 
assume  that  the  curve  is  a  parabola,  but  in  practice  it  is  seldom 
that  the  curve  comes  so"  near  to  a  parabola  as  the  above.  The 
stress-strain  curve  is,  however,  nearly  always  of  a  similar  shape, 
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Stmin   fDer  In 
Fig,  3. — Streaa-strain  Diagram  for  Concrete  in  Comprcasion, 


the  strains  increasing  more  quickly  than  the  stresses.  It  is 
extremely  important  to  remember  that  with  cement  and  concrete 
the  relations  between  stress  and  strain  vary  largely  with  the 
quality  and  proportions  of  ingredients,  and  cannot  be  taken  as 
almost  constant  as  in  the  case  of  steel.  In  tension  a  somewhat 
similar  curve  is  obtained,  but  as  cement  and  concrete  are 
practically  never  used  in  tension,  much  less  work  has  been  done 
on  its  tensile  strength,  which  appears  to  be  very  variable. 

Brickwork,  Stone,  &c. — The  stress-strain  diagrams  for 
brickwork  and  stone  are  curved,  but  not  so  much  as  shown  for 
concrete.      There   is   no   definite   clastic   limit,    and   the   curve 
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-depends  largely  on  whether  the  materials  are  set  in  mortar,  as  in 
this  case  the  properti^  of  the  latter  will  effect  the  shape  of  the 
curve.  For  further  information  on  this  subject  the  reader  is 
referred  to  Johnson's  Materials  of  Construction  (Wiley  &  Sons, 
New  York),  and  to  a  paper  by  W.  C.  Popplewell,  in  Vol.  CLXL, 
Proc,  Inst,  CE, 

The  Elastic  Constants  or  Moduli. — If  a  material  is  truly 
-elastic,  i.e.,  if  the  strain  is  proportional  to  the  stress,  then  it 
follows  that  the  intensity  of  stress  is  always  a  certain  number  of 

times    the    unital    strain,    or    that   the   ratio  ^^ . 

unital  stram 

is  constant      Now  this   stress-strain  ratio  is  called  a  modulus. 

That  for  tension  and  compression  is  generally  known  as  Young's 

modulus,  and  is  given  the  letter  E ;  that  for  shear  is  called  the 

shear,  or  rigidity  modulus  (G ).     There  is  an  additional  modulus 

called  the  bulk  or  volume  modulus  (K),  which  represents  the  ratio 

between   the  unital    change    in    volume  and    the   intensity   of 

pressure  or  tension  on  a  cube  of  material  subjected  to  pressure  or 

tension  on  all  faces. 

Young's  modulus  is  the  one  which  we  shall  be  most  concerned 

with  in  the  design  of  structures.     Suppose  a  tension  member  (a 

tie  as  it  is  called)  or  a  compression  member  (a  strut),  of  length  / 

and  cross-sectional  area  A  is  subjected  to  a  pull    or  thrust  P» 

and  that  the  extension  or  compression  is  x.  Fig.  i.     Then  the 

P  .     .    X 

intensity  of  stress  is^,  and  the  unital  strain  is  - 

P        X       P  / 
.••.     Young's  modulus  =  E  =  -r^-7--  =  — 

Numerical  Example.— yi  mild-steel  tie  bar,  12  ins.  long  and  of 
i^  ins.  diameter,  is  subjected  to  a  pull  of  iS  tons.  If  the  extension  is 
'0094  in.,  find  Young^s  modulus. 

Area  of  section  of  \\  ins.  diam.   =    1767  sq.  ins. 

18 
.'.     Stress  per  sq.  in.   =        ^        =  10*19  tons  per  sq.  in. 

Unital  strain   =  — ^       =  '000783 
.'.     Young's  modulus   =   : ~  =  I3,oootonsper  sq.  in. 
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The  value  of  Young's  modulus  can  be  found  from  the  stress- 
strain  diagram.     Thus,  in  that  for  mild  sted,  Fig.  2, 

E  =   f 

X 

stress 

Now  in  the  relation  E  = :- ,  if  the  strain  is  equal  to  i,  i.e,^ 

stram'  ^  '       ' 

if  the  bar  is  pulled  to  twice  its  original  length  we   have  that 

E  =  stress,   and   this   accounts    for    the   definition   of  Young's 

modulus  that  some  writers  have  given,  viz. :  Young's  modulus  is 

the  stress  that  is  necessary  to  pull  a  bar  to  twice  its  original 

length.     Some  students  find  this  definition  more  clear  than  the 

one  previously  given,  but  it  must  be  remembered  that  no  material 

of  construction  will  pull  out  to  twice  its  original  length  without 

fracture. 

Young's  Modulus  for  Concrete  and  similar  Substances. 

— If  Young's  modulus  is  a  constant,  it  can  be  found  for  strains 

and  stresses  below  the  elastic  limit  only,  and,  strictly  speaking, 

there  is  no  modulus  for  substances  such  as  concrete,  where  the 

strain  is  not  proportional  to  the  stress.    As  we  shall  see  later  in 

Chap.  XV.,  the  value  of  Young's  modulus  is  a  very  important 

quantity  in  the  design  of  reinforced  concrete.     From  Fig.  3  it  is 

clear  that  since  the  strain  increases  more  cjuickly  than  the  stress 

stress 
in  concrete,  the  value  of  the  ratio   — ^-will  be  greater  for  small 

strain  ^ 

stresses  than  for  large  stresses,  and  so,  before  the  value  of  this 

ratio  is  of  any  real  use  to  us,  we  must  know  the  value  of  the  stress 

at  which  the  ratio  is  calculated.     One  can  hardly  lay  too  great 

stress  on  the  importance  of  having  exact  ideas  on  the  principles 

which  form  the  foundations  on  which  the  theory  of  structures  is 

built,  and  with  concrete  it  is  practically  useless  to  speak  of  the 

compressive  strength  and  Young's  modulus  unless  the  composition 

of  the  concrete  and  the  stress  at  which  the  modulus  is  calculated 

are  known. 

Relation  between  Elastic  Constants. — For  an  elastic 

material   there   will   be    certain    relations    between    the    elastic 

moduli  E,  G,  K,  and  Poisson's  ratio  -.      These   relations   can  be 

found  as  follows  : 


Relation  between  Elastic  Constants.  1 1 

To  first  find  a  relation  between  E  and  K  consider  a  cube  of 
unit  side  subjected  to  a  pull/  Fig.  4  {a\ 

Let  the  elongation  along  the  axis  be  a,  and  let  the  transverse 
contraction  be  b. 

Then  original  volume  of  cube   =  i 

strained  volume  of  cube   =  {i  +  a)  (1  -  b)'^ 

=  i-2b-\-b'^  +  a-2ab  +  ab^ 

=  I  +  a  -  2b  (nearly) 

because   as   the   strains   are   very   small  their  product   may   be 
neglected. 

.•.  Increase  in  volume   =    {\  +  a  -  2b)  -  1 
=   {a  -  2  b) 

Now  apply  a  pull  to  each  side  of  the  cube.  There  will  now 
be  three  pulls,  each  producing  an  increase  of  volume  equal  nearly 
to  {a  ~  2  b). 

.'.  Total  increase  in  volume  is  nearly  equal  to  3  {a  -  2  b) 

(■  - '-:) 


=    3« 


T^T       o         transverse  stram 

Now  -  =   ; — - — ^    =  ri 

a       longitudmal  stram 

.*.  Increase  in  volume  =  3<3;(i-2i/) 

.'.  Since  original  volume  =  i 

increase  in  volume 


original  volume 


=  volume  unital  strain  =  3^(1-2  i?) 


Now  K  =  ^"tensity  of  pull  _  / 

unital  strain  3  a  ( i  -  2  77) 

and  ^  =    tensile  intensity  of  stress    ^  young's  modulus 
a  unital  tensile  strain 

=  E 

■■■^■-■Ji^,) : '■' 

Now  find  the  relation  between  E  and  G  as  follows  : — 
Suppose  that  two  shearing  forces  of  intensity  are  applied  to  the 
faces  of  a  unit  cube  a  b  c  d,  Fig.  4  {b).     Now  consider  the  equili- 
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brium  of  the  portion  a  d  c,  Fig.  4  (c).  To  balance  the  forces  / 
there  must  be  a  force  pulling  /t  along  the  diagonal  a  c,  and  the 
value  of/t  must  be  ^2  ^/  ^^^  ^^  ^^^  over  which  this  force 
acts  will  be  ^2  since  the  cube  is  of  unit  side,  so  that  there  will 

be  a  tensile  stress  of  ^^^^  =  /     Similarly  considering  the  portion 

BCD,  Fig.  4  (//)  there  must  be  a  compressing  force /c  along  the 

sllf 

diagonal  b  d,  and  the  compressive  stress  will  be  =  —f=r-  =  / 

V2 

Therefore  we  see  that :  Tkvo  shear  stresses  on  planes  at  right  angles 
to  each  other  are  equivalent  to  tensile  and  compressive  stresses  of 
intensity  equal  I0  that  of  the  shear  stress  at  right  angles  to  each 
ether ^  and  at  an  angle  of  ^^  to  the  shear  stresses. 

Now  the  cube  will  be  deformed  to  the  shape  a^  BjCiDj,  Fig.  4  {e). 

The  unital  shear  strain  is  measured  by  the  angle  of  distortion 
2  0.     Since  the  strains  are  very  small,  this  is  practically  equal  to 

2B£2  ^  ^£l:^  (since  Bc  =  1)  =  4BB2. 
i  Bc  i      ^  /        t       2- 

Let  the  unital  strain  due  to  the  tension  along  the  diagonal  b  d 
be  a.  Then  there  will  also  be  a  strain  along  this  diagonal  due  to 
the  transverse  strain  from  the  compression  stress  in  a  c.  This  will 
be  equal  to  ly  x  a.  .  •.  Total  unital  tensile  strain  along  diagonal 
=  a(i+ri).  Then  bb^  =  unital  strain  along  diagonal  x  J  b  d, 
since  b  b  ^  is  equal  to  d  d  ^ 

.-.    BBj    =   a  (l+Yi)    X    OB    =  (l+J?). 

2 

Because  the  strains  are  in  reality  very  small,  BBgB^  is  very 
nearly  a  right- angled  triangle. 

.  *.    B  B  2    =    ^2    ^    B  B  2 

BB,  a(\+r}) 

orBB2  =  -^=         2 

p.      intensity  of  tensile  stress    _     /     _    t- 
unital  tensile  strain  a 

,  intensity  of  shear  stress     _      f     _   r- 
unital  shear  strain  4  b  Bg 


( 

—  / 

^> 

/ 

\ 

h—  '"'^H 

- — ^ 

ia 

(E) 


i_ 


J 


D ^ 


J 


...r?^' 


Fig.  4, 
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Since  we  have  proved  that  the  tensile  stress  along  the  diagonal 
is  equal  in  intensity  to  the  shear  stress. 

Therefore  /=   ^E   =   G  x  4BB2 

A(j(i+,,) 


.      E 

4BBj 

■      G 

a 

.      E 
G    ~ 

»(!+.») 

Xow  we  have  already  shown  in 

1  (1)  that: 

E 
K 

3(1  -  21) 

From  (2)  ij     = 

E 
iG"     ' 

From  (3)  >)     = 

1  E 

2  6K 

2G 

1  E 

2  6K 

Ag     3K>/ 

3 

2 

G       3K. 

3 
E 

-  i  - 

i    +    1. 
G         K 

(3) 


(4) 


This   expresses   the    relation    between   the   constants   in  its 
simplest  form. 

It  will  be  noted  that  if  7;  =  J,  as  some  authorities  state,  then 

=  2*5  ;  this  may   be  taken  as  true  if  the  value  of  G  for  the 
G 

material  is  not  known. 

*  Complex   Stress. — Principal  Stresses. — It  has  been 

shown  that  when  a  body  is  under  a  complex  system  of  stresses, 

such  stresses  will  be  the  same  as  those  due  to  the  combination  of 

three  simple  tensile  or  compressive  stresses   in   planes  at  right 

angles  to  each  other.    Such  simple  stresses  are  called  the  principal 

stresses. 


Principal  Stresses. 
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Consider  the  case  of  a  block  of  material  subjected  to  pulls 
P  and  Q,  Fig  5,  in  two  directions  at  right  angles,  and  let  the  pull 
per  square  inch  of  the  sectional  area  in  each  direction  be  p  and  q 
respectively. 

Consider  the  stresses  on  a  plane  a  b  inclined  at  an  angle  0  to 
the  force  P. 

The  stress  /  can  be  resolved  perpendicularly  and  along  a  b, 
/>.,  normally  and  tangential ly  to  a  b. 


\90'& 


^ 


Fig,  5. — Principoil  Stresses, 


Now  consider  i   sq.   in.  of  area  perpendicular  to  /.      The 
corresponding  area  along  a  b  will  be 


sin  d 


Now  the  component  of  /  perpendicular  to  a  b  will  be  /  sin  0, 
and  the  component  along  a  b  will  be  /  cos  6,  but  stress  =  com- 
ponent of  force  -r  area. 

.*.  Normal  component  of  stress/  along  a  b  =  /  sin  6  -^— : — 

=  p  sin2  e 

tangential  component  of  stress  /  along  a  b  -=  /  cos  Q  -^  — : — 

=  p  sm  d  cos  Q 
Now  considering  stress  ^,  its  normal  component  to  a  b  will  be 
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opposite  in  direcrkn  a)  rhar  of/,  and  since  in  this  case  the  area 

*^  sin  iQo-»>  ^  cos*  ^^  ^^  normal  and  components  of  ^  are 
res^x^rdv^jly  /  ccs  <#  ind  /  sin  f^,  the  normal  component  of  stress 
will  be  /  cos-  *.  Acd  the  tangential  component  of  stress  will 
be  -  ^'^  sin  t^  cos  ^^  siitce  in  this  case  the  tangential  components 
are  in  the  same  direction. 

.\  Tocil  norauii  component  =  /^  =  /  sin-  6  +  ^  cos*  (>...(i) 
Total  tan^ntiil  component  =  /.  ==  (/  -  ^)  sin  a  cos  (^   ...(2> 

Now  the  resultant  ot  the  stresses /^  andyi  whioh  we  will  call/,, 
will  be  given  by  jt  « 


=  s  ^/  sin-  «>  +  /  cos- 1»-   +   Kp-qY  sin*  a  cos-  » 


x  i^  tsin-  H  -  sin-  ft»cos- »)  +  ^r*  (cos*  sin*  »  +  cos^  6I> 
T  1  pq  (cos*  S  sin*~e^ cos*  0  sin^l)} 


\/=i  sin-  t«  ^cos-  e»  -^  sin-  e>)  +  /^  cos*  a  (sin*  6  + 


cos*  a)  +  0- 

=  x/*lin^  rt  ^  V-  cos-  »   (3> 

l)ecause  cos-  e)  +  sin-  rf   =    i. 

The  inclination  a  of  this  stress  is  given  by — 
fn   _  /  sin-  tf  +  ^  cos*  a 
tana    =   r:    -     j^_^,)  sin^costt 

/  tan-  W  +  v^ 

If  ^  is  the  angle  between  a  c  and  the  direction  of/, 
Then0   =   (a-0) 


•(4> 


tan  a  -  tan  f^ 

tan  0   =   tan  \a-m   = —  ^ 

^  ^         '         I  +  tan  a .  tan  (^ 

/  tan*  a  +  ^ 


^   -  tan  « 
(/  -  ^)  tan  0 


p  tan-  «  +  ^    ,      ^ 

I   +  ^v ^^ 7i  •  tan  0 

(/  -  ^)  tan  « 
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_/Jan2  e  ■\-  q   -    (p  -  g)  tan*^  0 
~   ip-^)  tan  Q  +  tan  Q  (p  tan^  Q  +  q) 

_        q  (i   +  tan^  6)       _        q 
~  p  tan  V(\~^\.2cn^  Q   ~  /  tan  6 

=  I  cot  6. (5) 

The  Ellipse  of  Stress. — Draw  circles  of  radius  o  x  and 
o  Y,  Fig.  6,  equal  to  q  and  /  respectively,  and  let  o  r  be  drawn  at 
angle  0  to  o  y. 

Draw  a  radius  o  f  to  the  larger  circle  at  right  angles  to  o  r 
and  cutting  the  smaller  circle  in  e. 

Draw  F  H  at  right  angles  to  o  y,  and  e  g  at  right  angles  to  f  h, 
and  join  o  g. 

Now  o  H   =   o  F  cos  (90  -^)    =  /  sin  0 
and  GH   =   EK   =   OEsin  (90  -  0)   =   ^  cos  6 

.-.   o  G   =     n/q  h2  +  H  G-    =     si p  sin^  ^  ■{-  q  cos2  6 
.-.  by  equation  (3)  o  g   =  / 

TN.T       4.  H  G         ^  cos  0         q       .  r, 

Now  tan  H  o  G   =   —    =    - — : —    =    -  cot  0   =   tan  d> 
o  H        /  sm  f^        / 

.*.  /hog   =   ^  and,  since  a   =  f^  +  0,  /g  o  r   =   a 

Now  the  locus  of  the  point  g  is  an  ellipse  of  major  axis  2  / 
and  minor  axis  2  q^  and  such  ellipse  is  called  the  Ellipse  of 
Stress. 

We  see,  therefore,  that  by  drawing  a  line  o  f  from  the  centre 
o,  at  right  angles  to  a  given  direction  to  the  outer  circle,  and 
drawing  f  h  horizontal  to  meet  the  ellipse  of  stress  in  g,  then  o  g 
gives  the  resultant  stress  on  a  plane  in  the  given  direction,  and 
the  angle  G  o  R  =  a  gives  the  angle  between  such  resultant  stress 
and  the  plane. 

Numerical  Example.— 5«//^j^  a  square  bar  of  2  ins.  side  and 
^ins.  long  is  subjected  to  pulls  of  10  and  12  tons  respectively  in 
axial  and  transverse  directions.     Find  the  resultant  stress  on  a  plane 

C 


i8 
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inclified  at  60  deuces  to  the  axis,  and  find  the  inclination  of  the  stress 
to  that  plane. 

In  this  case/  =   —   =   25  tons  per  square  inch, 
4 

and  q  =   -  -   =    i  '^  tons  per  square  inch. 

o  * 

Then  Fig.  6  shows  the  ellipse  of  stress  drawn  to  scale. 

y  £IUP9£    OF97rf£SS. 


Fig.  6. — EllipHC  of  Stress, 

Draw  O  L  at  60°  to  O  Y  and  draw  O  M  at  right  angles  to  O  L  to  cut 
the  outer  circle  in  M  ;  drawing  M  N  horizontal  to  meet  the  ellipse  of 
stress  in  N,  then  O  N  gives  the  resultant  stress  and  /  L  O  N  gives  its 
inclination  to  the  plane.  O  N  will  be  found  to  be  2*29  tons  per  square 
inch,  and  /lon  to  be  79°. 

Now  considering  again  the  stresses  p  and  g  and  the  normal 
and  tangential  stressesTn  and  /t  at  an  inclination  0  to  /  we  see 
that/  and  q  are  i\\Q  principal  stresses  coxTQS\)on6mg  to  the  stresses 
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/n  and/t.  Now  in  practice  we  often  require  to  find  the  magnitude 
and  inclination  of  the  principal  stresses,  because  one  of  these 
stresses  will  be  that  of  maximum  intensity  of  stress.  This  is  clear 
from  the  figure  of  the  ellipse  of  stress,  since  o  y  is  obviously  the 
maximum  radius  vector  of  the  ellipse.  We  will  now  therefore 
find  the  principal  stresses  due  to  a  normal  stress /„  and  a  shear  or 
tangential  stress /t  at  right  angles  to  each  other. 

*  Combined  Normal  and  Shear  Stress.— -To  investigate 
this    problem    we    must   first  prove   that   a   shear   stress    must 


N    ^  -^    . 


s,i 


♦s. 


^P    (It) 

Fig,  7. — Combined  Nomiial  aiid  Shear  Stress, 


always  be  accompanied  by  an  equal  shear  stress  at  right  angles 
to  it.  Take  for  example  a^unit  cube,  Fig.  7  (a),  subjected  to 
shearing  forces  S  along  opposite  sides.  These  forces  S  form  a 
couple,  and  the  cube  can  be  kept  in  equilibrium  only  by  another 
couple  of  equal  moment  and  opposite  sense,  which  couple  is  given 
by  shearing  forces  Sj  at  right  angles  to  S. 

Now  consider  the  case  of  a  complex  system  of  stress  con- 
sisting of  a  normal  stress  /  and  a  shear  or  tangential  stress  s. 
(We  will  not  continue  to  use/t  for  the  latter,  because  in  the  case 
of  beams,  for  which  we  shall  require  to  use  this  problem,  /t  is 
usually  used  to  denote  the  tensile  stress.) 
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Ia'I  p  n,  Fig.  7  (b)y  represent  a  portion  of  the  plane  on  which 
the  stresses /and  s  act. 

Let  one  of  the  planes  of  principal  stress  be  represented  by 
i»  M,  and  let  this  principal  stress  be  p.  Then  along  m  n  there 
acts  a  shear  stress  also  of  intensity  j. 

Then  the  resolved  portions  of  the  forces  due  to  /  and  to  the 
stresses /and  s  must  be  equal  in  the  directions  p  n  and  m  n. 

Therefore  we  have 

/.  PN  +  5.MN   ^  p  ,VVL  cos  0     (i) 

also  j.PN  =  /.PM   sin  0     (2) 

w^  /    V       ^  P  N  M  N 

.-.  From  (i)    /  —   4-  5  —    -  p  cos  (d 

'     -^    PM  PM  ^ 

/r.,  /  cos  f^  +  J  sin  0   =   p  cos  6 

•  •  (A-/)  cos  e    =   J   sin  6> (3) 

From  (2)  5  —   =  /  sin  0 

PM  ^ 

.  •.     5  cos  %   =  p  sin  0 (4) 

Dividing  ( \)  and  (4)  we  have 

p--pf-s-_^   o 

2  2     ^ 

">■/>  =^('  ±  v/  '  +  )?)  (5) 

Tlie  minus  sign  corresponds  to  the  second  principal  stress, 
wliich  will  l)c  in  compression  ;  as  we  are  concerned  only  with  the 
maximum  stress,  we  will  take  the  ])ositive  value,  viz. : 

/■.K^^^^-?) ''> 

The  direction  of  the  plane  at  which  this  stress  occurs  is  given 
by  d.     This  is  found  as  follows  : 

From  (3)    /  cos  ^  -  /  cos  (^   =   j  sin  6 
From  (4)  /  sin  d   =   s  cos  d 

5  cos  0 
•*•    ^    "      sin  6/ 
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.*.     — : /cos  6=  s  Sin  0 (7) 

sm  6        -^  ^'^ 

.-.     s  (cos2  S  -  sin2  e)   =  /  sin  0  cos  S 

sin  2  e 
.-.     s  cos   2  0=/ 

2 

or  tan  2  0   =    — (8) 

This   will    give   two   values   of  6,  90"  apart,  and  so   gives   the 
inclination  of  both  planes  of  principal  stress. 

Maximum  Shear  Stress. — Returning  to  the  consideration  of 
the  principal  stresses  p  and  ^,  we  saw  that  the  tangential  com- 
ponent on  a  plane  at  angle  6  to  /  was  given  by  (/  -  ^)  sin  0 
cos  6.     (See  p.  16,  equation  (2)).     Now  this  will  be  a  maximum 

,         .     ^         ^  .  .  .         ,       sin  2  e . 

when  sm  6  cos  f^  is  a  maximum,  i.e.,  when is  a  maximum, 

2 

or  when  0  =  45^      Therefore  we  see  that  the  maximum  shear 

stress  occurs  at  45  *"  to  the  principal  stresses,  and  is  equal  to  ^ — — 

2 

In  the  problem  that  we  are  considering,  we  have  proved  that 


/={('  +  \/^  +  Tt)  ^^d  that  ^  =/  (r  -  y  I  4-  ^1 

,  p -q   f  rrv^' 

2  2    ^  /^ 

f       I          4^ 
.-.     Maximum  shear  Stress  =   -  ^^  i  + -— ^ (9) 

2  ^  y 

or   =     ^ ^   +  s^  .' (10) 

The  latter  form  is  more  convenient  because  in  the  case  when 
/  =  o,  the  former  gives  an  indeterminate  result. 

Numerical  Example. — A  steel  bolt,  1  in.  in  diameter,  is  subjected 

to  a  direct  pull  0/  3000  lb.  and  to  a  shearing /orce  0/ 1  ton.     Find  the 

maximum  tensile  and  shearing  stresses  in  lbs.  per  square  inch,  and  the 

inclinations  0/  the  directions  0/  the  stresses  to  the  longitudinal  axis  0/ 

the  bolt.     {B.Sc.  Lond.  igoy.) 

T    .u-  r  3000  3000 

In  this  case  /  = ^^ — u  tt  =  ""V— 

■^         area  of  1  in.  bolt        7854 

=   3819  lb.  p)er  sq.  in. 
s  =  -^4°.  =   2852  lb.  per  sq.  in. 
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Maximum  tensile  stress   ^  /  =  -^  (  i  +       /i  +  -y>j  ) 


P' 


.    38^'^(.  +  .797) 

=    5342  lb.  per  square  inch. 

Inclination  of  principal  plane  to  plane   perpendicular   to  axis   is 
j^iven  by 

zs        2  X  2852 
tan  2«    -     ^    =         o"     - 
/  3819 

-    1*494 
2  '>  ^    55'  12'  nearly 
.'.     i)  r     27  36' 
.'.     Inclination  to  longitudinal  axis    -   90  -  27^36' 

^   62  24' 


Maximum  shear  stress 


.-    2852      /.    +-38'9;^    ^ 
>  4    X    2852^ 

2852   ^/i    +   -448 

2852    X    I  201 

3428  lb.  per  square  inch. 

This  stress  will  occur  at  45"  to  the  direction  of  principal  stress, 
/>.,at  62'  24'-  45     --    17'  24'  with  longitudinal  axis, 

or  else  at  90"  to  this,  i.e.  at  72'  36'  with  longitudinal  axis. 

^  Maximum  Strain  compared  with  Maximum  Stress. 

-  In  questions  involving  complex  stresses  it  is  necessary  to  re- 
member that  the  maximum  strain  does  not  occur  on  the  same  plane 
as  the  maximum  stress.  There  is  some  considerable  divergence 
among  elasticians  (a  term  suggested  by  Professor  Karl  Pearson, 
F.R.S.)  as  to  whether  the  ultimate  criterion  of  safety  in  a  structure 
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depends  on  the  tensile  or  compressive  stress  exceeding  a  certain 
value,  or  the  shear  stress  exceeding  a  certain  value,  or  on  the 
strain  exceeding  a  certain  value. 

We  have  considered  the  cases  of  maximum  tensile  or  com- 
pressive and  shear  stresses.  We  will  now  consider  the  question 
of  maximum  strain. 

Suppose  a  rectangular  block  a  b  c  d  receive  two  tensile 
strains  at  right  angles  and  a  slide  strain  in  the  same  plane. 

Under  the  combined  strain  the  block  assumes  the  position 


^.__-J)^- 


Cj. 


I 


'/I 
/I 


IT, 


y_.j 

J\  oc  B  Br        Ba 

Fig,  8,— Combined  Strains. 

A  Dg  C2  Bj.     Then,  if  a  b  =  a:,  b  c  =  ^,  and  a  c  =  r,  and  x^  }\  r^ 
are  the  strained  lengths. 

Unital  strain  in  direction  x  =  s^  =  "-^ 


1       '                      c 

1                                                       ^^ 

^r 

*     * 

'                         y^  '^ 

/                                         y^^ 

1            Hy^ 

V 

/           >^ 

y^ 

iXd 

ly^             1 

y     =     Sy     = 


r  =    Sr 


X 

_y\-  y 

y 

r,   -   r 


.-.     We  have  x^   =   x  (i   +  s^) (i) 

Ji    =  y  (^   +  ^y) (2) 

^1    =   r  (1   +  Sr) (3) 

.-.       ^2     =     ^2    (l     +    2    Jr    +    Sr^) 

=     ^2    (I     +    2    Sr) (4) 

Since  squares  of  strains  may  be  neglected. 
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Now   r(^     =     A  Cg-     =     A  8^2   +     Cg  Bg^ 

=     (ABj     +     ^\^^^      +     ADj^ 
=     (aB^     +     DiDg)^    +    AB^^ 
Now  A  Bj    =    O-j    =    :r  (l     +    5x) 
ADj    =   y^    ^  y    (r    +    5y) 
i>iD2    =.Vi/3=  /3j(i    +   5y)   =   fiy 
since  /3  is  small  and  therefore  /^    x    Sy  is  of  second  order  and 
therefore  negligible. 

.-.     r,^   =    {x(i   +  5,)  +/3j}-^    +    {^(i   +  Sy)Y 

=    .r-^  (i  +  2  Jx)  +  2  :i:j/3  +  y  (I  +  Jy)   (5) 

neglecting  all  second  powers  of  strains, 
but  r-*   =  X-  +  y- 
.-.     r{'    =    r-  +  2  :r2  5x  +  2^  5y  +   2xyj3  (6) 

.-.     From  (4) 

r^    (l     +    2Sr)       =     r^    +    2X'  Jx    +    2j2  5y    +    2Xyfi 

orsr   =    (^y    ..   +    QS,    +    ^//3  (7) 

Expressing  this  in  terms  of  the  angle  8  we  get 

Sf)  =  Jx  cos*^  6  +  Jy  sin'^  6  +  /3  sin  f^  cos  6 (8) 

Our  next  problem  is  to  find  the  value  of  0,  for  which  the 
resultant  unital  strain  sq  is  a  maximum. 

This  occurs  wnen  ■— — -  =  o 
an 

/>.,  when 
Jx  -  2  cos 0  {-s\n9)  +  Sy2  sin  9 cos  0  +  /3 (cos 9 cos 6>  4-  sin  0 [ -  cos  0])  =  o 
t'.e.f  when  -■  s^  sin  2  f^  4-  Sy  sin  2  f^  +  /3  cos  2^  =  0 

sin  2  0  (Sx  -  Sy)  =  /3  cos  2  0 

or  tan  2  W  = . . .  (9) 

•Jx    •"    '^y 

This  gives  two  values  of  6  at  right  angles,  and  so  we  see  that  the 
dire  tions  of  maximum  strain  are  at  right  angles. 

Now  consider  equation  (8),  reuniting  and  putting  i   =  cos'^  0 
-H  sin'^  Of  we  get 

50  (cos2  e  +  sin2  0)   =   5x  cos-  6  +  Sy  sin2  6  +  /3  sin  6  cos  6. 
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Dividing  by  cos^  6>,  we  get 

50  ( I  +  tan^  0)  =  jx  -f  jy  tan2  ^  _^  ^3  t^n  6> 
or  tan^  0  (sy  -  5^)  +  /3  tan  6^  +  Xx  -  -^^  =  o 

2     (Sy      -      J0) 

For  this  to  be  real, 

/3-  must  not  be  <  4  {Sy  -  so)  (s^  -  sq) 
Now  as  S0  increases,  4  (Sy  -  sq)  (s^  -  J^)  will  increase, 
since  the  latter  expression  is  equal  to  4  (s^  -  s^)  {sq  -  Sy) 
. ' .  The  greatest  value  Sf)  can  have  is  such  as  to  make 

ft'^    =    4  (jy    -    S0)  (5x    -    So) 


I.e.,  S0 


i.e.,  Sq-   -   Sq  (s^   +  Sy)   -i-   S,,  Sy  - 

X    +    Sy    ±     J  (S,    -    SyY'    +    f3''    (10) 


Now  consider  the  case  for  which  we  have  already  worked 
out  the  principal  stress,  viz.,  the  combined  stress  due  to  a 
tensile  or  compressive  stress /and  a  shear  stress  s.  (Note. — This 
shear  stress  s  must  not  be  confused  with  the  strains  s^,  &c.) 
In  this  case  if  s^  =  strain  due  to  stress  /  the  only  strain  in 
direction  y  is  the  transverse  strain  due  to  5,,  i.e.,  Sy  =  -  v  s^ 
(negative  because  the  transverse  strain  is  compressive). 

Considering  only  the  positive  value  in  equation  (10) 


^x  (l    -    ri)    +    V^xMl    +    #   +   /3^ 

/  s 

Now  5,   =  p-    and   /3  =  p 

A 
Also   sq   =  -=r,  where  /^  is  the  equivalent  stress  due  ta 

considering  the  maximum  strain,  E  and  G  being  the  Young's  and 
shear  moduli. 


=  fv.  {  (^   -  ")  +    \/  (i   +  ")'  +  /?#J} 
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E 

but   ^,    =    2  (i   +  »y) 

•••   A    =   {{('    -   »?)  +  (I   +  »?)    x/i   +  ^!}  ...(II) 

Now  T)  is  very  nearly  -  for  steel. 
.  *.     taking  this  value,  we  get 

A=^Cr!s^-*;i) <•" 


Comparing  this  with  the  corresponding  equation  (6)  (page  20), 
from  considering  the  stress  we  see  clearly  the  difference  between 
the  results  from  the  two  points  of  view 

Numerical  Examplk.  — (^>v/j/V/<7'  the  same  problem  as  workeii  on 
p.  21. 

In  that  cdiSQf  =  3819  lb.  per  square  inch. 
s  =  2852     „ 


3819 

=  ~r  ('75  +  2-246) 

3819 

=  -J-    X  2996 

=  5722  lb.  per  square  inch. 
To  get  the  inclination  at  which  the  maximum  strain  occurs 
return  to  equation  (9)  by  which 

/3 


laii"  w  - 

Sx       —      Sy 

In  this  case  we  get 

s 

S 

tan-^  9  =        ,,\      s    = 

E 

j.E 

"/(I  +'?).G 

J.   2  (I     +7,) 

2  s 

-    /(I  +  v)  - 

T 

This  is  the  same  as  in  the  case  considering  the  principal  stress,  and 
so  9  has  the  value  as  given  before. 


Resilience.  2"/ 

In  this  method  of  allowing  for  complex  stresses,  which  method 
the  author  has  given  at  considerable  length  because  it  is  not 
referred  to  at  all  in  most  text-books,  /^  is  the  simple  tensile  stress 
which  will  produce  the  same  strain  as  the  maximum  strain  in  the 
material,  and  so  may  be  looked  upon  as  the  stress  which  is 
equivalent  to  the  given  combined  stresses. 

This  method  of  maximum  strain,  which  we  may  call  the 
St.  Venant,  or  French  method,  in  contradistinction  to  the 
maximum  stress  or  Rankine  method,  is  comparatively  little 
known  in  England,  but  the  leading  authorities  on  the  theory  of 
elasticity  strongly  advocate  its  use. 

Although  the  subject  is  of  utmost  importance  in  the  theory  of 
structures,  comparatively  little  reliable  experimental  work  has 
been  done  on  the  subject.  A  valuable  paper  on  the  subject,  by 
Professor  E.  L.  Hancock,  will  be  found  in  the  Philosophical 
Magazine  for  February  and  October,  1906.  This  writer 
apparently  favours  the  shear  criterion  of  combined  stress ;  but, 
although  we  do  not  consider  such  papers  as  definitely  proving  the 
advantage  of  the  shear  over  the  strain  method,  they  certainly 
confirm  the  results  previously  obtained  by  other  investigators 
that  the  Rankine  method  gives  quite  incorrect  results.  Further 
investigation  on  the  lines  adopted  by  Professor  Hancock,  will  be 
very  welcome.  Our  present  scope  prevents  our  entering  further 
on  the  subject,  which  will  be  found  best  treated  in  Todhunter 
and  Pearson's  History  0/  Elasticity. 

Resilience. — The  work  done  per  unit  volume  of  a  material 
in  producing  strain  is  called  resilience.  Consider  the  case  of  a 
body  subjected  to  a  simple  tensile  strain.  In  going  from  the 
point  A  to  the  point  B,  Fig.  9,  very  near  to  it,  the  average  stress 
acting  is  /  Therefore,  if  a  b  =  a:,  the  work  done  by  the  force 
f  in  straining  the  material  from  the  point  a  to  the  point  b  will 
be  equal  to/  x  x.  Now,  if  x  is  the  increase  in  unital  strain  and 
/  is  the  intensity  of  stress,  the  volume  of  material  acted  upon  is 
unity.  Now,  a  b  is  assumed  to  be  very  small,  and  f  y.  x  h 
equal  to  the  area  of  the  shaded  portion  of  the  stress-strain 
curve. 

Therefore,  the  resilience  is  equal  to  the  area  of  the  stress- 
strain  curve  up  to  the  point  m. 
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i.e.,  resilience  =■-  area  of  A  p  m  x 


—  /  X    X 


/ 


Now,    —  =  Young's  modulus  =  E 


/ 
resilience  in  tension  = 


2    E 

similarly  in  shear  the  resilience  =  -j-^ 
where  s  is  the  shear  stress. 


Strain . 


Fig.  \).— Resilience. 


Repetition  or  Variation  of  Stresses. — In  the  design 
of  structures,  we  very  often  have  to  deal  with  cases  in  which  the 
stresses  vary  in  amount  from  one  time  to  another;  such  cases 
occur  in  the  design  of  structures  which  have  to  resist  wind- 
pressures  and  those  which  are  subjected  to  rolling  loads.  In 
recent  years,  a  large  amount  of  investigation  has  been  carried  out 
on  the  strength  of  materials  which  are  subjected  to  alternating 
stresses.  The  stress  required  to  cause  rupture  in  a  material 
which  is  gradually  increasingly  stressed  is  called  the  static 
breaking  stress,  and  is  the  stress  obtained  in  the  ordinary  testing 
machines. 

Fairbairn  discovered  in  connection  with  some  tests  on  wrought- 
iron  girders,  that  a  girder  can  be  ruptured  by  repeatedly  applying 
a  load  equal  to  about  one-half  of  the  static  breaking  load. 
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The  first  exhaustive  investigation  on  the  subject  was  conducted 
by  Wohler  on  behalf  of  the  Prussian  Ministry  of  Commerce,  and 
was  published  in  1870.  Wohler's  experiments  extended  over  a 
period  of  twelve  years,  and  had  results  which  at  the  time  were 
very  startling,  and  the  importance  of  which  has  only  in  com- 
paratively recent  years  been  appreciated  by  engineers. 

The  general  result  of  these  and  subsequent  experiments  is  to 
show  that  the  stress  necessary  to  rupture  a  material  when  such 
stress  is  repeated  a  very  large  number  of  times  is  considerably  less 
than  the  static  stress. 

In  VVohler's  experiments,  which  were  carried  out  in  tension, 
bending  and  torsion,  some  of  the  variations  were  from  zero  to  a 
maximum  in  tension  or  compression  and  some  were  for  a  complete 
reversal  of  stress. 

Full  accounts  of  the  experiments  will  be  found  in  Unwinds 
Testing  of  the  Materials  of  Construction.  We  will  take  some 
examples  of  his  results  : — 

For  Krupp's  Axle  Steel : 

Statical  breaking  stress  =  52     tons  per  sq.  in. 

Breaking  stress  from  zero  to  maximum  =  26  5    „      „       „ 

„  „  for  reversed  stresses  =  14*05  „      „       „ 

For  Wrought  Iron : 

Statical  breaking  rtress  =  22*8  tons  per  sq.  in. 

Breaking  stress  from  zero  to  maximum  =  15*25,,      „       „ 

„  „  for  reversed  stresses  =  8*6    „      „       „ 

In  the  first  case  the  range  of  stress  is  in  one  case  265  and  in 
the  case  of  reversal  is  -  14*05  to  +  14*05,  i.e.^  29*1,  whereas  the 
corresponding  figures  in  the  second  case  are  15*25  and  1  7*2. 

Sir  Benjamin  Baker  carried  out  similar  experiments  in  this 
country  and  obtained  similar  results. 

For  mild  steel  of  static  strength  from  26*8  to  28*6  tons  per 
square  inch,  he  obtained  a  breaking  stress  of  1 1  *6  tons  per  square 
inch  for  a  reversal  of  stress. 

Bauschinger  carried  out  a  large  number  of  experiments  on  the 
same  lines  as  those  of  Wohler,  and  extended  them  to  a  larger 
number  of  materials. 
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For  Bessemer  Steel  his  results  were : 

Static  breaking  stress   =  28*6  tons  per  sq.  in. 

Breaking  stress  from  zero  to  maximum    =  157     „      „       „ 

„  ,,  for  reversal  stresses   =  8*55  „      „       „ 

With  regard  to  these  breaking  stresses  for  variations  of  stress, 
it  should  be  remembered  that  these  are  the  least  stresses  for 
which  the  specimen  would  break  after  a  very  large  number  of 
repetitions. 

In  carrying  out  tests  of  this  kind  a  number  of  specimens  are 


-53 -205 tr 

Fig,  10. — Rejyetitioyis  of  Stress, 

taken,  and  the  range  or  amount  of  variation  of  stress  is  altered  for 
different  specimens  or  sets  of  specimens,  and  when  the  range 
comes  below  a  certain  value  the  specimen  will  not  break  within 
the  time  over  which  the  experiment  lasts.  The  results  are  ex- 
pressed on  a  diagram  in  which  the  range  of  stress  is  plotted 
against  the  number  of  repetitions  recjuired  to  cause  fracture  ;  or, 
in  the  case  of  variations  from  zero  to  a  maximum  or  of  complete 
reversal  of  stress,  the  limit  of  stress  is  plotted  against  the  number 
of  repetitions.  Such  a  curve  is  shown  in  Fig.  10.  From  such 
curves  the  apparent  stress,  at  which  an  infinite  number  of  repe- 
titions could  be  made  with  fracture,  is  obtained,  and  this  is  taken 
as  the   least   breaking   stress.       The   word    *  apparent '   is   used 
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because  no  record  appears  to  exist  of  a  number  of  repetitions 
more  than  about  fifty  millions,  and  it  has  been  suggested  that 
perhaps  lower  stresses  still  would  be  obtained  if  the  repetitions 
were  extended  still  more. 

Bauschinger  suggested  that  there  was  some  relation  between 
the  range  of  stress  which  a  material  would  stand  and  the  elastic 
limit.  This  elastic  limit  was  what  he  called  the  '  natural  elastic 
limits,'  i.e.,  that  obtained  after  the  material  has  been  subjected  to 
variations  of  stress,  as  it  is  known  that  stressing  a  body  beyond 
certain  values  alters  its  elastic  limit. 

Dr.  Stanton  and  Mr.  Bairstow  have  recently  published  in 
Vol.  CLXVI.  of  Froc.  Inst,  C.  E.  an  important  paper  on  the 
subject,  giving  the  results  of  experiments  conducted  at  the 
National  Physical  Laboratory. 

They  used  a  machine  in  which  the  specimen  formed  part  of 
the  piston-rod  in  a  steam-engine  mechanism  ;  the  specimen  thus 
was  subjected  to  reversals  of  direct  stress,  and  a  variation  in  the 
limiting  stresses  was  obtained  by  varying  the  relative  dimensions 
of  the  mechanism. 

This  research  has  some  important  results,  the  principal  ones 
of  which  are  : 

(a)  An  alteration  of  the  rate  of  repetition  from  60  to  800  per 
minute  has  no  marked  effect  on  the  results  obtained. 

{b)  The  range  of  stress  which  moderately  high-carbon  steels 
can  stand  is  comparatively  greater  than  that  for  low- 
carbon  steel  and  wrought  iron.  This  confirms  Wohler's 
opinion. 

{c)  The  limiting  stress  which  iron  and  steel  can  bear  de- 
pends on  the  range  of  stress,  and  is  almost  independent 
of  the  actual  values. 

Although  the  authors  agree  that  more  work  must  be  done 
before  a  definite  statement  can  be  made,  their  experiments  go  to 
support  Bauschinger's  theory  as  to  the  elastic  limits. 

They  also  found  that  the  resistance  of  materials  to  reversals  of 
stress  is  less  when  there  is  an  abrupt  change  of  section  than  when 
such  change  is  gradual. 

In  these  tests  no  number  of  repetitions  greater  than  three 
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millions  appear  to  have  been  made,  and  this  appears  to  us  to  be  a 
pity,  as  further  information  in  this  direction  is  urgently  needed. 

Cast  Iron. — Very  little  work  appears  to  have  been  done  on 
rei>ctitions  of  stress  for  cast  iron,  but  from  a  small  number  of 
exjjeriments  by  the  author  in  reversal  by  bending  the  same  general 
result  was  obtained,  the  limiting  breaking  stress  in  this  case 
being  nearly  one-quarter  of  the  static  stress. 

Unwin's  Formula.  —  Unwin  has  given  a  formula  from 
whi<:h  the  ecjuivalent  static  stress  for  a  given  range  of  stress 
ran  be  found. 

This  formula  is  : — 

2 

where  /.  is  the  greatest  stress  that  can  be  applied  for  an  in- 
definite period  for  a  range  of  stress  r;  /I  is  the  static  breaking 
Htre.HS  of  the  material,  and  //  is  a  constant  depending  on  the 
nature  of  the  material. 

For  mild  steel  we  may  take  n  =  i  '5. 

Now  if  the  variation  is  from  zero  to/e  then  r  =  f^ 

.-./,  =-^'=  +  ^/^  -~i~ffJ* 

Solving  this  cfjuation  wc  get/.  -^  •6/^.  For  complete  reversal 
r    -   A  -  (Ve)    -    2/.. 


.-.  /e     =    /e    +       n//s'^    -    3/e/s 

or, /e    =    i/s- 

(For  the  application  of  the  repetition  of  stresses  to  the  deter- 
mination of  working  stresses,  see  Chap.  IL,  p.  45.) 

Stresses  and  Strains  due  to  Sudden  or  Dynamic 
Loading. — If  a  load  is  applied  suddenly  to  a  structure,  vibration 
will  ensue,  and  the  strain — and  thus  the  stress — will  reach  twice 
the  value  which  would  occur  if  the  load  were  gradually  applied. 

This  will  be  made  clear  from  considering  a  diagram,  Fig.  11  (i), 
where  the  force  is  plotted  against  the  strain.  We  have  seen  that, 
with  gradual  loading  of  an  elastic  body,  the  curve  representing 
the  relation  between  the  strain  and  the  load  in  direct  stress 
is   represented   by  a  straight  line  a  d,  the  area  below  the  line 
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giving  the  work  done  up  to  a  given  point.  Now  let  a  g  repre- 
sent a  force  P ;  then  when  the  strain  gets  to  the  point  b,  the 
work  done  by  the  force  will  be  equal  to  the  area  of  the  rectangle 
A  B  E  F,  whereas  the  work  done  in  straining  the  material  is  only 
equal  to  the  area  of  the  triangle  a  b  e,  so  that  there  is  an  amount 
of  work  equal  to  the  area  of  the  triangle  a  e  g  still  available  for 
causing  increased  strain.  The  strain  therefore  increases  until  the 
area  of  the  triangle  e  f  d  is  equal  to  that  of  the  triangle  a  e  g.    It 


Fig,  11. — Sudden  or  Dynamic  Loading, 


is  clear  that  AC  =  2  a b,  or  that  the  strain — and  thus  the  stress — 
is  twice  that  in  the  case  of  gradual  loading. 

If  a  force  is  suddenly  reversed  from  -  P  to  +  P,  then  the  total 
strain  and  stress  will  be  the  same  as  that  due  to  a  sudden  load  of 
2  P,  and  again  when  the  strain  reaches  the  point  b,  Fig.  11  (2), 
there  will  be  an  amount  of  work  represented  by  the  area  of  the 
triangle  a  e  g  still  available  for  causing  strain,  which  therefore 
continues  to  the  point  c.  Thus  the  maximum  tensile  strain  will 
be  equal  to  H  l.  If  the  loading  were  gradual  the  strain  would  be 
H  K,  and  as  h  l  =  3  h  k,  we  see  that  a  load  suddenly  reversed 
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causes  three  times  the  strain  and  stress  which  occur  if  such  reversal 
takes  place  sloivly. 

In  each  of  these  cases  the  additional  strain  or  stress  which 
occurs  is  equal  to  the  amount  of  variation.  Such  additional  stress 
has  been  called  the  dynamic  increment^  and  we  therefore  see  that 
the  equivalent  gradual  stress  due  to  a  sudden  or  dynamic  stress  f^ 
which  varies  by  an  amount  v  is  given  by  f^  +  v. 

Relation  between  Repetition  of  Stress  and  Sudden 
Loading. — The  similarity  between  the  results  of  experiments  on 
the  variation  of  stresses  and  the  reasoning  just  given  with  regard 
to  sudden  loading  has  led  many  authorities  to  think  that  Wohler's 
experiments  were  really  experiments  on  sudden  loading.  The 
alternative  point  of  view  is  that  the  two  questions  are  distinct,  and 
that  therefore  sci)arate  allowance  should  be  made  for  each  in  the 
design  of  structures. 

One  of  the  first  difficulties  to  overcome  in  reconciling  the 
(juestions  is  that  strain  is  not  i)roportional  to  stress  beyond  the 
elastic  limit,  and  that,  therefore,  beyond  this  point  twice  the 
strain  would  not  cause  twice  the  stress  (see  Fig,  2).  There  is, 
however,  a  second  observed  phenomenon  to  bring  into  the  argu- 
ment. It  is  known  that  if  a  material  is  strained  beyond  the 
elastic  limit,  the  elastic  limit  will  be  found  to  have  been  raised  on 
a  subsecjuent  testing ;  therefore,  if  this  action  goes  on  indefinitely 
with  each  repetition  of  stress,  the  elastic  limit  will  ultimately 
become  so  high  that  the  dynamic  argument  will  apply  up  to  the 
breaking  point. 

Although  there  are  still  many  points  which  require  to  be 
decided  in  this  controversy,  for  practical  reasons  we  prefer  to 
allow  for  one  or  the  other,  but  not  both,  in  the  design  of  struc- 
tures. The  reason  for  this  is  as  follows  : — Suppose  that  the  safe 
working  stress  for  mild  steel  for  a  constant  and  gradual  load  is 
7 '5  tons  per  square  inch.  Then  on  the  dynamic  theory  the  safe 
stress  for  a  reversing  and  sudden  load  is  one-third  of  this,  /^.,  2*5 
tons  per  square  inch.     If  we  now  make  a  separate  allowance  for 

the  repetition  of  stresses,  our  working  stress  would  be  -  x  2  -5,  or 

3 
•8  ton  per  square  inch.    As  there  is  no  question  oi  impact  in  this, 
this  seems  an  absurdly  low  working  stress. 


Strain  and  Stress  due  to  Impact. 
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Strain  and  Stress  due  to  Impact. — Suppose  a  weight  W 
falls  from  a  height  ^  on  to  a  structure  and  let  the  deformation  or 
strain  in  the  direction  of  h  be  x^  Fig.  1 2.  Then  the  work  done 
by  the  weight  is  equal  to  W  (//  +  x).  Now  this  work  is  absorbed 
in  straining  the  structure.  »  Consider  first  the  case  in  which  the 
resulting  strain  is  within  the  elastic  limit.  The  work  done  in 
such  case  is  equal  to  the  volume  multiplied  by  the  resilience. 


® 


k 


Fig.  12. 


strain. 


Fig,  IS. 


We  have  shown  that  in  tension  or  compression  the  resilience  is 

equal  to  -i —  and   therefore   m   this   case  we  get  W  {A  +  x)  = 
2  G 

volume  X  /^      V/2 
2  E 

we  have 


_Z- .    Then  if  x  is  negligible  compared  with  A 
2  E 


W  X  h 


2E 


or 


/  =  s/'^^-^ 


If  the  weight  strikes  with  a  velocity  Vy 


k  =  t. 


or 


w 
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We  will  consider  resilience  in  bending  when  dealing  with  the 
bending  of  beams. 

Strain  beyond  Elastic  Limit. — If  the  strain  is  beyond  the 
elastic  limit,  it  follows,  from  the  reasoning  given  on  p.  27,  that 
the  work  done  per  unit  volume  in  straining  is  equal  to  the  area 
below  the  stress-strain  curve.     If  this  area  is  R,  Fig.  13,  then  we 

haveR  =  \N  h  ox  — 

From  this  the  stress  can  be  found. 

Numerical  Example.—^  bar  of\-iiich  diameter  stretches  I  inch 
under  a  steady  load  of  1  ton.  What  stress  would  be  produced  in  the 
bar  by  a  weight  of  1 50  lb.  which  falls  through  3  inches  before  com- 
mencing to  stretch  the  rod— the  tod  being  initially  unstressed  and  the 
value  ofY.  taken  as  30  x  10^/^.  per  square  inch.    (B.Sc.  Lond.  igo6.) 

Area  of  bar  ^"  diam.   =  '196  sq.  in. 

.'.  Stress  under  load  of  one  ton   =   .     .  tons  per  sq.  in. 

2240  „ 
=   .^^5  lb-  per  sq.  in. 

..      .  Stress  2240 

.'.  Strain  =  — = —    =   — 7 7. 

E  •  J 96  X  30  X  10" 

Now  f  =  strain  x  original  length 

•    ..  Original  lentfth     =    --  ^  .       =   — ^ — ^-- 

**  ^  Strain  2240  x    8 

.'.  Volume     =     length    x   area  of  section. 

_     '196  X  -196  X  30  X  10" 
~  8  X  2240 

=     64*33  cub.  ins. 

Work  done  by  150  lb.  in  falling  3  inches  =  3  x  150  =  450  in.  lb. 

.     64.33  x/" 
2E 


450 

64-33 


f    =  /900E' 


_  /900  X  30  X  10" 

=     20,480  lb.  per  sq.  in.     A/is. 
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Temperature  Stresses. —  Suppose  a  bar  of  length  /  is 
heated  /°F.  and  a  is  coefficient  of  expansion.  Then,  unless 
prevented,  the  length  of  the  bar  will  become  /  (i  -H  a  /;,  />.,  the 
increase  in  length  will  be  a  //. 

If  the  bar  is  rigidly  fixed  so  that  this  expansion  cannot  take 
place,  then  there  will  be  in  the  bar  a  strain  equal  to  a  /  /,  and  the 

unital  strain  will  be  — j-  —at. 

This  strain  will  produce  a  compressive  stress  of  a  /  x  E,  where 
E  is  Young's  modulus. 

Now  for  mild  steel  a  =  '00000657  per  degree  Fahrenheit,  and 
E  =  13,000  tons  per  square  inch. 

.'.  The  stress  per  °  F  =  -00000657   x   13,000 

=  '0854  tons  per  square  inch. 

Taking  a  range  of  temperature  of  1 20°  F.,  the  stress  due  to 
temperature  =  120  x  '0854  =  10*25  ^^^^  P^^  square  inch. 
This  is  more  than  the  safe  stress  for  mild  steel,  so  that  the 
importance  of  designing  structures  so  that  the  expansion  may  take 
becomes  quite  evident. 

*  Heterogeneous  Bars  under  Direct  Stress. — If  a  bar, 
composed  of  two  different  materials — such  as  steel  and  concrete,  or 
steel  and  copper — firmly  connected  to  each  other,  be  subjected  to 
a  pull  or  a  thrust,  the  two  materials  must  be  strained  by  equal 
amounts,  and  since  the  values  of  Young's  modulus  for  the  two 
materials  are  different  the  stresses  in  the  two  materials  will  be 
different. 

Suppose  one  material  has  a  cross-sectional  area  A  and  Young's 
modulus  E,  the  resulting  stress  being/;  and  let  the  corresponding 
quantities  for  the  other  material  be  A^,  E^/. 

Then,  if  under  a  pull  or  thrust  P  the  unital  strain  is  x^  we  have — 

-  =  i  (') 

^  =  i (^) 

and  P   =   A/  +   Ai/i  (3) 

A/ and  Aj^  being  the  loads  carried  by  each  of  the  materials. 
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K    / 
From  (i)  and  (2)    /^   =    E^.r   =  — ^;— 


.-.     P  = 
or     /  = 


/(-^')- 


0-^-40 


•(4> 
•(5) 


I 


Fig,  14. 

Now  if  a  new  bar  is  taken  wholly  of  the  first  material  of  such 
area  Ag  that  the  stress  under  a  load  P  is  the  same  as  that  in  the 
compound  bar,  we  have 

o.  A,  .  A  (.   +  |A.) (6) 

This  quantity  Ag  may  be  called  the  equivalent  area  of  homo- 
geneous  material  and  the  consideration  of  this  problem  has  become 
in  recent  years  much  more  important  on  account  of  the  progress 
made  in  reinforced  concrete  construction.  We  will  deal  further 
with  this  application  in  Chap.  XV.  Returning  to  the  general 
problem  we  see  that 

The  load  carried  by  the  first  material  then  comes  equal  to — 

/A   =     — ^   (8) 

and  that  carried  by  the  second  comes  equal  to — 

/lAi   =  EA     (9) 
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Since  these  are  not  the  same,  there  will  be  an  adhesive  force 
tending  to  make  one  material  move  relatively  to  the  other. 
This  will  be  equal  to /A  -  f^  A^ 

P  _  P 

~    E  A  +  El  Ai  El  A|  +  E  A 

E  A  El  Aj 

^        P'  EA         _        P  •  El  Ai 

~   E  A  +  El  A^         E  A  +   El  Ai 

_   P  (E  A  -  El  Ai) 
E  A  +  El  Ai 


p  (■  -  If) 


■(■9) 


For  examples  on  this  see  the  chapter  on  Reinforced  Concrete. 


A  table  is  appended  giving  the  elastic  properties  of  a  number 
of  materials  of  construction.  In  the  use  of  such  table  it  must  be 
remembered  that  for  many  substances  the  properties  vary 
according  to  the  exact  composition,  and  these  figures  should  be 
used  only  if  an  actual  test  of  the  given  material  is  impossible.  It 
should  also  be  remembered  that,  according  to  the  French  school 
of  elasticians,  the  theoretical  shear  strength  of  a  material  is  four- 
fifths  of  its  tensile  or  compressive  strength. 
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CHAPTER   II. 

PRINCIPLES   OF   DESIGN;    WORKING    STRESSES,   Ac; 
WIND   PRESSURE. 

Scientific  Aspect  of  Design.  —  An  engineer  has  been 
tersely  described  by  a  somewhat  characteristic  American  as  *a 
man  \vho  can  do  for  one  dollar  what  a  fool  can  do  for  two.' 
Although  from  an  aesthetic  standpoint  this  seems  to  be  a  some- 
what too  mundane  description  of  the  engineer's  vocation,  we 
must  not  forget  that  the  most  scientific  construction  is  the  one 
which  best  fulfils  the  conditions  for  the  least  cost.  We  seem  to 
get  into  the  habit,  when  looking  with  wonder  on  the  wonderful 
structures  of  bygone  ages,  of  thinking  that  such  structures  could 
not  be  built  nowadays;  but  if  this  is  true,  is  not  the  reason 
merely  because  we  cannot  afford  them,  and  not  that  our  hands 
have  lost  their  cunning  ? 

There  is  in  reality  no  conflict  between  theory  and  practice  in 
designing ;  each  has  its  own  place,  and  each  is  dependent  on  the 
other.  The  theory  of  structures  will  tell  us  what  is  the  best 
design  as  far  as  the  economical  arrangement  of  material  goes. 
The  best  designed  structure  is  one  which  would  be  about  to 
collapse  at  all  sections  at  the  same  time ;  or,  in  other  words,  the 
various  parts  are  so  designed  that  the  stresses  in  them  are  equal. 
This  is  all  that  the  theory  sets  out  to  do.  Practice,  on  the  other 
hand,  determines  whether  the  theoretical  design  is  in  reality  the 
cheapest  in  the  end.  Questions  of  workmanship,  cost  of  erection 
and  upkeep  have  to  be  considered,  and  it  is  only  by  balancing 
these  with  the  theory  that  the  really  scientific  design  is  obtained. 

In  dealing  with  the  theoretical  side  of  design  we  must  never 
forget  that,  if  we  are  to  be  guided  by  theory  at  all,  we  should  see 
that  we  use  the  best  theory.  The  disdain  for  theory  that  ultra- 
practical  men  often  possess  is  largely  due  to  the  fact  that  their 
theoretical  knowledge  is  not  sufficiently  comprehensive;  they 
have  not  realised  the  conditions  which  have  to  be  fulfilled  before 
a  certain  theory  is  applicable,  and  so  they  probably  use  some 
formula  for  a  case  for  which  it  was  never  intended. 
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Another  point  to  be  remembered  is  that  practical  rules  for  use 
in  design  are  not  necessarily  sound  because  the  structures 
resulting  therefrom  satisfactorily  fulfil  their  function.  Such  rules 
may  make  the  structure  much  heavier,  and  therefore  much  more 
costly,  than  necessary.  Our  aim  in  the  theoretical  investigations 
should  be  to  eliminate  as  many  uncertainties  as  possible,  and  not 
to  be  merely  content  in  erecting  something  which  will  stand. 

Commercial  Aspect  of  Design. — If  the  word  *  scientific' 
is  used  in  its  best  sense,  the  commercial  aspect  differs  very 
slightly  from  the  scientific  aspect.  There  are  certain  points, 
however,  that  we  would  like  to  deal  with  which  point  to  the 
necessity  of  considering  the  merely  commercial  aspects.  Firstly, 
there  is  the  question  of  the  sizes  of  sections  adopted.  Care 
should  be  taken  that  as  much  as  possible  is  used  of  the  same 
section,  and  that  such  section  should  be  easily  obtainable.  The 
cost  of  a  given  structure  may  be  increased  largely  because  a  section 
is  specified  wliich  has  to  be  rolled  specially— although  sections 
figure  in  makers'  catalogues  they  are  not  always  readily  obtainable. 
In  riveted  work,  too,  much  additional  cost  is  often  involved  by  an 
unnecessarily  irregular  pitch  of  the  rivets,  and  fancy  forms  of 
cleated  connections  are  often  shown  which  have  no  advantage  over 
the  simple  forms.  We  will  deal  with  these  points  in  greater 
detail  in  considering  the  separate  designs  in  subsequent  chapters. 

The  designer  should  avoid  curved  lines  wherever  possible  in 
his  design.  It  costs  a  lot  to  cut  plates  to  a  curve,  and  there  is 
generally  no  reason  for  them.  Some  might  urge  that  curved 
forms  are  more  pleasing  to  the  eye,  and  some  go  as  far  as  to  put 
cast-iron  rosettes  on  the  plates  of  plate-girders.  But  it  is  better 
to  agree  that  no  steel  structure  is  artistically  beautiful,  and  that  to 
attempt  to  decorate  it  by  curved  gusset  plates  and  rosettes  is  to 
make  it  really  more  ugly,  because  it  has  cost  more  and  is  still  an 
eye-sore  to  the  artist.  There  is,  also,  a  theoretical  objection  to 
curved  members,  viz.,  that  the  loading  on  such  bars  is  eccentric, 
and  stresses  are  therefore  much  increased. 

Where  practice  necessitates  our  putting  theory  aside  some- 
what, we  should  always  keep  this  in  mind  in  our  calculations.  For 
instance,  theoretically  the  centre-line  of  the  rivets  in  a  T  section 
should  coincide  with  the  centroid  line  of  the  section.     In  practice 
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this  is  impossible,  as  the  head  of  the  rivet  could  not  then  he 
closed.  But  we  must  remember  in  designing  structures  using 
such  sections  as  the  ties  or  struts  that  the  load  is  eccentric  and 
that  due  allowance  must  be  made  for  this. 

Working  Stresses  and  Factor  of  Safety — The  ques- 
tion of  the  working  stresses  to  adopt  in  practice  is  of  the  utmost 
importance,  and  if  our  design  is  to  be  of  any  real  value  we  must 
have  clear  ideas  as  to  such  working  stresses. 

In  dealing  with  working  stresses  we  often  speak  of  the  factor 
of  safety.  This  may  be  defined  as  the  factor  by  which  the 
working  stresses  may  be  multiplied  to  give  stresses  which  will 
result  in  failure.  This  phrase  is  one  which  is  often  used  glibly 
without  any  real  meaning;  and  it  has  been  suggested  that  in 
many  cases  it  would  be  better  called  the  factor  of  ignorance.  If 
we  design  a  structure  with  a  factor  of  safety  of  four,  say,  we 
certainly  do  not  as  a  rule  mean  that  the  structure  could  bear  four 
times  the  load  without  failure.  This  is  because  there  are  certain 
contingencies  that  we  do  not  allow  for  in  our  design.  Our  aim 
should  be,  however,  to  make  our  calculations  so  that  the  factor 
of  safety  has  as  exact  a  meaning  as  possible.  This  can  be  done 
only  by  choosing  our  working  stresses  skilfully  and  by  making 
allowance  for  as  many  points  as  possible.  For  steel-work  it  is 
common  to  adopt  as  a  working  stress  in  tension,  one-quarter  of 
the  breaking  stress  in  tension  and  to  say  therefore  that  the  factor 
of  safety  is  4.  Many  designers  forget,  however,  to  make  the  due 
allowance  for  live  or  variable  loads.  The  basing  of  the  factor  of 
safety  on  the  breaking  stress  is  also  open  to  a  very  serious 
objection,  viz.  :  that  the  elastic  limit  of  the  material  is  the 
point  which  really  determines  the  safety  of  the  structure.  If  the 
stresses  are  above  the  elastic  limit,  failure  is  almost  certain  to 
ensue,  especially  in  the  case  of  compression  members  or  struts. 
Professor  Arnold  has  recently  drawn  fresh  attention  to  the 
importance  of  this  point  It  would,  therefore,  be  better  to  base 
the  working  stresses  on  the  elastic  limit  and  specify  for  a  definite 
minimum  value  of  such  limit  in  the  steel.  The  point  commonly 
urged  against  this  method  of  procedure — viz.,  that  the  elastic 
limit  is  a  much  more  variable  quantity  than  the  breaking  stress — 
seems  to  us  to  be  one  in  favour  of  its  adoption.     It  is  certain 
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that  stresses  beyond  the  elastic  limit  are  ver)-  dangerous  for  any 
structure,  and  if  this  quantity  is  a  variable  one  we  ought  to  know 
it  for  the  material  that  we  are  using,  and  base  our  working  stresses 
on  it  accordingly.  We  would  suggest  that  the  dead-load  or  static 
working  stress  should  be  taken  as  one-half  of  the  true  elastic  limit. 
The  following  tables  of  stresses  may  be  used  for  obtaining  the 
working  stresses  for  dead  loads  in  design  : — 


orking  Stress  in  Tons. 

Material. 

Tension. 

Dimensions  of 

Compression. 

Shear. 

Stresses. 

Mild  steel 

.       7 

6 

S 

tons  per  sq.  in. 

Wrought  iron 

1       5 

i        4 

\           4 

>>         » 

Cast  iron 

'       \ 

'        4 

■            J 

>>         ?> 

Oak         

16 

■       '' 

(across  grain) 

cwt.  per  sq.  in. 

Pine,  yellow- 

3 

6 

3 

(acroiis  grain) 

»>         >> 

Cement  concrete  \ 
1:2:4.         ^ 

Granite 

60 

i     600 

1  (bending) 

60 

lb.  per  sq.  in. 

1        500 
I     (direct) 

35 

' 

tons  per  sq.  ft. 

Sandstone            ^ 
Yorkstone             ] 

— 

20 

>j         >> 

Limestone 

— 

15 

j>         >j 

Brickwork  in 

cement  mortar 

•5 

8 



„  in  lime  mortar 

(adhesion) 
(adhesion) 

6 

>>         >i 

Allowance  for  *  Live  '  Loads  or  Variable  Loads. — 

There  are  two  principal  methods  of  allowing  for  live  loads  which 
are  in  effect  the  same.  , 

{a)  Equivalent  Dead -load   Method. — According  to  this 
method  the  static  stresses  are  used  and  the  loads  are  increased  to 
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give  the    equivalent  dead  load.      The   ways   for   allowing   this^ 

(i)  equivalent  dead  load  =  dead  +  2  live  load. 
This  may  be  called  the  dynamic  formula. 

(2)  equivalent  dead  load 


n  r   +    \/    n^  r^  +  4  \w  -  -J 


2 

Where  r  is  the  variation  of  load,  and  w  is  maximum  load,  n 
being  a  constant  which  may  be  taken  as  1*5  for  steel.  This 
formula  is  deduced  from  Unwinds  formula  for  Wohler's  experiments. 

For  steel  we  get  

1*5  r  +    \/  2'2S  r-  +  4  (w  -  -) 

We   = — 

2 

When  the  variation  is  from  zero  to  a  maximum,  we  have 
Then  w^  =  2*1  w. 
(3)  equivalent  dead  load  =  maximum  load  +  variation. 

(b)  Variable  Working  Stress  Method.  —According  to 
this  method  the  working  stress  is  varied  according  to  the  relative 
amounts  of  live  and  dead  loads. 

The  common  ways  of  allowing  for  this  are  : 

(r)  Launhardt-Weyrauch  method. 

/   /  minimum  load      \ 

Workmg  stress  =     ...  1 1  +  — • r   jI 

°  I  S  \  2   X  maximum  load/ 

/  being  the  static  or  dead-load  working  stress. 
(2)  Dynamic  method. 

Working  stress  =  five  load   >/^^i"g^s  before. 

^  "^  total  load 
Take  as  a  simple  numerical  example  the  case  of  a  member  of 
a  roof  truss  in  which  the  dead  load  is  a  tension  of  5  tons,  and  the 
wind  on  one  side  causes  a  tension  of  2  tons  and  on  the  other  side 
a  compression  of  i  ton.  The  various  methods  give  the  following 
results  : — 
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(a)  (i)  Equivalent  dead  load  =  5  +  2x2  =  9  tons. 

1*5  X  3  .     >    -  -^  "  7    .    -TV/       2 


+  V2'2S  X  9  +  4(7  -  D" 


v*/ 

>» 

>> 

=    8' 2  tons. 

(3) 

>> 

j> 

=    5  +  3  = 

8  tons. 

W  (•) 

Working 

stress 

6/ 

7 

14/ 

(2) 

j» 

»> 

/ 

7 

7/ 
9 

Assuming  the  material  tc 

►  be  mild  steel. 

(^)  (i)  comes  working  stress  =  6  tons  per  square  inch. 

(2)  ))  ).  =    5*4      i>  n  » 

Taking   the  material  as  mild  steel,  the  requisite  number  of 
square  inches  in  the  sectional  area  of  the  tie,  are — 


<«) 

(l) 

9 

7 

= 

1-28 

square 

inch. 

(2) 

8-2 

7 

= 

117 

>» 

>> 

(3) 

8 
7 

= 

I-J4 

n 

>» 

(4) 

7 
6 

= 

1-17 

>> 

>> 

(5) 

7 
5*4 

= 

I '30 

>i 

>> 

If  consideration  of  variation  of  stresses  be  neglected  altogether, 
5  +  2 
we  should  have — area   =      -— -    =   i  square  inch. 

WIND  PRESSURE. 
From  the  very  nature  of  the  subject,  the  pressure  due  to  the 
wind  is  one  of  the  most  troublesome  factors  to  allow  for  in  the 
Theory  of  Structures.  Until  the  Tay  Bridge  disaster  in  1879, 
comparatively  little  attention  was  given  to  the  subject  by  engineers, 
and  although  since  that  date  much  valuable  information  has  been 
collected,  we  still  know  comparatively  little  of  the  action  of  wind 
on  structures  in  the  neighbourhood  of  other  structures.      The 
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pressure  due  to  wind  has  been  measured  experimentally  in  three 
principal  ways. 

(i)  By  calculating  the  pressure  necessary  to  overturn  railway 
vehicles  which  have  been  overturned  by  the  wind.  The  maximum 
pressure  obtained  in  this  way  comes  at  about  30  lb.  per  sq.  ft. 

(2)  By  measuring  the  velocity  of  wind  by  anemometer  and 
deducing  the  pressure  therefrom.  Smeaton's  formula,  published 
in  1759,  is  that  /  =  '005  V*^  where  V  is  the  velocity  in  miles  per 
hour,  and  /  the  pressure  in  pounds  per  square  foot.  This 
formula  is  now  considered  as  giving  results  too  high,  and  from 
the  experiments  at  the  National  Physical  Laboratory  (Vol.  CLVL, 
Froc,  Inst.  C.E.)  the  formula  has  been  deduced  as/  =  '0027  V'-^. 

(3)  By  measuring  the  pressure  on  plates  exposed  to  the  wind.  A 
large  number  of  exceedingly  valuable  experiments  of  this  kind 
were  made  by  the  late  Sir  B.  Baker  prior  to  the  erection  of  the  Forth 
Bridge,  and  records  have  been  kept  up  since  that  date.  The  fol- 
lowing figures,  taken  from  an  excellent  paper  by  Mr.  Adam  Hunter, 
A.M.I.C.E.  (Vol.  XVIL,  ^^  Jour.  Junior  Inst,  of  Engineers,  show 
the  maximum  results  of  some  of  these  experiments. 


Date 

Pressure  in  pounds  per  square  foot. 

Year. 

Revolving 

Small 

Large 

In  centre 

Right- 

Direction 
of 

gauge. 

fixed 

fixed 

fixed 

hand  top 

wind. 

gauge. 

gauge. 

gauge. 

of  large 
gauge. 

I -5  sq.ft. 

1-5  sq.ft. 

300  sq.  ft. 

1-5  sq.ft. 

1884 

Oct.  27 

29 

23 

18 





s.w. 

i> 

„      28 

26 

29 

^9 





s.w. 

1885 

Mar.  20 

30 

25 

17 





w. 

>» 

Dec.  4 

25 

27 

19 





w. 

1886 

Mar.  31 

26 

3^ 

19 

28-5 

2  2*0 

s.w. 

1887 

Feb.  4 

26 

41 

15 



s.w. 

1888 

Jan.  5 

27 

16 

7 

— 



S.E. 

)> 

Nov.  17 

35 

41 

27 

— 



w. 

1889 

»       2 

27 

34 

12 

— 



s.w. 

1890 

Jan.  19 

27 

28 

16 

— 



s.w 

j» 

»     21 

26 

28 

15 

— 



w. 

)> 

»>     25 

27 

24 

18 

23-5 

22 

w.s.w. 

Aver 

age 

27*6 

29-8 

i6'9 

— 

— 

— 
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Since  the  erection  of  the  bridge  records  have  been  kept  0:3 
small  gauges  i  '5  square  feet  in  area  placed  at  different  heights 
above  high-water  level.  The  following  figures  show  the  maximum 
pressures  recorded,  the  two  readings  at  214  ft.  being  at  th« 
respective  ends  of  the  bridge. 


Year 

IXite. 

Pressure 

in  pounds 

jcr  sc|.  foot  at  various  heights. 

50  ft. 

163  ft. 

214  ft. 

214  ft. 

378  ft. 

1 90 1 

Jan.  26 
Nov.  23 

— 

15 

50 

25 

55 

55 

65 
60 

1902 

Dec.  13 

— 

27*5 

31 

34 

18 

1903 

Jan.  £o 

15 

20 

25 

27*5 

60 

„    31 
Mar.  18 

20 

'95 

20 

29 
25 

26 
29 

65 
31 

>> 

»     21 

10 

20 

20 

22*5 

54 

1904 

„     26 

— 

20 

32 

27 

52 

>> 

Dec.  29 

— 

22-5 

225 

32-5 

— 

1905 

Jan.  21 
Mar.  18 
Feb.  28 

10 

21 

32-5 
22 

30 

32-5 

20 

23 
42 
20 

60 
38 

1906 

Jan.  26 

15 

— 

— 

— 

59 

„     II 
Feb.  8 

10 
10 

20 
15 

235 
25 

28-0 

25 

25 

30 
55 

Averag( 

^ 

130 

23-0 

30-0 

50*0 

The  following  points  may  be  inferred  from  these  experiments 
in  which  the  gauges  were  placed  vertically. 

(i)  The  pressure  of  wind  increases  with  the  height  from  the 
ground.  This  may  be  explained  as  being  due  to  a  drag 
ging  or  frictional  effect  which  the  ground  has  on  the  wind 

(2)  The  pressure  on  small  surfaces  is  considerably  less  thar 
that  on  larger  surfaces,  the  wind  acting  in  local  gusts.  Ir 
the  above  experiments  the  revolving  gauge  always  facec 
the  direction  of  the  wind,  and  the  fixed  gauges  faced  E 
and  W.  We  may  infer  from  the  above  that  the  average 
pressure  on  a  large  area  is  about  two-thirds  that  obtainec 
from  anemometer  records  in  the  neighbourhood. 
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(3)  The  pressure  on  a  small  area  surrounded  by  a  larger  area 
is  somewhat,  but  not  much,  smaller  than  that  on  a  small 
area  alone,  so  that  the  effect  of  the  edges  is  not  very 
appreciable. 

Inasmuch  as  larger  pressures  than  30  lb.  per  square  foot  on 
a  large  area  occur  very  seldom,  Mr.  Hunter,  in  the  above  paper, 
suggests  that  a  pressure  of  30  lb.  per  square  foot  in  sufficient  to 
design  for  in  practice. 

This  seems  to  be  a  very  reasonable  suggestion,  provided  that 
the  wind  pressure  is  treated  as  a  live  load  in  calculating  the 
stresses. 

Various  authorities  and  regulations  adopt  pressures  of  40,  50, 
and  56  lb.  per  square  foot,  and  when  the  higher  figures  are 
adopted  the  wind  pressure  may  be  taken  as  if  it  were  a  dead  load. 

Direction  of  Wind  Pressure  and  Pressures  on  Inclined 
Surfaces. —The  pressure  due  to  the  wind  is  always  taken  as 
acting  perpendicularly  to  the  surface  on  which  it  acts. 

When  the  surface  is  inclined  to  the  vertical,  .the  wind  pressure 
is  obtained  in  terms  of  the  pressure  on  a  vertical  surface.  Let  ^ 
be  the  inclination  of  the  surface  to  the  horizontal,  and  Py  the 
pressure  on  a  vertical  surface. 

Then  according  to  the  formula  based  on  Button's  experiments 

PO  =  Pv  sin  6'"84  cos  0  -  I 

According  to  Duchemin's  formula 

2  sin  ^ 


PO  =  Pv 


I  +  sin-  ^ 


A  very  simple  rule  suggested  by  Prof  Karl  Pearson  is  to  take 
Pv  as  50  lb.  per  square  foot  and  P^  as  as  many  lb.  per  square  foot 
as  there  are  degrees  inclination  in  ^,  up  to  the  value  f^  =  50''  and 
take  the  value  50  for  all  values  beyond. 

This  rule  may  be  put  in  more  general  terms  as  follows : 

P^  =  2l_2L?  up  to  6  =  50°,  beyond  which  P^  =  Pv 

Although  mqre  complicated  than  the  accuracy  of  any  experi- 
ments on  wind  pressure  would  seem  to  justify,  Mutton's  formula 
has  been  adopted  most  generally,  and  so  we  give  the  following 
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table  for  use  therewith.     The  co-efficients  in  this  table  are  those 
by  which  Pv  should  be  multiplied  to  give  Pfl. 


5 

lo     20 
•24; -45 

ISpan* 
4 

30'  40' 
•66:  83 

50° 

60' 

70° 

80° 

90' 

•'25 

:      59 

«, 

I  "CO 

I '02 

iOT 

I -00 

Wind  Pressire  on  Columns  and  Chimneys. — The  total 
wind  pressure,  which  may  be  taken  as  acting  at  the  centroid,  on 
chimneys  and  columns  of  sijuare  section  may  be  taken  as  Py  x  A, 
where  A  is  the  area  of  the  vertical  cross  section. 

For  round  sections  Pressure  =     '5  Py  .  A 
„    hexagonal  „  „        =  '65  Py  .  A 

„   octagonal    „  „        -  75  Py  .  A 

lioARi)  OK  Trade  Rec:ommeni)ATions  for  Wind  Pressure 
ON  Railway  Structures. 

Extract  from   the   Report^   dated  May^    1881,  of  the    Committee 

appointed  by  the  Board  of  Trade  to  consider  the  Question 

of  Wind  Pressure  on  Railway  Structures, 

*  We  are  of  opinion  that  the  following  rules  will  sufficiently 
meet  the  cases  referred  to  :— 

*  (i)  That  for  railway  bridges  and  viaducts  a  maximum  wind- 
pressure  of  56  11).  per  scjuare  foot  should  be  assumed  for  the 
purpose  of  calculation. 

*  (2)  That  where  the  i)ridge  or  viaduct  is  formed  of  close  gir- 
ders, and  the  toi)s  of  such  girders  are  as  high  or  higher  than  the 
top  of  a  train  passing  over  the  bridge,  the  total  wind  pressure 
ui)on  such  bridge  or  viaduct  should  be  ascertained  by  applying 
the  full  pressure  of  56  lb.  per  scjuare  foot  to  the  entire  vertical 
surface  of  one  main  girder  only.  But  if  the  top  of  a  train  passing 
over  the  bridge  is  higher  than  the  tops  of  the  main  girders,  the 
total  wind  pressure  upon  such  bridge  or  viaduct  should  be 
ascertained  by  applying  the  full  pressure  of  56  lb.  per  square  foot 
to  the  entire  vertical  surface  from  the  bottom  of  the  main  girders 
to  the  top  of  the  train  passing  over  the  bridge. 

*  (3)  That  where  the  bridge  or  viaduct  is  of  the  lattice  form  or 

*  This  is  the  common  pitch  for  roof  trusses,  height  =  -^— 
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of  open  construction,  the  wind  pressure  upon  the  outer  or  wind- 
ward girder  should  be  ascertained  by  applying  the  full  pressure  of 
56  lb.  per  square  foot,  as  if  the  girder  were  a  close  girder,  from 
the  level  of  the  rails  to  the  top  of  a  train  passing  over  such  bridge 
or  viaduct,  and  by  applying  in  addition  the  full  pressure  of  56  lb. 
per  square  foot  to  the  ascertained  vertical  area  of  surface  of  the 
ironwork  of  the  same  girder  situated  below  the  level  of  the  rails 
or  above,  the  top  of  a  train  passing  over  such  bridge  or  viaduct. 
The  wind  pressure  upon  the  inner  or  leeward  girder  or  girders 
should  be  ascertained  by  applying  a  pressure  per  square  foot  to 
the  ascertained  vertical  area  of  surface  of  the  ironwork  of  one 
girder  only  situated  below  th^  level  of  the  rails  or  above  the  top  of 
a  train  passing  over  the  said  bridge  or  viaduct,  according  to  the 
following  scale,  viz. : — 

*  {a)  If  the  surface  area  of  the  open  spaces  does  not  exceed 
two-thirds  of  the  whole  area  included  within  the  outline  of  the 
girder,  the  pressure  should  be  takeh  at  28  lb.  per  sq.  ft. 

'  (b)  If  the  surface  area  of  the  open  spaces  lies  between  two-thirds 
and  three-fourths  of  the  whole  area  included  within  the  outline  of 
the  girder,  the  pressure  should  be  taken  at  42  lb.  per  sq.  ft. 

*  (c)  If  the  surface  area  of  the  open  spaces  be  greater  than  three- 
fourths  of  the  whole  area  included  within  the  outline  of  the  girder, 
the  pressure  should  be  taken  at  the  full  pressure  of  56  lb.  per  sq.  ft. 

*  (4)  That  the  pressure  upon  arches  and  the  piers  of  bridges 
and  viaducts  should  be  ascertained  as  nearly  as  possible  in  con- 
formity with  the  rules  above  stated. 

*  (5)  That  in  order  to  ensure  a  proper  margin  of  safety  for 
bridges  and  viaducts  in  respect  of  the  strains  caused  by  wind 
pressure,  they  should  be  made  of  sufficient  strength  to  withstand 
a  strain  of  four  times  the  amount  due  to  the  pressure  calculated 
by  the  foregoing  rules.  And  that,  for  cases  where  the  tendency 
of  the  wind  to  overturn  structures  is  counteracted  by  gravity 
alone,  a  factor  of  safety  of  two  will  be  sufficient.' 


The  above  notes  on  wind  pressure  should  give  sufficient  infor- 
mation to  enable  the  reader  to  see  what  pressure  per  square  foot 
to  adopt  for  the  pressure  of  wind  in  design.  We  will  deal  with 
the  manner  in  which  the  stresses  due  to  wind  pressure  are  calcu- 
lated in  later  portions  of  this  book,  and  in  particular  the  stresses 
in  roof  trusses  due  to  wind  will  be  dealt  with  at  considerable 
length  in  the  chapter  on  Framed  Structures. 


CHAPTER   III. 


FORCES,   AREAS,   AND   MOMENTS. 

Graphical  Consideration  of  Resultant  of  Force 
System. — Forces  are  rotor  quantities,  ;>-,  they  can  be  repre- 
sented in  magnitude,  direction,  and  position  by  straight 
lines,  and  so  the  magnitude  and  direction,  but  not  necessarily  the 
position,  of  a  number  of  forces  is  given  by  the  law  of  vector 
addition,  viz. : — The  resultant  or  sum  of  a  number  of  vector 
quantities  (/>.,  those  having  magnitude  and  direction  but   not 
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Fig*  15. —  Vector  Polygon  Construction. 

position)  is  obtained  by  placing  them  end  to  end,  preserving 
their  directions  and  a  continuous  sense  of  their  arrow-heads.  The 
final  step  from  the  beginning  of  the  first  vector  to  the  end  of  the 
last  is  termed  the  vector  sum. 

In  dealing  with  vector  quantities  we  shall  find  it  very  con- 
venient to  use  Bow's  notation,  />.,  to  number  or  letter  the 
spaces  between  the  vectors,  denoting  any  particular  vector  by  the 
spaces  between  which  they  lie.  Suppose  for  example  o,  i ;  i,  2  ; 
2,  3;  3,  4  (Fig.  15)  represent  a  number  of  forces  in  one  plane. 
To  some  convenient  scale,  draw  o,  i  on  a  vector  figure  to  repre- 
sent the  force  o,  i  in  magnitude  and  direction ;  then  from  c  draw 
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I,  2  to  represent  the  force  i,  2  in  magnitude  and  direction,  and  so 
on  until  the  last  force  4,  5  is  reached  Then  the  line  joining  the 
first  point  in  the  vector  figure  to  the  last  point,  /.^.,  o,  5,  will  give 
the  magnitude  and  direction  of  the  resultant  of  the  forces,  and 
the  line  o,  5  is  called  the  closing  line  of  the  vector  polygon. 
Now  if  the  given  forces  are  in  equilibrium  they  can  of  course 
have  no  resultant,  and  so  the  first  and  last  points  of  the  vector 
polygon  of  a  number  of  forces  in  equilibrium  must  coincide. 

In  dealing  with  problems  in  which  we  wish  to  find  the  re- 
sultant of  a  number  of  forces,  we  usually  require  to  know  the 
position  as  well  as  the  magnitude  and  direction  of  the  resultant; 


Ll^  Tbiygon 


l/BcTor   FSygon 
Pig    IQ.^Link  and  Vector  Polygon  Construction. 

and  unless  all  the  forces  pass  through  the  same  point,  in  which 
case  the  resultant  will  also  pass  through  that  point,  some  separate 
construction  must  be  used.  Such  construction  is  known  as  the 
link  and  vector  polygon  construction,  and  is  as  follows : — 
Let  o,  I ;  I,  2  (Fig.  16),  and  so  on,  be  a  number  of  forces  not 
necessarily  parallel  nor  concurrent.  To  some  suitable  scale  set 
down  on  a  vector  figure  o,  1,  2,  and  so  on,  then  as  before  the 
closing  line  o,  5  gives  the  magnitude  and  direction  of  the  re- 
sultant Now  take  any  point  or  pole  p  at  any  convenient  position 
on  the  paper  and  join  p,  o  ;  p,  i ;  and  so  on.  Then  draw  any- 
where across  the  line  of  action  of  the  first  force  a  line  a,  /, 
parallel  to  p,  o  and  cutting  the  line  of  action  of  the  force  in  a; 
across  space  i  draw  a,  b  parallel  to  p,  i  ;  across  space  2  c,  d 
parallel  to  p,  3,  and  so  on  until  the  last  line  or  link  parallel  to  p,  5 
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is  reached.  Produce  this  last  link  to  meet  the  first  link  in/  then 
the  resultant  R  will  pass  through  the  point/,  and  the  figure  a,  b, 
c,  d,  ^,/is  called  the  link  polygon,  or  by  some  writers  iht  funicular 
polygon. 

Proof. — By  the  law  of  vector  addition,  the  force  o,  i  on  the 
vector  figure  is  equivalent  to  forces  o  p,  p  i  acting  in  fa  and  ab) 
the  force  i,  2  is  equivalent  to  forces  i  p,  p  2  acting  \v\  b  a  and  be, 
and  so  on,  the  last  force  4,  5  being  equivalent  to  forces  4  p,  p  5 
acting  \n  de  and  fe.  It  will  be  seen  that  with  the  exception 
of  the  forces  down/ez  and/^  all  these  forces  neutralise  each  other, 
and  so  the  resultant  of  the  whole  system  of  forces  is  the  same  as 
that  oifa  and/^,  and  therefore  acts  at  the  point  of  intersection/ 
of  these  forces. 

This  construction  will  fail  if  the  first  and  last  links  are  parallel, 
and  if  this  happens,  either  {a)  p  has  been  chosen  on  the  line  o,  5 
or  {b)  the  vector  polygon  closes  (o  and  5  coincide),  in  which  case 
the  forces  are  in  equilibrium  or  else  reduce  to  a  couple. 

We  shall  have  constant  application  of  this  link  and  vector 
polygon  when  we  come  later  to  consider  bending  moments  and 
stress  diagrams  for  wind  pressure,  &c.,  but  the  student  should 
make  himself  familiar  with  the  construction  at  this  stage  by  trying 
some  examples  on  the  drawing-board. 

Resultant  of  Forces  by  Trigonometrical  Resolu- 
tion.— If  a  force  F^  act  at  an  angle  ^1  to  any  reference  line  o  x, 

Y 


Fig.  17,  then  the  components  of  the  force  in  this  direction  and 
at  right  angles  to  it  are  given  by  : 

Xi   =    Fi  cos  ^1 
y^   =    Fi  sin  6^ 
Now  suppose  there  are  a  number  of  forces  Fj,  F,;,,  F^  and  .... 
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Fn  acting  at  angles  61,  6.3,  63  ....  (^n,  then  the  total  component  in 
the  direction  o  x  is  given  by — 

X    =    Fi  cos  01    +    F2  cos  02    4-    ...    .    Fn  cos  0n. 

This  is  written  for  convenience — 

X  =  S(Fcos0)    (i) 

1 

And  similarly  the  total  component  at  right  angles  to  o  y  is  given 
by- 

Y  =  Fi  sin  Oi  +  Fg  sin  ^g    +    ....  Fn  sin  0n 

i.e.,  Y  =  S(Fsin0)     (2) 


Fig,  17a. — Resolution  of  a  Force  in  Three  Directions. 

Then  if  the  magnitude  of  the  resultant  is  R  and  the  inclination  to 
the  direction  o  x  is  a,  we  have  from  equations  (i)  and  (2) — 


R  =  VX'^  +  Y'^ 

Y 

tana  =  - 

If  all  the  forces  are  not  concurrent,  then  as  before  some 
additional  means  must  be  used  to  obtain  the  position  of  this 
resultant;  in  this  case  this  is  effected  by  the  Principle  of 
Moments,  which  we  will  consider  later. 

Resolution  of  a  Force  in  Three  Directions,  not 
Concurrent. — A  force  F  can  be  resolved  in  three  directions, 
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A  B  c,  as  follows.  Produce  one  of  the  lines,  say  a,  to  meet  the  line 
of  action  of  the  force  at  a.  Fig.  1 70,  and  produce  the  other  two 
directions  to  meet  at  /^ ;  set  out  a  length  o,  r  to  represent  the 
force  F  and  draw  i,  2  :  o,  2  parallel  respectively  to  the  direction 
A  and  the  line  a.  b :  and  then  draw  a,  3  parallel  to  one  of  the 
other  directions,  Jiay  c,  and  2,  3  parallel  to  the  remaining  direction 
B,  and  I,  a :  2,  3  :  and  3,  o  then  give  the  resolved  portions  in  the 
three  required  directions. 

The    Determination   of   Axeas. —  {a)    \L\thematical 
Method. — If  F  {x)  represents  a  funcd©n  of  x  and  the  graph 


Fig,  18.— *9iim  Curvt  CoiiMniction, 


of  the  function  be  drawn,  then  the  area  between  graph  and  the 
axis  of  X  is  given  by  the  expression : 


-J'E(x)dx. 


In  practice,  in  the  determination  of  areas,  this  method  may 
become  practically  unworkable  if  the  equation  of  the  curve  cannot 
be  simply  expressed  or  if  the  integration  cannot  be  performed. 
As  these  conditions  often  occur  we  have  to  rely  on  the  plani- 
meter  or  on  the  following 

(//)  Graphical  Method.— If  a  curve  be  plotted  on  a  hori- 
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zontal  base  and  a  new  curve  be  drawn,  such  that  its  ordinate 
at  any  point  represents  the  area  of  the  given  curve  up  to  that 
point,  the  new  curve  is  called  the  Sum  curve  or  Integral 
curve  of  the  given  curve,  which  is  called  the  Primitive  curve. 

The  sum  curve  can  be  obtained  graphically  as  follows  :  Let 
A  c  D,  Fig.  18,  be  any  primitive  curve  on  a  straight  base  a  b. 
Divide  a  b  into  any  number  of  parts,  not  necessarily  equal  (but 
for  convenience  of  working  they  are  generally  taken  as  equal). 
These  so-called  base  elements  should  be  taken  so  small  that  the 
portion  of  the  curve  above  them  may  be  taken  as  a  straight  line. 
About  I  cm.  or  '4  in.  will  usually  be  a  suitable  size  and  in  most 
cases  a  smaller  element  1 1  will  come  at  the  end.  Find  the  mid- 
points, I,  2,  3,  &c.,  of  each  of  the  base  elements  and  let  the 
verticals  through  these  mid-points  meet  the  curve  in  la,  2a,  3^;, 
&c.  Now  project  the  points  on  to  a  vertical  line  a  e,  thus  ob- 
taining the  points  i^,  2^,  3^,  &c.,  and  join  such  points  to  a  pole  p 
on  A  B  produced  and  at  some  convenient  distance  p  from  a. 
Across  space  i  then  draw  a  </ parallel  to  p  \b\  de  across  space  2 
parallel  to  p  2^,  and  so  on,  until  the  point  n  is  reached.  Then 
the  curve  Ade  .  ,  ,  ,  n  is  the  sum  curve  of  the  given  curve,  and  to 
some  scale  b  n  represents  the  area  of  the  whole  curve. 

Proof. — Consider  one  of  the  elements,  say  4,  and  draw  fo 
horizontally. 

Now  Af,  g,  ois  similar  to  the  A  p,  4^,  a 

.  ^   ^   4^,  A 
"  fo  PA 

but  p  A  =  /  and  4^,  a  =  4,  4a 

fo   X    4,  4a         area  of  element  4  of  curve 

.  •.    or  o   =     =     

c,.    .,    ,        J.         area  of  element  3  of  curve  , 

Similarly     /^  = and  so  on. 

, *.  Ordinate  through  g  =  go  +  /^  ■\-  .  ,  .  . 

area  of  first  four  elements  of  curve 


The  curve  a  ^  ^  .  . .  .  >^  is  the  sum  curve  required. 


58 


The  Theory  and  Design  of  Structures, 


Then  if  b  «  be  measured  on  the  vertical  scale  and  /  be 
measured  on  the  horizontal  scale,  the  area  of  the  whole  curve  will 
be  equal  to  /  x  b  «. 

It  is  obviously  advisable  to  make  /  some  convenient  round 
number  of  units. 

The  sum  curve  obtained  by  this  method  may  have  the  same 
operation  performed  on  it,  and  thus  the  second  sum  curve  of  the 
primitive  curve  is  obtained,  and  so  on.  ^ 

If  the  operation  be  performed  on  a  rectangle,  the  sum  curve 
will  obviously  come  a  sloping  straight  line,  and  if  the  sum  curve 


Fig,  19. 


of  a  sloping  straight  line  be  drawn,  it  will  be  found  to  be  a 
parabola.  In  the  case  in  which  it  is  required  to  apply  this  con- 
struction to  a  curve  which  is  not  on  a  straight  base,  the  curve  is 
first  brought  to  a  straight  base  as  follows  : 

Suppose  \c  Bd,  Fig.  19,  is  a  closed  curve.  Draw  verticals 
through  A  B  to  meet  a  horizontal  base  a^  b^.  Divide  the  curve 
into  a  number  of  segments  by  vertical  lines  at  short  distances 
apart,  and  set  up  from  the  base  a  b  lengths  Aj,  ^j,  &c.,  equal  to 
the  vertical  portions  a,  b,  &c.,  on  the  curve.  Joining  up  the 
points  thus  obtained  we  get  the  corresponding  curve  a'  c^  b',  on 
a  straight  base. 

{c)  Simpson's  Rule. — Divide  the  base  into  an  even  number 
of  equal  parts  (each  equal  to  c)  and  measure  all  the  corre- 
sponding ordinates. 
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Then  area  of  curve  is  equal  to : 

J[         /  twice  sum  of     ,    four  times  sum  of  _         sum  of  first       1 
^        \even  ordinates  odd  ordinates  and  last  ordinatesj 

{d)  Parmontier's  Rule.  —  Divide  up  base  and  measure 
ordinates  as  above,  then  area  of  curve  is  equal  to : 

^        sum  of  odd  _  £// second    _       first     \  _  (     l^ist       _  preceding^ 
ordinates         5\^\ordinate       ordinate/        Vordinate         ordinate /J 

Moments. — First  Moments. 
j:force(/)    \ 
The  product  of  a  J  ^^^^ A)      \  by  its  distance  r  from  a  given 

I,  volume  (z/)J 

(force     \ 
^^^^     \  about  the 
volume  j 
given  point  or  axis,  or  commonly  simply  the  moment. 

In  the  case  of  a  force,  the  moment  measures  the  tendency  of 
the  force  to  turn  about  the  given  point  or  axis,  and  according 
as  such  turning  would  take  place  in  one  direction  or  the  other 
we  get  positive  and  negative  moments,  the  clockwise  direction 
being  usually  taken  as  positive  and  the  anti-clockwise  direction  as 
negative.  Now  if  a  rigid  body  is  ih  equilibrium  under  a  given 
system  of  forces,  it  can  have  no  tendency  to  turn  about  any  point 
or  axis,  and  so  we  get  the  following  fundamental  rule : — 

The  algebraic  sum  of  the  moments  of  a  system  of  forces  on  a 
rigid  body  in  equilibrium  about  any  point  or  axis  is  zero. 

The  following  elementary  numerical  examples  will  show  two 
applications  of  this  theorem  to  the  theory  of  structures  :  several 
further  examples  will  occur  in  the  course  of  the  book,  and  those 
new  to  the  subject  should  work  the  examples  given  at  the  end  of 
the  book. 

Example  i. — A  freely  supported  beam  of  20  ft.  span  carries  loads 
of\  ton,  J  ton,  I  ton,  and  2  tons  at  distances  apart  as  shown  in  Fig.  20. 
Determine  the  reactions  Ra  and  Rb  at  the  ends. 

Now  the  beam  is  in  equilibrium  under  the  loads  and  reactions,  and 
therefore  the  vector  sum  of  the  forces  is  zero.  In  the  case  of  parallel 
forces  the  vector  sum  is  equal  to  the  algebraic  sum. 

.-.  We  have  RA4-RB  =  i  +  i  +  iH-2  =  375  tons. 
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To  determine   Ra  take  moments  round  B,  thus  eliminating  the 
moment  of  Rb. 
We  then  have — 

Moment  of  Wj  =  17  x  J  =  8*50  ft.  tons. 

„  W2  =  13  X  i  =  325  „     „ 

„  W3  =  I   X  7  =  700  „     „ 

„  W4  =  4  X  2  =  %-QO  „     „ 

Total  moment  of  weights  =  2675  >»     " 
This  is  the  anti-clockwise  moment,  and  must  be  equal  to  the  clockwise 
moment  Ra  x  20. 

.'.  We  have  20  Ra  =  2675. 

267$  _ 
20 


Ra  = 


=  I  -337  tons. 

say     2134 

••  Rb  =  375  -  1*34 
=  2*41  tons. 

As  a  check  to  the  accuracy  of  the  calculations  Rb 
could  be  found  by  taking  moments  about  A. 


fton 


C 


ja 


^kttn 
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tlona 
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ii 


Fig.  20. 


Fig.  21. 


Example  2. — A  wall  18  ins.  thick  and  %feet  high  weighs  6  tons. 
Find  what  pressure.,  due  to  the  wind  acting  at  the  centre  of  the  wall., 
would  be  necessary  to  overturn  the  wall 

Taking  moments  round  the  point  B,  Fig.  21,  the  clockwise  moment 
■due  to  the  wind  is  equal  to  P  x  ^,  while  the  anti-clockwise  moment 
-due  to  the  weight  of  the  wall  is  W  x  ^.  When  the  wall  is  just  about 
to  overturn,  these  will  be  equal. 

.-.  p  X  rt^  =  W  X  .r 


4P  = 


P  = 


10  X  9 

12 
10  X  9 

12    X    4 


=  1*875  tons. 
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Graphical  Determination  of  the  First  Moment  of  a 
Number  of  Forces  about  a  Given  Point. — This  we  obtain  by 
means  of  the  link  and  vector  polygon  construction  (see  Fig.  i6). 

Suppose  the  moment  of  the  given  force  system  is  required 
about  the  point  q.  Through  Q  draw  a  line  parallel  to  the 
resultant  R  to  cut  the  first  and  last  links  produced  in  ^  x  ^ 
Then  if  the  point  p  is  at  perpendicular  or  polar  distance  /  from 
o,  5  on  the  vector  figure,  moment  of  force  system  about  q  is 
equal  to  ^i^  x  />  ^^  being  read  on  the  space  scale  and  /  on  the 
force  scale. 


sap   \ 

1 — n — ^^ 


Fig.  22. — First  Monuent  of  an  Area, 
Proof. — The  triangles/^  h,  p>  o,  5>  are  similar. 

"        q  p 

.-.    /  X  ^>^  =  o,  5   X  ^ 

but  o,  5   =  resultant  R  and  q  is  distance  of  R  from  q. 

•*•     o>5  X  ^  =  moment  of  force  system  about  ^. 

.*.    p  y^  K  h  =  moment  of  force  system  about  q. 

First  Moment  of  an  Area. — Let  a  small  element  of  area 
a  of  any  figure  be  situated  at  the  point  p,  Fig.  22,  and  let  x  x  be 
any  straight  line  or  axis.  Then  if  p  n  is  drawn  perpendicular  to 
X  X,  a  X  p  n  is  the  first  moment  of  the  element  of  area  about 
the  given  line.  Now,  if  the  whole  figure  is  divided  up  into 
elements  of  area  such  as  a,  and  the  moments  of  each  element  be 
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taken  about  x  x  and  the  whole  of  these  moments  be  added 
together,  the  res4ilting  sum  is  called  iht  first  moment  of  the  area. 

.-.  The  first  moment  of  the  whole  area  is  the  sum  of 
quantities  such  as  a  x  p  n.  This  is  expressed  symbolically  as 
follows : 

First  moment  of  whole  area  =  2  (a   x  p  n). 

Now  the  centroid  or  the  first  moment  centre  of  an  area  is 
defined  as  the  point  at  which  the  whole  area  can  be  considered 
concentrated,  in  order  that  its  moment  about  any  given  line  will 
be  equal  to  the  first  moment  of  the  area  about  the  same  line. 


Thus  if  c  is  the  centroid  of  the  area,  and  c  j  is  drawn 
perpendicular  to  x  x,  and  the  area  of  the  whole  figure  is  A, 
we  have  : 

A  X  c  J  =  i:  (a  .  p  n) 


••  c  J  = 


i:  a  .  I'  N 
A 


This  will  not  determine  the  exact  position  of  c,  but  only  its 
distance  from  the  given  line  x  x.  If  the  exact  position  of  the 
centroid  is  required  we  must  also  take  moments  about  some 
other  line,  not  parallel  to  x  x,  then  the  distance  fi'om  the  two 
lines  will  determine  its  position. 

In  connection  with  the  centroid  it  should  be  noted  that  the 
position  of  the  centroid  depends  solely  on  the  shape  of  the  figure, 
and  not  on  the  position  of  the  axes  about  which  moments  are 
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taken.  As  in  the  case  of  forces,  we  have  positive  and  negative 
moments  in  areas,  the  moment  being  positive  when  the  given 
element  of  area  is  above  or  to  the  right  of  the  given  axis,  and 
negative  when  it  is  below  or  to  the  left. 

First  Moment  about  Line  through  Centroid. —  Now 
consider  the  first  moment  of  an  area  about  a  line  c  c,  Fig.  23, 
through  the  centroid.  The  moments  of  elements  of  area  above 
the  line  such  as  that  at  p  will  be  positive,  and  the  moments  of 
elements  of  area  below  the  line  such  as  that  at  p^  will  be 
negative. 

Now  in  this  case  c  j  is  zero,  and  therefore  A  x  c  j  will  also 


Fig.  24. 

be  zero,  and  therefore  we  have  the  rule  that  the  first  moment  of 
any  area  about  a  line  through  its  centroid  is  zero. 

Position  of  Centroid  with  Axes  of  Symmetry. — Suppose 
an  area  has  an  axis  of  symmetry  y  y,  Fig.  24.  Then  this  line 
divides  the  area  into  two  exactly  similar  halves  so  that  corre- 
sponding to  each  element  of  area  at  p  having  a  positive  moment 
about  y  V  we  have  an  equal  element  at  p^  having  an  equal 
negative  moment  about  y  y  so  that  the  total  moment  of  the  area 
about  Y  Y  is  zero,  or  y  y  passes  through  the  centroid. 

If  the  figure  has  another  axis  of  symmetry  x  x,  the  centroid 
also  lies  on  this  line,  or  we  have  the  rule  that  the  centroid  of  a 
figure  is  at  the  intersection  of  two  axes  of  symmetry. 

For  the  determination  of  the  position  of  the  centroid  for 
various  cases,  see  page  81. 
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It  should  be  noted  that  the  centroid  of  an  area  is  the  same  as 
the  centre  of  gravity  of  a  template  of  the  same  shape  as  the  area. 
Second   Moments   or   Moments    of   Inertia.  —  The 

rforce(/)    \ 

product  of  a  j  ^^^^^u)      [  ^^  ^^^  square  of  its  distance  r  from  a 


1  area  {a)       \ 
[ volume  {v)) 


volume  {v)]  iioxc^    \ 

given  point  or  axis  is  called  the  second  moment  of  the  i  ^j.^^     \ 
about  the  given  line  or  axis.  ivolumej 
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-Figr.  25. — Second  Movient  or  Moment  of  Inertia 
of  an  Area. 

Now,  in  considering  rotating  bodies  the  second  moment  of 
the  mass  has  to  be  considered,  and  this  quantity  has  been  given 
the  name  of  the  moment  of  inertia.  In  the  application  of  the 
second  moment  to  structural  work  we  shall  have  nothing  to  do 
with  inertia,  but  the  term  moment  of  inertia  has  been  generally 
adopted,  and  so  we  shall  use  it ;  but  we  must  remember  that  it  is 
really  a  borrowed  term  and  quite  an  unsuitable  one. 

Application  to  Areas. — If  an  element  of  area  a  is  situated 
at  the  point  p,  Fig.  25,  and  p  n   is  drawn  perpendicular' to  a  line 
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X  X,  then  the  second  moment  of  this  element  of  area  about  the 
line  X  X  is  equal  to  a  x  p  n^.  If,  as  in  the  case  of  the  first 
moment,  we  divide  the  whole  area  up  into  elements  and  take  the 
second  moment  of  each,  we  see  that  the  second  moment  of  the 
whole  area  about  x  x  is  the  sum  of  the  second  moments  of  the 
elements.  The  letter  I  is  always  used  to  devote  the  second 
moment,  the  line  x  x,  about  which  the  moments  are  taken,  being 
indicated  by  writing  it  Ixx  • 

Thus  we  see  Ixx  =  2  (a  x  p  n^). 

In  the  same  way,  considering  the  line  y  y,  we  have  : 

Iyy  =  S  (a  X   p  m2). 

Now  suppose  K  is  such  a  point  that  the  whole  area  can  be 
considered  concentrated  there  so  as  to  give  the  same  second, 
moments  about  x  x  and  Y  Y  as  the  second  moment  of  the  area 
•  about  these  lines. 

Then  A   x   k  q2  =  Ixx 
and  A  x  k  r^  =  Iyy. 

Then  the  point  K  by  analogy  might  be  called  the 
secondroid  of  the  area  with  regard  to  the  axes  x  k  and  y  y. 
The  point  of  importance  with  regard  to  the  secondroid  is  that 
its  position  depends  on  the  position  of  the  lines  about  which 
the  moments  are  taken,  whereas  the  position  of  the  centroid 
does  not. 

Now,  the  distances  of  the  secondroid  from  the  lines  x  x  and 
Y  Y  are  called  the  second  moment  radii  or  radii  of  gyration  about 
the  given  lines,  and  are  written  k^  and  ky  respectively. 

.'.  We  have — 

A  K^  =   Ixx  =   2  (a    X    P  n2) 

or  ^x  =    V  ""X" 

A  V  =  I'iY  =  S  (a    X    P  m2) 


or    ky 


=  ^/^ 


Now,  in  practice  it  is  nearly  always  the  second  moment  about 

F 
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a  line  through  the  centroid  that  is  required,  and  this  is  obtained 
as  follows  : 

Given  the  Second  Moment  or  Moment  of  Inertia  of  an 
Area  about  a  given  Line,  to  find  it  about  a  Parallel  Line 

THROUGH  THE  CeNTROID. 

Suppose  we  know  I^x- 

Now,  Ixx  =  2  (a  X  p  N*-) 

=  2  [a   X   (P  S  +  S  N)2]  =  S  [a   X   (p  S  4-  ^x)"] 

=   :S  [a  .  (P  S2  4-   2  P  S  .  //x   +  d^)] 

=  2  (a  .  P  s2)   +  S  (a  .  2  P  S  .  //x)   4-  S  (a  .  d^^) 

Of  the  terms  on  the  right  hand  side 

S  (a  X  p  s)*-  =  lex  (which  is  required). 

2  (a  .  2  P  S  .  //x)  =  2  ^x  2  a  .  P  S 

=  2  ^x  (first  moment  of  area  about  line  Cx  Cx 

through  centroid) 
=  2  ^x  X  o 
=  o 
2(a.^x-)    =^x-2« 

=  dx'  (area  of  whole  figure) 
=  ^x-.A. 
.-.  We  have  Ixx  =  lex  +  A  ^x" 
or  lex  =  Ixx  -  A  ^x- 
Similarly  Icy  =  Iyy  -  A  dy-. 

*  The  Momental  Ellipse  or  Ellipse  of  Inertia. — The 

principal  axes  of  a  section  are  defined  as  two  axes  at  right  angles 
through  the  centroid,  such  that  the'  sum  of  quantities  such  as 
a  X  p  M,  p  N,  or  the  product  moment  as  it  is.  called,  is  equal 
to  zero. 

In  the  case  of  sections  with  an  axis  of  symmetry,  such  axis 
determines  one  of  the  principal  axes. 

Let  X  X  and  y  y,  Fig.  26,  be  the  principal  axes  of  a  section 
and  let  k^  and  k^  be  the  radii  of  gyration  about  the  two  axes. 
With  o  as  centre  draw  an  ellipse,  o  x  being  equal  to  ky  and  o  y 
being  equal  to  ky^.  Then  this  ellipse  is  called  the  momental  ellipse 
or  ellipse  of  inertia. 


Momenial  Ellipse  or  Ellipse  of  Inertia, 
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To  obtain  the  radius  of  gyration  kj_  about  a  line  z  z  passing 
through  o  at  an  angle  6  to  x  x,  draw  z  z  2i  tangent  to  the  ellipse 
parallel  to  z  z,  and  draw  o  q  perpendicular  to  it. 


Then  o  Q  =  k^ 


for 


Izz  =  S  a .  P  r2 

=  S  a  (P  S  -  S  r)2 

=  S  a  (P  S  -  N  t)'-^ 

=  2  a  (j^  COS  Q  -  X  sm  6)^ 

=  S  a  .  jc2  sin2  d  +  S  a  j2  ^os^  0-22  xy  sin  8  cos  6 

=  sin2  d  S  a .  ^-2  4-  cos'^  6  2  a^  _  2  sin  0  cos  0  2  jcj 


/K 

\ 

**  ^\ 

r 

J^\ 

X 

1 

^       / 
1      / 

Fig.  26. — Momentcd  Ellipse  or  Ellipse  of  Inertia. 

Now,  2  xy  is  the  product  moment,  and  as  x  x  and  y  y  are 
the  principal  axes,  this  is  zero. 

.-.  Izz  =  sin2  0  2  (a .  x2)  +  cos^  0  2  (ay^) 
=  Ixx  sin2  0  +  Iyy  cos2  0 
.-.  A  .^,2  ^  A  k^^  sin2  0  +  A  V  cos2  0 
^z^  =  ^x^  sin2  Q  4.  ky^  cos2  0 
and    therefore   from  the  properties  of  the  ellipse  o  q  is  equal 

to    ^z' 
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Consider  for  example  the  parabola j/^  =  4ajc,  and  take  the 
area  between  the  curve  and  the  axis  of  x. 


.rCxr) 


\ 


N 


\ 


Fig.  28. 
Area  of  curve  =    j ydx  =  j  2  a\  x^  dx 

B 

=  2aJ  x^dx  =  V2ah.   I  xf\ 


=  ^  ai  Bi 


Now  2  a*  B*  =  H 


.*.  Area  of  curve  =  -  bh,  Fig.  29. 
3 


\dx 


First  moment  about  oy=         I  xy  dx  =  I  2  a^  x^  t 

B  B 

=  2  a  I  x^  d  X    =      2  a*  .  -  atS 


4    1    . 
=  -  a*  B« 


B^  H 


^  B^  H  'I 

.  *.  distance  of  centroid  from  o  y  =  \^ =  -  b 

4bh         5 


Determination  of  Centroids,  71 

Second  moment  about  o  y  =         /  x^ydx  =  I  2  a^  x*  dx 

2  j  x^  d  X    =2ai.-Ar5[ 


=  2  a 


=  -  a*  bJ  =  -  B^  H 


B^H 


Fig.  29. 

If  the  second  movement  is  required  about  the  base  x  z,  we 
proceed  as  follows : 

loY  =  ^  b3  H. 

7 


=   -  H  B^ 


2  O  B^ 
-  .   BH  .  - — : 

3  25 


Ixx  =  Ice  +  A^i2 

=   -  H  B^ 

7  25 

=  hb3(^5^  -  126  +  56|  ^^ 
*^  525  i 


2        „        6         _        8         , 

=   -  H  B^ H  B^   H H  B^ 

7  25  75 


i6_ 

105 


80 
525 


HB3. 


7<2 
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A  list  of  values  of  second  moments,  &c.,  for  common  figures 
will  be  found  on  page  8i. 

It  often  happens  in  practice  that  the  mathematical  method  is 
unworkable,  in  which  case  the  following  graphical  methods  are 
necessary. 

(b)  Graphical. — (i)  Centroid, — Suppose  we  have  any  area 
p  R  Q  s,  Fig.  30,  and  any  two  parallel  lines  x  x  and  v  y,  at  distance 
h  apart. 

Draw  a  thin  strip  of  the  area  parallel  to  x  x  and  of  thickness  / 


Fig,  'SO,— Graphical  Determination  of  Centroid 
and  Moment  of  Inertia,  etc. 

and  let  its  centre  line  be  p  q.  From  one  of  the  ends  of  this 
centre  line,  say  Q,  draw  a  perpendicular  Q  m  to  Y  Y  and  from  the 
other  end  draw  p  n  perpendicular  to  x  x. 

Join  M  N  and  let  it  cut  p  g  in  g^  and  produce  M  Q  to  cut 
XX  in  L. 

Then  the  As  p  n  g^  m  n  l  are  similar. 

p  Qi   _  N  L  _  p  g 
*  '    p  N         ML  // 

P  (^)  .  P  N 

•••  ^'^■^     /r  - 
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Multiplying  through  by  /  we  have  : 

p  Q  X  /  X  p  N        area  of  strip  p  Q  x  p  n 

.-.  Area  ofportionPQi  Of  Strip  =  First  moment  of  strip  about  XX  ^^^ 

Now  divide  the  whole  area  up  into  strips  and  join  up  all  the 
points  corresponding  to  q^,  thus  obtaining  the  First  Moment 
Curve  R  Qi  s. 

Then  the  area  to  the  left-hand  side  of  the  first  moment  curve 
will  be  the  sum  of  the  areas  of  portions  of  strips  such  as  p  q^. 
Call  this  the  First  Moment  Area  (A^).     Then  we  have  : 

Sum  of  first  moments  of  strips  about  x  x 

^1  =  """         "I' 

First  moment  of  whole  area 


h 

.  \  First  moment  of  whole  area  =  K^h 

.,^  First  moment  about  X  X 

or  distance  of  centroid  from  x  x  = — : 

area  of  figure 

=  ^     (.) 

A  ^^ 

Draw  any  vertical  line  f  b  to  cut  x  x  in  f  and  y  y  in  b  and 

through  F  draw^ny  inclined  line,  on  which  set  out  Fa  equal  on 

some  scale  to  A,  and  f  a^  equal  to  A^.     Join  a  b  and  draw  a^  c 

parallel  to  it,  then  the  centroid  lies  on  a  line  through  c  parallel 

to  X  X  or  Y  Y. 

T7         c  F        F  a. 

For    —  =   — i 

F  B         \a 

CF   _  Aj 

"    J    ~  A* 

or    c  F  =     / 
A 

And  this  by  relation  (i)  above  gives  the  distance  of  the  centroid 
from  XX. 

(2)  Second  Moment, — If  the  second  mopent  is  required  about 
the  line  x  x  draw  q^  m^  perpendicular  to  y  y  and  join  m^  n,  cutting 
p  Q  in  Q2  and  let  m^  Qj  produced  cut  x  x  in  l^. 
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Then  the  As  p  n  q^,  m^  n  i^  are  similar. 

*  *   p  N  M^  Lj  h 


pg^  = 


PQ^    X    PN 


Multiply  through  by  /,  then  we  have 

PQ,   X  /  X   PN 

PQo  X  /  =   -^ — -^ 

T>  .       u  4.U  *.  « ^        ^       area  of  strip  p  q  x  p  n 

But  we  have  seen  that  p  q,  x  /  =  \ — -^ 

h 

•    po    X  /  =  area  of  strip  p  q  x  p  n" 
h" 

.  c  .  -  ^  .  second  moment  of  strip  P  Q  about  x  n  .  . 
.  .  Area  of  portion  P  <^  of  stnp  = jl->~^ '"(s) 

Now  repeat  this  construction  for  each  of  the  strips  and  join  up 
all  the  points  corresi)onding  to  q.^  thus  obtaining  the  second 
motnent  curve  r  q.^  s. 

Then  the  area  to  the  left-hand  side  of  the  second  moment 
-curve  will  be  the  sum  of  the  areas  of  portions  of  strips  such  as 
p  Q^.     Call  this  the  second  moment  area  (Ag).     Then  we  have : 

*     _  Sum  of  second  moments  of  strips  about  x  x 

.'.    Ixx  =  A,/z-'        (4) 

Some  care  is  recjuired  in  determining  which  area  to  read  as 
A,  or  A^  It  does  not  matter  whether  the  verticals  are  drawn 
downward  from  p  or  from  q,  but  when  the  moments  are  re- 
quired about  one  of  the  lines,  say  x  x,  read,  for  the  first 
moment  area,  the  area  on  that  side  of  the  first  moment  curve 
from  which  the  perpendiculars  are  drawn  to  x  x,  and  in 
drawing  the  second  moment  curve  draw  from  the  first  moment 
points,  such  as  g^,  perpendiculars  to  the  other  line  Y  v,  again 
reading  the  area  to  the  side  from  which  the  perpendiculars  were 
drawn  to  x  x. 
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Now,  on  the  line  Fa  set  out  Ya.^^  equal  to  Ag  on  the  same 
5cale  to  which  the  other  areas  were  drawn,  and  join  a^  b,  drawing 
<Z2  D  parallel  to  it. 

On  D  E  describe  a  semicircle,  and  draw  a  line  c  e  parallel  to 
it  to  meet  it  in  e. 

Then  c  e  will  be  equal  to  ^c>  the  radius  of  gyration  about  c  c. 

Proof. 

FD  e  ^2  Aj 

FB   ~   e  ^1   ~     Ai 


FD    = 


^  A2  ^        h^        __    ^xx    _^yr 
Aj  Axe  F       A.CF       CF 


Now 


FD    _     FE 
FE  FC 


.  *,    F  D  .  F  C    =     F  E^ 

Fe2 

.-.    FD    =    

CF 

.-.    FE  =  >^x 

Now     F  E*^    =     F  C^  +  C  E^ 

.-.     k^^    =     CE2  +  ^^2 

•  •    C  £  ^  ^jj       ~"     ^x 

But  we  have  already  shown  that 

^c       ~     ^x       ~     "x 

.-.    CE     =     kc. 

Numerical  Example. — Graphical  Determination  of  Radius  of 
Gyration  of  Rail  Section  about  Centroid. 

Fig.  31  shows  the  graphical  determination  of  the  radius  of  gyra- 
tion about  the  centroid  parallel  to  the  base  of  a  British  Standard  85  lb. 
flat  rail  section. 

Since  the  section  is  symmetrical  about  a  vertical  centre  line,  the 
first  and  second  moment  curves  need  be  drawn  only  for  half  the 
section,  this  simplifying  the  construction  considerably.  The  lines  X  X 
and  V  Y  are  taken  as  the  horizontal  lines,  touching  the  section  at  top 
and  bottom. 
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The  areas  A,  Aj,  Aj  are  next  found  by  planimeter  or  by  sum-cune 
construction.  (To  avoid  complication  of  figures,  the  sum  curves  for  the 
first  and  second  moment  cur\es  are  omitted.)  The  first  and  second 
moment  areas  are  to  the  left  of  the  cur\'es. 

WTien  multiplied  by  two,  because  only  half  the  section  was  con- 
sidered, we  get : —  . 

A  =  8*36  sq.  in.         Ai  =  4*02  sq.  in.         Aj  =  3*05  sq.  in. 

To  the  side  of  the  figure  a  vertical  F  B  is  drawn  between  the  X  X 
and  Y  Y  lines,  and  the  points  a^  a^^  rtg  obtained  as  shown. 


^ --  5^' ^ 

Fig,  31. — lUiil  Sectiofi, 


Then  by  joining  a  B  and  drawing  Ui  c  parallel,  we  get  the  point  C^ 
C  F  giving  the  distance  of  the  centroid  from  X  X  ;  and  by  joining  a^  B 
and  drawing  ^?2  ^  parallel,  we  get  the  point  D. 

On  D  F  a  semi-circle  is  drawn,  and  c  E  is  drawn  horizontal  to 
meet  the  semi-circle  in  E. 

Then  CE  =  A\  which  on  measuring  will  be  found  to  be  I'Qi  in. 

This  construction  should  be  gone  through  as  an  exercise. 


Detetfnination  of  Radii  of  Gyration, 
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Application  of  above  Method  to  Case  of  Rectangle. — 
Let  A  B  c  D,  Fig.  32,  be  a  rectangle  of  base  b  and  height  ^,  and 
take  the  lines  x  x  and  y  y  through  c  d  and  b  a  respectively.  Then 
the  first  moment  curve  will  be  the  diagonal  bed,  while  the  second 
moment  curve  will  come  a  parabola  b  f  d,  so  that :  — 

Ai    -  — 

A,   =   *-^ 
3 

<  h^   = 


I_      U  A 


bjl 

3 


3 


d.   = 


A  x/^ 


bhxh 
bh 

2 


Ice  —   Ixx    ~   Affx" 

^bj^  _  bh,h^  -^  bj^ 
3  4  12 


X~D  c    X 

Fig,  32,— Moment  of  TnertUi  of  Rectangle. 

Alternative  Graphical  Construction — Mohr's  Method. 
— The  following  graphical  method  for  obtaining  the  second 
moment  about  the  centroid  is  in  some  cases  more  convenient  in 
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use  than  the  one  previously  given,.  Divide  the  area,  Fig.  33,  up 
into  a  number  of  small  strips,  not  necessarily  equal,  parallel  to  the 
direction  about  which  moments  are  taken,  and  draw  the  centre 
line  of  each  of  said  strips.  Then  if  the  strips  are  sufficiently  small 
(we  have  only  taken  a  few  strips  in  the  figure  to  avoid  complica- 
tion) the  lengths  of  these  centre  lines  represent  the  areas  of  the 
separate  strips.  Now,  on  a  vector  line,  to  some  scale,  set  out 
o,  I,  1, 2, . .  .6, 7  to  represent  the  area  of  each  strip,  and  take  a  pole  p 


Fig,  33. — Mohr'a  CoiiatiriLction  for  Moment  of  Inertia. 

at  distance  =  J  total  area  o,  7  from  this  vector  line.  Then  any- 
where across  space  o  draw  and  produce  a  line  ah  parallel  to  o,p; 
across  space  i  draw  a  b  parallel  to  p  i  ;  across  space  2^  be  parallel 
to  p  2,  and  so  on  until  the  point  ^  is  reached.  Then  draw  the 
last  link  gh  parallel  to  the  last  line  p  7  to  meet  ^  ^  in  ^. 

Then  the  line  c  c  through  the  centroid  passes  through  h,  and 
if  a  is  the  area  of  the  shaded  area,  and  A  is  the  area  of  the  figure, 
Ice  of  figure  =  A  X  a. 

Proof. — Consider  one  of  the  elemental  areas,  say  o,  i,  and 


Second  Moment  of  Heterogeneous  Sections,  79. 

produce  ab  lo  meet  the  horizontal  through  //  in  b^.  Then,  by  the 
law  of  the  link  and  vector  polygon  construction,  treating  the  areas 
of  the  elements  as  forces  (proved  on  page  61). 

b'h  =  moment  of  first  force  about  c  c  x 


=  o,  I   X  :i:  X 


polar  distance 

I 


\  total  area 


=  o,  I    y.  X  %  -r 

Area  oi  \  a  b'  h  =  ^  b^  h  x  x 
o,  I    X  :r2  X    2 


A 

_  second  moment  of  element  about  c  c 

A 

.  ,     ,    ,  ^                     second  moment  of  figure  about  cc 
.*.  Area  of  shaded  figure  =  a  = ^ 

i.e.,  A  a  =  second  moment  of  figure  about  c  c. 

The  proof  that  h  determines  the  centroid  will  be  found  on 
page  54,  where  it  is  proved  the  meet  of  the  first  and  last  links 
determines  the  resultant,  and  in  this  case  the  centroid  is  where  the 
resultant  of  the  separate  areas  considered  as  forces  act. 

*  Equivalent  Centroid  and  Second  Moment  of 
Heterogeneous  Sections.— Suppose  that  the  cross-section  of 
a  beam  is  composed  of  two  materials  for  which  Young's  modulus 
is  not  the  same,  and  let  Young's  modulus  for  one  material  B  be 
e  times  Young's  modulus  for  the  second  material  C.  Then  in 
the  case  of  direct  stress  we  have  seen  that  the  material  B  behaves 
as  if  it  were  replaced  by  e  times  its  area  of  the  material  C.  In 
the  case  of  a  beam  the  same  relation  holds,  so  that  we  may 
replace  the  material  B  by  an  area  e  times  as  wide,  the  width 
being  taken  parallel  to  the  line  about  which  moments  are  taken. 

Then  if  A^  is  the  area  of  material  B,  and  A  that  of  material 
C,  the  equivalent  area  of  homogeneous  material  C  is  given  by 
Ag  =  Aj  +  ^A 

To  obtain  the  distance  d  of  the  equivalent  centroid  from  a 
line  X  X,  take  first  moments  of  the  separate  areas  about  x  x  and 
let  them  be  M  and  M^  respectively. 
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Then  equivalent  first  moment  of  the  second  material  is  : 

_  M ,  +  (?M 

To  obtain  the  equivalent  second  moment  about  a  line  x  x,  take 
the  separate  second  moments  about  x  x  and  let  them  be  I  and  \ 
respectively,  then  the  equivalent  second  moment  of  the  second 
material  is  given  by  L,  =  I^  +  ^  I 

We  shall  give  numerical  examples  and  further  explanation  of 
this  when  dealing  with  flitched  beams  and  reinforced  beams. 


Fig.  34. 

The  above  reasoning  may  be  shown  graphically  as  follows  : 

Let  A  B  c  D  (Fig.  34)  represent  any  area  which  has  embedded 
in  it  two  bars  x  and  v  of  different  material.  For  considering  the 
moments  about  any  line  such  as  d  b  shown  dotted,  make  a  strip 
E  F  of  the  same  depth  as  x,  and  of  area  equal  to  (^  -  i)  area  of  x 
and  also  a  strip  o  h  of  area  equal  to  (^  -  i)  area  of  y. 

Then  the  equivalent  first  and  second  moments  of  the 
heterogeneous  section  about  the  given  line  will  be  the  same  as 
a  homogeneous  section  of  form  aefbghcd. 

We  take  ef  =  {e  -  1)  area  of  x  because  the  bar  already 
occupies  an  area  equal  to  its  area,  so  that  equivalent  area  of 
second  material  =  [{e  -  i)  +   i]  area  of  x  =  ^  x  area  of  x. 
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For  the  properties  of  British  Standard  Steel  Sections,  see 
Appendix. 

Calculation  of  Moment  of  Inertia  and  Radii  of 
Gyration  of  Sections  used  in  Constructional  Work. — 

The  moments  of  inertia  of  sections  composed  of  sections  of 
known  moment  of  inertia  are  found  by  adding  up  the  moments 
of  the  separate  parts,  or  subtracting  when  the  area  consists  of 
the  difference  of  known  areas. 

The  following  examples  should  make  the  method  of  calcula- 
tion clear  for  any  such  case.     See  Figs.  36  and  37. 

(i)  Box  or  I  Section. — These  are  geometrically  equi- 
valent as  far  as  the  line  c  c  is  concerned,  because  if  the  box 
section  be  cut  in  half  vertically  and  the  two  halves  be  turned  back 
to  back,  we  get  the  I  section. 

Then  loo  = — 

(2)  Hollow  Circular  Section. 

Ice  =  ^  (I^'  -  1^1') 
When  the  thickness  of  metal  is  small  and  equal  to  /,  this 

approximates  to  Ice  =  

(3)  Channel  Section  (neglecting  inclination  of  sides  and 
rounded  comers). — Consider  the  section  shown  in  Fig.  36  (3). 

Area  =  A  =  3-5  x  -475  +  5*05  ^  '375  +  3*5  x  475  =  5*219  sq.  in. 
To  obtain  distance  //x  of  centroid  from  x  x  take  first  moments 
about  X  X.     Then 

A  X  ^,  =  3-5  X  -475  X  '^  +  ^^^^^  -'"^  +  ''  "^^^ 
=  2'9io  +  '363  +  2*910  =  6183 

6183 

•••  ^-  =  5-219=  '*'^5m. 


Second  moment  about  x  x  =  I 


XX 


^  •475_i<_  3:5'  +_5:°5  x_*J75^  ^  *4_75  x  J*5^ 

3  3  3 

=  6*775  +  *o^9  +  6*775  =  13*639  in.  units. 
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-*.     Ice   ~    IxX  ~~   ^^x 

=  i3'639  -  (5'2i9  X  1*185^) 

=  13*639  ""  7*323  =  6*316  in.  units. 

.'.  ^cc  ===  V  —  ^  I  010  in. 
A. 

(4)  Cast  Iron  Beam  Section. 

Area  =  A  =  2  x  i^  +  7  x  i  +  6  x  ij  =  19  sq.  in. 

Moments  round  base 

A//x  =  3  X  9-25  +  7  X  5  +  9  X  "75 

=  2775  +  35  +  675  =  69-5  in.  units. 
69*5 . 
.-.  //x  =  ^7~=  3*658  ins. 

_  6  X  3*658^       I  X  2'i58»      1  X  6*342^       I  X  4892^ 

•■•  ^''~  3   .       "  3  "^     '~3  3 

=  219-95  ^^  ^^*^s 

(5)  Built-up  Mild  Steel  Column  Section.— Composed 
of  two  10  X  3^  X  28'2i  channels  and  four  12  in.  x  ^  in.  plates. 
Required  to  find  k^,  and  ky.  From  the  Table  of  Standard  Sections 
we  obtain  the  following  information  concerning  the  Channel 
Sections  : — 

Area  of  each  8*296  sq.  ins. 
1  about  centroid  parallel  to  x  x  =  117*9  in.  units 
I         »  »  »         Y  Y  =  8194   „       „ 

Distance  of  centroid  from  web  =  '933  in. 

.*.  Total  area  of  section  =  (4  X  12  x  |)4-(2  x  8*296)  =  40.592  sq.  in. 

Moment  of  Inertia  about  X  X. 

2  channels,  117*9  each  =  235-8 

2  pairs  of  1 2  X  ^  in.  plates  about  centroid  = =     1 2  •© 

A  X  d^  for  two  pairs  of  plates  =  2  x  12  x  5'5'-^  =  726 'i 


Total  =  973*9  in.  units 

/  973*9 

.*.  ^x  =  V     =  4*90  ins. 

^  40-592       ^^ 
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Moment  of  Inertia  about  Y  Y. 

4  plates  12  X  J  about  centroid  =   '= —  =  288*0 

12 

2  channels  about  centroid  =  2   x  8*194  =     16*4 

A  X  d'  for  each  channel  =  2  x  8  296  x  3*183-  =  168*5 

Total     ...         ...         ...  =  472*9 


*.  k. 


/472-9 
=  -  ^  =3*41  ins. 


\    40*592 

(6)  Built  -  up  Beam  Section  —  composed  of  two 
14  in.  X  6  in.  X  46  lb.  I  beams  and  four  14  in.  x  g  in.  plates, 
Fig.  37-     Required  Ixx. 


2  rUcs 
Fig,  37. 

From  the  Standard  Section  Tables  we  obtain  the  following 
information  concerning  the  Z  beams :  — 

Area  of  each  =  13*53 

Ixx     „     ,,  =  440*5 

Mean  thickness  of  each  flange  =  "698  in. 

'  Ixx  OF  WHOLE  Section  (not  allowing  for  Rivets). 
Ixx  of  two  I  beams  =  2  x  440*5  =881 


2  X  14 


(i)  = 


•57 


I  of  two  pairs  of  plates  about  centroid  =  ^  ^g 

Ad'^  for  two  pairs  of  plates  =  4  x   14  x  -|  x  7 •625-     =  2035 

Total       ...         =  2916-57 
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Allowance  for  Rivets  (neglect  I  of  each  rivet-hole  about 

its  centroid). 

5  7 

Area  of  each  hole  =  (2  x    ^  +   698)  7:  =  1704 

dist.  of  centroid  from  XX  =  7  9 7  4 

.-.   Ixx  =  4  X  1-704  X  7  9742  _  ^^y^ 
.-.  Nett  Ixx  =  2916*6  -  4434  =  24732 

(7)  Built-up  Sections — Approximate  Method. —  The 

moment  of  inertia  of  built-up  sections  can  be  found  approximately 
by  adding  the  moment  of  inertia  of  the  Z  beams  or  channels  to 
A  ^/^  for  the  plates,  d  being  taken  as  the  distance  from  the  centre 


Fig,  38. — Centroid  of  Trapeziiivu 

of  one  set  of  plates  to  x  x  and  the  nett  area  of  the  plates  being 
taken  for  A. 

Taking  the  section  of  the  previous  example,  we  then  get  Ixx 
as  follows  : 

Ixx  of  two  I  beams  =  2  x  440*5  =    881 

A  d-  for  plates  =  4  x  — /'14  -  2  x  |)  x  7-52  =  1378 
2  \  0' 

Total  approximate  Ixx  =  2259  in.  units 

Construction    for    Centroid    of    Trapezium.  —  The 

following  graphical  construction  for  obtaining' the  centroid  ot  a 
trapezium  will  be  found  useful  in  dealing  with  masonry  structures. 
Let  A  D  c  G  be  a  trapezium,  Fig.  38.     Bisect  the  parallel 
sides  A  G  and  c  d  in  e  and  f  and  join  e  f. 
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Produce  a  b  to  j  making  g  j  equal  to  the  length  ^  of  d  c  and 
produce  c  d  to  h  making  d  h  equal  to  the  length  a  of  h  b. 

Join  H  J  and  let  it  cut  e  f  in  b. 

Then  b  is  the  required  centroid  of  the  trapezium. 

Construction  for  Centroid  of  any  Quadrilateral.— 
Let  E  be  the  point  of  intersection  of  the  diagonals  a  c  and  b  d  of 
any  quadrilateral,  Fig.  39,  from  d  set  off  c  e'  equal  to  a  e  and 
join  D  e'  and  b  e'.  Then  the  centroid  of  the  quadrilateral  will 
be  the  same  as  that  of  the  triangle  b  e'  d. 

.*.  Bisect  B  e'  and  e'  d  in  k  h  and  join  a  k  and  c  h,  then 
their  point  g  of  intersection  gives  the  required  centroid. 


Fig,  39,— Centroid  of  QiiadHlateraL 


CHAPTER  IV. 
RIVETRD  JOINTS  AND  CONNECTIONS. 

Forms  of  Rivet  Heads. — The  most  common  forms  of 
rivet  heads  and  their  usual  proportions  are  shown  in  Figs.  40,  41. 

For  structural  work  the  snap-headed  rivets  are  most  usual, 
but  countersunk  rivets  are  used  where  necessary  to  prevent  pro- 


CUP  OR  SNAP  HEAD. 


CONICAL  HEAD. 


COUNTERSUNK  HEAD. 


Figs,  40,  41.—Forvis  of  Rivet  Heads, 


jections  from  the  surface  of  the  plate.     Snap-heads  take  a  length 
of  rivet  equal  to  about  ij  times  the  diameter 

It  is  usual  in  practice  to  adopt  a  diameter  of  rivet  when  cold 
equal  to  one-sixteenth  of  an  inch  less  than  the  diameter  of  the 


90  The   Theory  and  Design  oj  Structures, 

hole,  but  in  all  calculations  the  diameter  of  the  rivet  is  taken  as 
being  equal  to  that  of  the  hole. 

Diameter  of  Rivets.— According  to  Unwin's  formula,  the 
diameter  of  the  rivet  is  i  '2  ^/~ where  /  is  the  thickness  of  the  thin- 
nest plate,  but  for  structural  work  this  rule  is  very  seldom  adopted. 
In  practice  a  f"  or  y  rivet  is  adopted  wherever  possible,  and  it 
is  best  not  to  use  any  formula  to  obtain  the  diameter  in  terms 
of  the  thickness  of  the  plate.  Some  authorities  use  a  diameter  of 
I"  for  a  I"  plate,  I"  for  a  ^"  plate,  and  1"  for  a  ^"  plate.  It 
is  difficult  to  get  rivets  of  larger  diameter  than  i  in.  driven  by 
hand. 

Forms  of  Joints. — [a)  Lap  Joints  and  Butt  Joints. — 
In  the  lap  Joint  the  plates  overlap  as  shown  in  Fig.  42.  This  form 
of  joint  has  the  disadvantage  that  the  line  of  pull  is  such  as  to 
cause  bending  stresses,  tending  to  distort  the  joint  as  shown. 

In  the  butt  joint  the  edges  of  the  plate  come  flush,  and  cover 
plates  are  placed  on  each  side  as  shown,  the  thickness  of  the  cover 
plates  being  each  five-eighths  that  of  the  main  plates.  In  this 
form  of  joint  the  pull  is  central,  so  that  there  are  no  bending 
stresses. 

In  the  single  cover  joint,  which  is  a  cross  between  the  lap  joint 
and  the  butt  joint,  there  are  bending  stresses  developed,  tending 
to  distort  the  joint  as  shown. 

It  is  clear  from  the  above  that  the  butt  joint  should  be  adopted 
wherever  possible. 

{b)  Chain  Riveting  and  Zig-zag  or  Staggered  Riveting. 
— The  different  rows  of  rivets  in  a  joint  may  be  arranged  in  chain 
form  or  zig-zag  form,  as  shown  in  Figs.  43,  44.  As  we  shall  see 
later,  the  zig-zag  form  is  more  economical,  and  should  be  used 
whenever  possible. 

Methods  in  which  a  Riveted  Joint  may  Fail. — A 
riveted  joint  may  fail  in  any  of  the  following  ways  : — 

(i)  By  tearing  of  the  plate. 

(2)  By  shearing  of  the  rivets. 

(3)  By  crushing  of  the  rivets. 

(4)  By  bursting  through  the  edge  of  the  plate. 

(5)  By  shearing  of  the  plate. 

Fig.  45  shows  these  methods  of  failure. 


^^ 


-^^^ 


1^^^^^^ 
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LAP  JOINT. 
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BUTT  JOINT. 
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-^^^- 


SINGLE   COVER  JOINT. 


Fig,  '^2,^  Forms  of  Riveted  Joints. 
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{\)  and  (5)  are  allowed  for  by  the  following  rule:— The  mini- 
mum distance  between  the  centre  of  a  rivet  and  the  edge  of  the 
plate  \&  \\d^  where  d  is  the  diameter  of  the  rivet. 

If  chis  rule  is  adhered  to  the  jomt  will  always  fail  first  in  one 
of  the  ways  ( I),  (2),  (3). 

The  aim  in  designing  a  joint  should  be  to  moke  the  force 
necessary  to  cause  failure  in  the  various  wajrs  equaL 
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Fig.  X^,— Chain  Riveting, 


Fig,  XX.'-Zig-zcLg  Riveting. 


We  will  now  consider  the  various  ways  of  failure  in  detail^ 
taking  in  each  case  a  strip  of  plate  equal  to  the  pitch  of  the 
rivets. 

(i)  Tearing  of  the  Plate.— In  this  case  the  width  along 
which  fracture  will  occur  is  {p-d),  and  as  the  thickness  of  the 
plate  is  /,  the  area  of  fracture  =  (p-d)  t. 

Therefore,  if /t  is  the  safe  tensile  stress  in  the  material,  the  safe 
load  which  the  joint  can  carry  is  equal  to 

P  =/t(/-^)/  (i> 
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Fig.  45. 


94  The  Theory  and  Design  of  Structures. 

(2)  Shearing  of  the  Rivets. 

In  the  case  of  single  shear,  the  area  sheared  =  

4 

„  double    „  „  =  

4 

'J'herefore  if /s  is  the  safe  shear  stress  on  the  rivet,  the  safe 
forces  on  the  joint  as  regards  shear  are  respectively 


r     2TTd'^ 


(2) 


4 

(3)  Crushing  or  Bearing  of  Rivets. — In  this  case  the 
crushing  or  bearing  area  is  taken  as  the  diameter  of  rivet  multi- 
plied by  the  thickness  of  the  plate,  />.,  ^x  /.  Therefore,  if/,  is 
the  safe  bearing  stress  on  the  rivet,  the  safe  force  on  the  joint  as 
regards  bearing  is  equal  to 

P  -h^d.t    (3) 

The  values  of/t  and/s  may  be  taken  as  given  in  Chapter  II. 

Foryi,  10  tons  per  square  inch  may  be  taken  for  mild  steel, 
and  8  tons  per  square  inch  for  wrought  iron.  These  figures  are 
higher  than  for  ordinary  compression,  and  are  obtained  from  the 
results  of  experiments. 

For  structural  work  the  strength  of  the  joint  as  regards  bearing 
will  often  be  less  than  as  regards  shear,  because  the  plates  are 
often  thin  compared  with  the  diameter  of  the  rivet. 

Efficiency  of  Joint. — The  efficiency  of  a  joint  is  the  per- 
centage ratio  of  the  least  strength  of  a  joint  to  that  of  a  solid 
joint,  i.e. 

Efficiency  =  ,  =  Least  strengthofjoint 
Strength  of  solid  plate 

Numerical  Examples.  —  The  following  numerical  examples 
should  make  the  calculations  on  riveted  joints  clear. 

(i)  ^  tie  bar  in  a  bridge  consists  of  a  flat  bar  of  steel  9  in.  wide  by 
\\  in.  thick.     It  is  to  be  spliced  by  a  double  butt  joint.     Determiiie  the 

*  A  Board  of  Trade  rule  states  that  this  should  l)e  taken  as  175  tt  d'^  hut 
this  rule  is  not  universally  adopted  for  structural  work.  4        ' 


Riveted  Joints  and  Connections. 


95 


diameter  of  the  rivets  and  their  number^  and  give  sketches  showing  the 
proper  pitch  and  arrangement  of  the  rivets.     (B.Sc.  I^nd.  igo6.) 

According  to  Unwin's  formula  ^  =  i'2  Jt  =  r34  inches.  This  is, 
however,  rather  high  for  practice,  and  so  we  will  adopt  d  =  i  in. 

Assuming  that  the  rivets  are  arranged  in  zig-zag  fashion,  the 
strength  of  the  joints  against  tearing  through  the  outside  rivet  is  equal 
to  7  (9  -   i) .  ij  =  70  tons. 


Qv    /T^    0>   0> /Q    <"^    ^^    ^^ 


;  !       !    !  !t 

I      I         I     I        III 


rp 


Fig,  46. 


-^iZ^ 


Shear  strength  of  each  rivet  =  5  .  —  .  (1)*"  =  785  tons. 

4 

70 
.'.  Number  of  rivets  required  for  shear  =  —    =  8*93  =  say  9. 

7-85 

Bearing  strength  of  each  rivet  =  10  x   i   x   ij^  =  12*5  tons. 

.-.   Number  of  rivets  required  for  bearing  =  — ;-  =  say  6. 

9  rivets  would  thus  be  ample  as  regards  bearing 

The  joint  would  then  be  arranged  as  shown  in  Fig.  46,  the  centre 
two  rows  being  chain  riveted. 

We  will  now  consider  the  strength  of  this  joint  under  various  ways 
of  failure. 

If  the  plate  tears  along  the  line  B  b,  the  force  necessary  to  reach 
the  safe  limit  of  stress  is,  as  we  have  shown  above,  70  tons. 
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Now  suppose  that  the  plate  tore  along  B  B,  shearing  off  the  rivet 
in  A  A. 

Then  strength  of  line  B  B  =  7  (9  -  2)i  =  61-25  tons. 

4 
Strength  of  one  rivet  =  7*85  tons. 

,-.  Total  strength  against  failure  along  BB  =  61*25  +  7*85  =  691  tons. 

Now  suppose  plate  tore  along  c  C,  shearing  off  the  three  rivets. 

Then  strength  of  line  00  =  7(9-3).-=  52*5  tons. 

4 
Strength  of  three  rivets  =  23*55 

,'.  Total  strength  against  failure  along  CC  =  52*5  +  23*55  =  76'05  tons. 
Finally,  suppose  cover  plates  tore  along  D  D,  then  strength 
=  7  (9  -  3) .  2  .  I  =  73*5  tons. 

From  the  above  we  see  that  the  weakest  section  is  along  A  a. 

^,         ^  .  r  •  •   .       Least  strength  of  joint 

Then  efficiency  of  joint  =  ,,- ~r — /    i-j    1  . 

'      •'  Strength  of  solid  plate 

69-1  _  69-1  _  j>    J,  0/ 

If  instead  of  zig-zag  riveting  we  had  adopted  chain  riveting  with 

three   rows   of  three   rivets   (9   in   all)   the   least  strength  would  be 

(9  -  3)  li  X  7  =  52-5  tons. 

.'.  efficiency  of  joint  =  ^-^  =  667  % 
7o'o 

If  we  had  four  rows  of  chain  riveting  with  two  rivets  in  each  row 
(8  in  all),  the  least  strength  would  be  (9  -  2)  i  J  x  7  =  61*25  tons. 

.-.  efficiency  of  joint  =  -^  =  777  % 
70*0 

The  above  shows  the  zig-zag  riveting  is  considerably  more  efficient 
than  the  chain  riveting,  and  is  therefore  more  economical. 

(2)  Design  a  double-riveted  lap  joiiit  to  connect  two  steel p tales  \  in. 
thick  with  steel  rivets.  The  tensile  stre?igth  of  the  plates  before  drilling 
being  30  tons  per  sq.  in.;  the  shearing  strength  of  the  rivets  24.  tons  per 
sq.  in.;  and  the  compressive  strength  of  the  steel  43  tons  per  sq.  in. 
Find  the  efficiency  of  the  joint.     (A.M.I.C.  E.  Feb.  igoj. ) 

For  ^  in.  plates  Unwin's  formula  would  give 

d  =  1*2  VS  =  '85  in.,  say  J  in. 
The  joint  is  a  double-riveted  lap,  therefore  there  will  be  two  rivets 
in  single  shear  in  a  width  of  plate  equal  to  the  pitch. 
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.*.  Strength  against  tearing  per  pitch  =  fr.{p  -  d)  t 

=  30  0^-^)^=  15  (/-./)•..(!) 

,*.  Strength  against  shearing  per  pitch  =7^  . 

4 
^  24.  2  7r     n\^ (2) 

4       '  V8^ 
=  28  9  tons. 


If  these  are  equal         15  (/  -  gj  =  28-9 


.    .       289       7 

=  I  "93  +  '87  =  2*8o  say  3  in. 


Fig,  47. 

The  bearing  stress  for  a  force  of  28*9  tons  would  be  equal  to— 
"ix1-Vl  =  33tonspersq.i„. 

7        I 
the  bearing  area  of  each  rivet  being  ^  x  -  =  *437  sq.  in. 

o  2 

This  is  less  than  the  allowable  value  of  43  tons  per  sq.  in.,  showing 
Uiat  a  larger  diameter  of  rivet  might  be  used  with  greater  economy, 
but  5  in.  diameter  is  in  most  cases  more  suitable  in  practice. 
The  efficiency  of  joint  in  this  case  is  equal  to 
__.^8.9  282^ 

30  X  3  X  i         45 
The  joint  then  comes  as  shown  in  Fig.  47. 

(3)  A  steel-plate  tie  bar  m  a  bridge  is  subject  to  a  fensiofi  due  to 
dead  load  only  of  16  tons.  The  stress  due  to  live  load  only  varies  from 
36  tons  tension  to  10  tons  compression.     The  tie  bar  is  j  />/.  thick  and  is 

H 
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to  be  j  owed  to  the  side  plate  of  a  girder  by  7 f leans  of  a  ^  in.  gusset  plate 
and  dotible-co7'er  butt  joint.  Select  suitable  working  stresses  and  de- 
sign the  joints  arranging  the  rii'cts  so  that  the  tie  bar  is  weakened  hy 
only  one  rivet  section.     {B.Sc.  Lond.  iQoy.) 


fi^sW  n'^^, 


2  Comr  Fhl^A 


Fig,  48. 


The  maximum  load  in  this  case  is  36  +  16  =  52  tons,  and  the 
minimum  load  16  -  10  =  6  tons. 

Using- the  Launhardt-Weyrauch  formula,  we  have  : 

/    /  min.  stress   \ 

1*5   \         2  max.  stress/ 

/  /.    .     6 


Working  Stress 


('+To4)=-7"5/ 


This  gives  a  tensile  stress  of  4*93  say  5  tons  per  sq.  in.  ;  a  sheai 
stress  of  3*52  say  3'5  tons  per  sq.  in.  ;  and  a  bearing  stress  of  7  torn 
per  sq.  in.  • 


•ns 
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According  to  Unwin's  formula  d  —   vt.  J'JS  =   i*04  ii^-»  but  for 
practical  reasons  J  in.  would  usually  be  adopted. 

We  now  require  to  find  the  necessary  width  of  the  tie  bar.     Le 
this  be  w. 

Then  iw  —  ^  )  -  is  the  equivalent  cross-sectional  area. 

.*.  (^~o)-5  mustbeequaltothemaximumpullof  52  tons. 

...(„_|)=YM  =  .rB9 

•    .'.  w  =  13-89  +  -875  =  say  15  inches. 
The  strength  of  each  rivet  in  double  shear  is  equal  to 


2  TT 


422  tons. 
4 

No  of  rivets  required  for  shear  =  — —   =  12*3. 


■©■" 

required  fo 

We  will  use  14,  as  they  give  the  best  arrangement. 

3    7 
The  strength  of  each  rivet  in  bearing  is  equal  to  -  •  -« .  7  =  4*58  tons. 

.*.  14  rivets  will  be  ample  for  bearing. 
The  joint  is  then  arranged  as  shown  in  Fig.  48.  It  is  very  im- 
portant in  such  joints  that  the  centre  line  of  the  rivets  should  coincide 
with  the  centre  line  of  the  tie  bar  or  else  the  pull  in  the  bar  would  be 
eccentric.  In  such  joints,  therefore,  the  rivets  should  always  be 
arranged  symmetrically  with  regard  to  the  centre  line  of  the  tie  bar. 

(4)  I^znet  the  nuinber  of  rivets  necessary  to  the  gusset  plates ^  &^c,^ 
at  the  base  of  a  steel  stanchion  to  the  stanchion  proper^  the  load  carried 
te^  150  tons.  The  diameter  of  the  rivets  is  \  in.  and  the  thickness, of 
tk  plate  \in. 

The  kind  of  base  referred  to  is  shown  in  Fig.  215.  The  rivets  have 
to  be  designed  in  such  cases  so  that  they  will  carry  the  whole  load,  so 
that  if  the .  stanchion  itself  does  not  bear  on  the  base  plate  the  rivets 
will  distribute  the  load  satisfactorily. 

The  strength  of  each  _5     (V^     c  =  ^oi  tons 
rivet  in  single  shear        4  '   \8/   '  ^       ^ 

Thestrengthofeach^l     I     ,0  =  4.37  tons, 
rivet  m  beanng  82 

J  50 
'^  .;.  Number  of  rivets  necessary  =   — -  =  50  nearly. 


% 
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Some  Practical  Considerations  in  Riveted  Joints.— 

Punching  and  Drilling  of  Rivet  Holes.— It  is  quite  common 
in  this  country  for  specifications  to  state  that  rivet  holes  must  be 
drilled  out  of  the  solid.  Punching  is  known  to  injure  to  some 
extent  the  material  in  the  neighbourhood  of  the  hole,  and  is 
thus  often  objected  to.  The  extent  to  which  punched  holes 
weaken  a  structure  such  as  a  plate  girder  compared  with  drilled 
holes  does  not  appear  to  have  been  satisfactorily  determined, 
although  such  determination  from  a  practical  point  of  view  would 
seem  to  be  absolutely  necessary,  since  there  is  a  large  increase  in 
cost  entailed  in  drilling  the  holes.  In  recent  years  punching 
machines  and  means  for  obtaining  an  accurate  pitch  of  the  holes 
have  been  improved  considerably,  and  when  we  consider  the 
increased  cost  of  the  drilling  and  the  necessary  longer  delay 
before  delivery,  in  most  cases  we  think  that  punching  is 
preferable.  A  good  compromise  is  to  punch  the  hole  \\.o\  inch 
less  than  re(iuired,  aud  to  reamer  out  to  size,  the  damaged  metal 
being  thus  removed ;  but  this  is  considerably  more  expensive 
than  plain  punching.  A  method  of  allowing  for  the  damage  of 
metal  due  to  punching  which  has  been  suggested,  and  which  we 
consider  preferable,  is  to  add  \  inch  to  the  diameter  of  the  hole 
in  calculating  the  tearing  or  tensile  strength.  This  adds  very 
little  to  the  size  of  the  plate  and  saves  a  large  amount  in  cost  of 
production.  The  point  that  should  be  very  carefully  seen  to  is 
that  the  holes  are  accurately  pitched,  so  that  the  holes  will 
register  well  when  the  parts  are  assembled,  and  will  not  require 
excessive  drifting  as  is  the  case  when  the  spacing  of  the  holes  is 
inaccurate.  It  is  probable  that  many  more  joints  are  un- 
satisfactory because  the  rivets  do  not  fill  the  holes,  owing  to  the 
latter  not  registering  accurately,  than  because  the  metal  has  been 
injured  owing  to  punching  the  holes. 

There  is  considerable  friction  between  the  plates  in  a  riveted 
joint,  but  this  is  not  allowed  for  in  calculations  of  the  strength. 

Pitch  and  Spacing  of  Rivets. — In  order  to  prevent  moisture 
getting  between  the  plates  and  causing  bulging  due  to  rusting,  or 
to  prevent  local  buckling  in  the  case  of  compression  members,  it 
is  common  to  stipulate  that  the  pitch  of  rivets  shall  not  be  greater 
than  6  ins.,  or  sixteen  times  the  thickness  of  the  thinnest  plate. 


Practical  Considerations  in  Riveted  Joints.         loi 

The  designer  should  remember  that  pitches  from  3  ins.  upwards, 
increasing  by  half-inches,  should  be  used,  and  odd  fractional 
pitches  avoided,  except  where  absolutely  necessary.  As  far  as 
economically  possible,  the  same  pitch  should  be  used  throughout, 
and  in  many  cases,  for  girder  work,  &c.,  4  ins.  is  used  unless 
special  conditions  require  a  different  pitch.  We  shall  deal  in 
detail  with  the  arrangement  of  rivets  for  plate  girders  in 
Chap.  XVIIL,  the  rivets  in  this  case  not  being  designed  by 
quite  the  same  methods  which  we  have  just  given. 

Angles.  Tees  cmd     I  Be^ms.  Channels 

Fig,  49 — Standard  Spacing  of  Rivets  in  Rolled  Sections, 

The  spacing  of  rivets  in  L,  T  ^^^  other  similar  sections,  may 
be  taken  as  given  in  the  appended  table,  taken  from  the  section 
book  of  Messrs.  Redpath,  Brown  &  Co.,  Ltd.  In  connection 
with  these  sections  it  should  be  remembered  that  theoretically 
the  centre  line  of  the  rivets  should  come  down  the  centroid  line 
of  the  section,  but  in  most  cases  this  is  practically  impossible. 
In  such  cases  where  these  sections  are  used  alone  as  ties  or 
struts —particularly  the  latter — it  should  be  remembered  that  the 
loads  will  be  somewhat  eccentric,  and  so  sections  a  little  heavier 
than  calculated  are  often  necessary. 

Cleat  Connections  for  I  Beams. — I  beams  are  con- 
nected together  by  means  of  cleat  connections.  Standard 
dimensions  for  such  connections  may  be  obtained  from  the 
appended  table,  taken  from  the  information  given  by  Messrs. 
Redpath,  Brown  &  Co.,  Ltd. 

.  Fig.  5 1  shows  various  ways  in  which  the  ends  of  the  beams 
may  be  notched,  &c.,  for  such  cleat  connections,  (a)  shows  a 
plain  notch  at  top,  the  bottom  flange  of  the  beam  resting  on  the 
flange  of  the  beair^to  which  it  is  connected  ;  (b)  shows  a  plain 
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notch  at  top  and  angle  bar  at  bottom  ;  (c)  shows  a  shaped  notch  at 
each  end  resting  on  the  Ranges ;  and  (n)  shoft^s  a  plain  notch  at  the 
top  and  a  joggled  joint  at  the  bottom.  Of  these  the  joggled  end 
is  needlessly  expensive.     Sometimes  fancy  methods  of  connection 


^^ 

^^ 

0( 

I 

^^ 

^^ 

F'tg.  b\}.—Cle(it  Vonnectimw  for  I  Beama^ 

are  seen,  such  as  shaping  the  cleat  to  exactly  fit  between  the 
flanges  of  the  beam  (c),  but  such  methods  usually  iire  no 
better  than  the  ordinary  ones,  and  are  nearly  always  much  more 
expensive. 


!f 


© 


(£) 


Fig.  iih 


Pin  Connections, — Pin  connections  are  seldom  used  in 
this  country  nowadays,  but  occasionally  they  are  necessary. 
When  they  are  used  they  are  designed  in  very  much  the  same 
way  as  riveted  joints.  That  is  to  say,  the  tearing,  shearing,  and 
bearing  strengths  of  the  joint  should  be  made  as  nearly  as  passible 
equal  to  each  other  and  to  the  tensile  or  compressive  strength  of 
the  bar  in  which  the  pin-joint  occurs.     (See  afto  Chap,  XVI L) 


Cleat  Connections  for  I  Beams. 
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Standard  Spacing  of  Rivets.      {See  Fig.  49.) 


Width 

in 
inches 


Dimensions  in  Inches 


Maximum 
Diam.  of 
Bolt  or 

I      Rivet 
(inches) 


2i 

3 

3j 

4 

Ah 

5 

5i 

6 

7 
8 


2 
2 
2 

2 

3 


'•\ 


si 
4 


4 

3 

3h 
3i 


3^ 

4 


-    :  i 


Working  Strength  of  Steel  Rivets. 


Diam. 

of 
Rivets 

Area  in 
sq.  ins. 

Strength 

in  single 

shear  at 

5  tons 

Bearing  Strength  at  lo  tons  per  sq 
Thickness  in  ins.  of  plate. 

in. 



per  sq.  in. 

tV 

I -41 

1  1-64     1-87 

i21I      2'34 

1   H 

I2-59 

i 

g 

•IIO4 

ri7 

12-81 

i 

•1963 

•98 

1-56 

!r87 

,  2'i8  ,2-50 

!2-8l    |3'I2 

13*43 

375 

1 

•3068 

1-53 

1-95 

2-34 

272  13-12 

351  '3-90 

4*30 

14-68 

J 

•4418 

2-21 

2*34 

2-8i 

|3'27  ,375 

4-21  14-69 

;5-i6 

!5-63 

7 
8 

•6013 

301 

272 

.3*27 

3*82    4*37 

14-91  15-46 

,6-02 

6-56 

I 

7854 

3'93 

3-12 

375 

.4-37     S'oo 

;  5-62    16-25 

|6-87 

7-50 

CHAPTER   V. 

BENDING    MOMENTS   AND    SHEARING   FORCES   ON 
BEAMS. 

Definitions. — The  shearing  force  at  any  point  along  the  span 
)f  a  beam  is  the  algebraic  sum  of  all  the  perpendicular  forces 
icting  on  the  portion  of  the  beam  to  the  right  or  to  the  left  of 
hat  point. 

The  bending  moment  at  any  point  along  the  span  of  a  beam  is 
he  algebraic  sum  of  the  moments  about  that  point  of  all  the 
orces  acting  on  the  portion  of  the  beam  to  the  right  or  to  the  left 
si  that  point. 

As  the  beam  is  in  equilibrium  under  the  forces  acting  on  it,  at 
ny  point  the  algebraic  sum  of  the  forces,  and  of  the  moments  of 
he  forces  about  the  point,  acting  on  both  sides  must  be  nothing ; 

0  that  we  shall  get  the  same  numerical  values  for  the  shearing 
orce  and  bending  moment  from  whichever  side  we  consider  them, 
)ut  they  will  be  opposite  in  sign.  We  will,  wherever  possible, 
.Iways  consider  the  shearing  force  and  bending  moment  of  the 
orces  to  the  left  of  the  section,  and  we  will  take  an  upward  shear- 
ng  force  and  an  anti-clockwise  bending  moment  as  positive,  the 
lownward  and  clockwise  being  taken  as  negative. 

Bending  Moment  and  Shearing  Force  Diagrams. — 
f  the  bending  moment  and  shearing  force  at  every  point  of  the 
pan  be  plotted  against  the  span  and  the  points  thus  obtained  be 
oined  up,  we  shall  get  two  diagrams  called  the  Bending  Moment 
B.M.)  and  Shear  diagrams,  and  from  these  diagrams  the  values 
)f  these  quantities  can  be  read  off  at  any  point  of  the  span.  We 
vill  consider  the  forms  of  these  diagrams  for  various  kinds  of 
oading  and  for  various  ways  of  supporting  the  beam,  and  will 
irst  consider  beams  with  fixed  loads.  We  will  use  Mp  and  Sp  to 
epresent  respectively  the  bending  moment  and  shearing  force  at 

1  point  P. 
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B.M.  AND  SHEAR  DIAGRAMS  WITH  FIXED  LOADS. 
A.  Cantilevers,  />.,  Beams  fixed  at  one  end  and  free  at  the 
other,  the  loads  being  all  at  right  angles  to  the  length  of  the  beam. 
Case  i.  Cantilever  with  One  Isolated  Load. — Let  a 
cantilever,  fixed  at  the  end  b,  Fig.  52,  carry  an  isolated  load  W  at 
the  point  a,  at  distance  /  from  b.  Consider  any  point  p  at  dis- 
tance X  from  a. 

Then  we  have  Sp  =  W. 

This  is  constant  throughout  the  span. 

.  *.  Shear  diagram  is  a  rectangle  of  height  W. 
Again  Mp  =  W  x  a: 

This  is  proportional  to  x. 

.',  B.M.  diagram  is  a  triangle  whose  maximum  ordinate  is 
W  /,  this  being  the  bending  moment  at  the  point  b.    • 

Case  2.  CANTiLt.vER  with  Two  Isolated  Loads. — Since 
the  B.M.  and  shear  at  any  point  are  defined  as  the  sum  of  the 
moments  and  the  forces  to  the  left  of  that  point,  it  follows  that 
the  B.M.  and  shear  diagrams  for  a  number  of  loads  can  be 
obtained  by  adding  together  the  diagrams  for  the  separate  loads. 
In  the  present  case,  in  which  we  have  loads  W^  and  Wg  at  dis- 
tances /^  and  4  from  the  fixed  end,  the  diagrams  are  obtained  by 
adding  together  the  separate  diagrams  as  shown  in  Fig.  52  (2). 

Case  3.  Cantilever  with  Uniform  Load. — Let  a  uniformly 
distributed  load  of  />  tons  per  foot  run  be  carried  by  a  cantilever^ 
AB  of  span  /.  Consider  a  point  p  at  distance  x  from  the  free 
end  A.     Then 

Sp  =  load  on  A  p 

=  px 

This  is  proportional  to  x,  and  therefore  the  shear  diagram  is  a 
triangle,  the  maximum  shear  occurring  at  the  end  b,  and  being 
equal  to  /  /  or  W,  if  W  is  the  total  load  on  the  cantilever. 

Mp  =  moment  of  load  /  x  about  p 

=  px   X   - 
2 

_  /^'^ 

2 

This  is  proportional  to  x-,  and  therefore  the  B.M.  diagram  will  be 


afy, 
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_g) 


Sendi/y  Moment 

Isolatedi  Load 


4^^^ 


K^ 


n1 


-^>'     (^ 
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a  M  for 


Combinee/  ^.  M^ 

© 

Tivo  fso/ated    Loads 


prnrrrrrpn 

^  fj  ton*  p^  Ff 'A^_/t 


(4)  Uniform    Load, 

Uniform  and  isolated  Loads 

Fig,  52. — B,M,  and  Shear  Diagrams  for  Cantilevers, 
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a  parabola  with  vertex  at  a.    The  maximum  B.M.  will  be  equal  to 
/  /2  or  VV/  and  occurs  at  b. 

2  2 

Case  4.  Cantilever  with  Isolated  Load  and  Uniform 
LoAD.-^In  this  case,  as  in  case  2,  the  shear  and  B.M.  diagrams 
are  obtained  by  drawing  the  separate  diagrams  in  accordance  with 
Cases  I  and  3,  and  then  adding  them  together  as  shown  in  the 
figure. 

Case  5.  Cantilever  with  Uniformly  Increasing  Load. 
— Suppose  a  cantilever  a  b  carries  a  load  which  increases  in 
intensity  uniformly  from  the  free  end  a  to  the  fixed  end  b,  Fig.  53. 
This  occurs  in  practice  in  the  case  of  a  vertical  wall  or  side  of  a 
tank  subjected  to  water  pressure. 

Let  the  intensity  of  load  at  unit  distance  from  a  be  /  tons  per 
foot  run,  then  the  intensity  at  any  point  p  at  distance  x  from  a 
will  be  equal  to  /  x.  The  intensity  of  load  at  b  will  be  /  /,  and 
the  total  load  equal 

2  2  2 

Sp  =  total  load  to  left  of  p 
.  X       px^ 

=  px  X  —  =  <- 

2  2 

.'.  Shear  diagram  is  a  parabola  with  vertex  at  a^,  the  maximum 
shear  at  b  being  equal  to  W. 

Mp  =  moment  of  load  to  left  of  p 
_  p  x^       X  _  p  x^ 
236 
.*.  Shear  diagram  is  a  curve  whose  ordinates  vary  as  x'\  such 
curve  being  called  a  parabola  of  the  third  order. 

The  maximum  B.M.  at  b  is  equal  to^^—  =■   — 

6  3 

The  diagrams  then  come  as  shown  in  Fig.  53. 

Case  6.  Cantilever  with  Irregular  Load  System.— 
Graphical  Method. — Suppose  a  number  of  loads  o,r,  1,2,  and 
so  on.  Fig.  53,  act  on  a  cantilever.  To  obtain  the  shear  and 
B.M.  diagrams  set  down  0,1,  1,2,  2,3,  &c.,  down  a  vector  line  0,5 
to  represent  the  forces  to  some  convenient  scale,  and  take  a  pole 


.o^O  .  n.n    .  n. 


Fig.  53. — B.M,  and  Shear  Diagrams  for  Cantilevers 
{continued). 
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p  at  some  convenient  distance  /  from  the  vector  line  o,  5  and  join 
p  to  each  of  the  points  o  to  5  on  the  vector  line. 

Now  across  the  lines  of  the  forces  draw  ag  parallel  to  po; 
across  space  i  draw  ab  parallel  to  p  i  ;  across  space  2  draw/^^ 
parallel  to  p  2,  and  so  on  until  the  point /is  reached. 

Then  abed  efg  is  the  B.M.  diagram. 

To  obtain  the  shear  diagram,  project  the  points  0-5  on  the 
vector  line  across  their  corresponding  spaces,  the  line  through  the 
point  o  being  drawn  right  across  the  span,  the  stepped  figure  thus 
obtained  being  the  shear  diagram. 

Proof. — Consider  any  point  p  along  the  span,  and  produce 
a  b  and  b  c  io  cut  the  corresponding  ordinate  p^  Pg  of  the  link 
polygon  at  b'  and  c'  respectively. 

Now  consider  the  As  a  p^  b'  and  per. 

They  are  similar,  and  as  the  bases  of  similar  triangles  are  pro- 
portional to  their  heights,  we  have 

o,  I  / 

.  *.  /    X    Pj  ^'    =    O,  I    X   «  Pj 

But  o,  T  X  «  Pj  =  moment  of  force  o,  i  about  p. 
.  *.  /  X  Pj  ^  =  moment  of  force  o,  i  about  p. 
Similarly  it  follows  that 

p  X  b'  c'  =  moment  of  force  i,  2  about  p, 

and  /  X  ^  P2  =  moment  of  force  2,  3  about  p. 

.-.  We  see  that/  x  p^  p^  =  /  (Pj ^^  + /^V  +  /  Pg) 

=  moment  of  all  forces  to  left  of  p  about  p. 
=  Mp 
. '.  Since  /  is  a  constant  quality,  it  follows  that  the  ordinates 
of  the  link  polygon  represent  the  bending  moments  at  the  corre- 
sponding points  of  the  beam. 

Now  consider  the  shear  S  at  p.  The  total  force  to  the  left  of 
p  is  o,  I  +  I,  2  +  2,  3  =  o,  3,  and  this  is  obviously  the  value 
given  on  the  shear  diagram. 

Scales. — In  all  graphical  constructions  it  is  extremely  im- 
portant to  state  clearly  the  scales  to  which  the  various  quantities 
are  plotted,  and  to  see  that  such  scales  are  convenient  for 
reading  off. 


Simply  Supported  Beams.  1 1 1 

Let  the  space  scale  be  i  in.  =  .r  feet 
and  the  load  scale  on  the  vector  line  i  in.  =  y  tons 
and  let  the  polar  distance  be  p  actual  inches. 

Then  the  scale  to  which  the  bending  moments  can  be  read 
off  is  I  in.  =/  X  a:  X  J  ft.  tons. 

/  should  thus  be  chosen  so  as  to  make  this  a  convenient 
'ound  number. 

To  take  a  numerical  example,  suppose  the  space  scale  is 
I  in.  =  4  ft.  and  the  space  scale  is  i  in.  =  2  tons,  then  if  /  is 
aken  as  2^^  ins.  the  B.M.  scale  will  beiin.  =4X  2  x  2^  =  20 
t.  tons. 

If  ^  has  been  taken  2  ins.  the  B.M.  scale  would  have  come 
[  in.  =  16  ft.  tons,  which  would  not  be  nearly  such  a  convenient 
icale. 

B.  Simply  Supported  Beams — i,e.,  beams  simply  resting 
)n  two  sup])orts,  the  loading  all  being  at  right  angles  to  the  length 
)f  the  beam.  Unless  it  is  definitely  stated  to  the  contrary,  we 
vill  always  take  it  that  the  supports  are  at  the  ends  of  the 
)eam. 

In  simply  supported  beams  the  forces  acting  are  the  loads 
md  the  reactions  at  the  supports,  the  sum  of  the  reactions  being 
iqual  to  the  total  load,  and  their  values  being  obtained  by  means 
)f  moments  as  explained  in  Chapter  II.  As  the  ends  are  freely 
)Upported,  there  can  be  no  bending  moment  at  either  end. 

We  will  now  consider  the  following  standard  cases : — 

Case  i.  Isolated  Load  in  any  Position. — Let  a  load  W 
)e  supported  at  a  point  c  on  a  beam  a  b  of  span  /,  the  distances 
)f  the  point  c  from  b  and  a  being  b  and  a  respectively. 

Then  to  get  the  reaction  Rb  at  b  take  moments  round  a. 

Then  Rb  x  7  =  W  x  a 
^  W  X  ^ 

Similarly  R^  = — 

Now  consider  a  point  /  between  b  and  c. 
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.'.  between   b  and  c  the   shear  diagram   is   a   rectangle  of 
iieight  =  — — 

Now  take  a  point  p'  between  c  and  a. 

-  W  If 
.*.  Shear  between  c  and  a  is  a  rectangle  of  height  =    — j— 

In  the  case  of  the  cantilever  there  was  no  need  to  distinguish 
between  positive  and  negative  shear  because  there  was  no  change 
in  direction  of  the  shear  ;  but  in  the  present  case  there  is  a 
change  in  direction,  and  so  we  will  use  the  rule  given  on/.  105. 

Now  considering  the  bending  moment, 

Mp  =  Kb   X   .r  =   — 

This  is  proportional  to  x,  and  therefore  the  B.  M.  diagram 
between  b  and  c  will  be  a  triangle,  the  B.  M.  at  b  being  equal 

to  .     If  p  were  between  ^  and  a  and  at  distance  x  from  Aj 

we  should  have 

Mp  =  Rb  (/-:*/)-  W  (/  -  x'  -  b) 

=  Rb/-  Rb.^'  -  W/  +  ^  xf  +  W^ 
=  a:'  (W  -  Rb)   +  W^  -  /  (W  -  Rb) 
=  Ra.a:'  H-  W^  -  /Ra 
V^  b  X 

=  vLy    +  W^  -  \Wb 

^  Wbx 
I 
This  is  proportional  to  x\  and  therefore  the  B.M.  diagram 
between  a  and  c  is  also  a  triangle,  the   whole   diagram   then 
coming  as  shown  in  the  figure. 

Case  2.     Isolated  Load  at  Centre. — This  is  a  special  case 

of  the  preceding  one,  in  which  a  =  b  =- 

2 

W 
Each    reaction    is    now    equal    to    —    and    the    maximum 

W      X      -      X      -  ,,r     , 

B.M.  =  ---^     -^-  ^^-' 
I  4 


/i'"^ — re 


M 


^m' 


/////A^y/ZA 


■^f 


© 

/solaTed  Load 


—  i- 


%. 


, ^^^^ 


Isolated  load  at  centre. 


cr^nrrrrrxrrrT'. 


/)   tons    f>er   Ft 


Cy-^-»|^   /^  /|>^       £j  ZT 


^.^:^^' 


4 


y^^^;^^  s^oroia,. 


•fioraiteia 


pcn:)nocc^ 


® 

On/form   load  .ouen^holcsfxtn 


Uniform  load  over  joorTion  of  sban 
Fig.  54. — Simply-supported  Beams, 


^ 

^ 


and  each  have  the  value  ^  or 

2  2 
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Case  3.  Uniform  Load  over  Whole  Span. — Let  a  uniform 
load  of/  tons  per  ft.  run  cover  the  whole  span  a  b,  and  consider 
a  point  c  at  distance  x  from  b. 

In  this  case  the  two  reactions  will,  from  symmetry,  be  equal, 

//        W 
^--  or 
2  2 

Then  Sc  =  Rb  -  /  ^'  =  /  {~  -  x\ 

This  is  a  linear  relation,  therefore  the  shear  diagram  will  be  a 

pi 
triangle  as  shown,  having  values  ±  —  at  the  ends  and  changing 

sign  at  the  centre. 

Now  consider  the  bending  moment. 

Mc  =  Rb  X  ^^  -  /  ^  X  — 

2  2  2 

This  depends  on  a--,  and  therefore  the  B.  M.  diagram  will  be 
a  i)arabola. 

The  maximum  B.M.  will  occur  at  the  centre— />,  when  a:  =-. 
Then  maximum  B.M.  =  ^  {^-L)  -  (Q^  t  {^1   _   0  ' 

^P  J"   =pI  or  ij    ' 
248  8 

Case  4.  Uniform  Load  over  Portion  of  Span. — Let  a 
uniform  load  of  p  tons  per  foot  run  and  of  length  e  d  equal  to  / 
be  placed  on  a  beam  a  ij  of  span  L,  and  let  the  centre  c  of  the 
load  be  at  distance  a  and  b  respectively  from  a  and  b. 

Then,  if  total  load  />/  =  W, 

K,j  =^    —      and  Ra  = 
The  shear  between  b  and  d  will   be  constant,  and  will  be 
equal  to  ;   between  d  and  e  the  shear  will  decrease  uniformly 

until  at  e  the  shear  will  be  equal  to 

R„-W  =  ^'«-W=    -^Vi=   -R3; 

L  L 

between  e  and  a  the  shear  will  be  constant  and  equal  to  ~       \  the 
shear  diagram  then  coming  as  shown  on  the  figure. 
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The  point  k  at  which  the  shear  is  zero  can   be  found  as 
follows.     Let  it  be  at  distance  x  from  the  centre  c  of  the  load. 

Then  Sk  =  Rb  -  /  (-  -  ^)  =  o 

t,e.,  -^     +  px     =0 

L  2        ^ 

px  ^PJ  -"^  ^PI  -PJ'' 

2  L  2  L 

/       al 


X    — 

2  L 


=  '0-0 


The    B.M.   diagram  can  be  drawn  by  setting  up  a   length 

W/ 
Co  F  =  — -,  />.,  the  bendmg  moment  at  the  centre  of  the  short 

o 

span  E  D,  then  produce  Cg  f  to  g,  making  f  g  equal  to  c^  f  and 
join  G  to  E.2  and  d^,  and  produce  to  meet  the  reaction  verticals  in 
A2  and  Bo.  Join  a^b.^,  and  we  then  have  the  B.M.  diagram 
as  shown. 

To  prove  that  this  gives  the  correct  diagram,  consider  the  bend- 
ing moment  at  a  point  at  distance  x  from  the  centre  of  the  load. 

Then  Mx  =  Rb  (^  -  ^)  -  ^  (-  -  xY 

=      -(^- -)--,(---)     (I) 

Now,^=A.J^ 

Gr    C.2  Eg  C2 

G  C.2    X    A.2  Q   _    W/         tf     _   W  a 


G  Q     = 


E.2  Co  4  -i  2 


Similarly  g  R    =  — — 


2 


Q  R 


="(-) 


Q  R    X   fl  W  «  /,  X 


Q  H     = - 

^  L  2  L 

GH     =GQ  +  QH=     -~    +  -yY"   (^   "  ^) 
_  W^«  /  /)  -  a 

~        2 


~2\  L         /  2L  ""l 


i 
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J  p        b  -  X 
Again  ^  -„  =  — j- 

b  -  X                  W 

.-.    J  P     =          ,—    X    G  H  =  

L 

..JO           O  D^ 

Ag^'"  G  c,  =  c7d; 

(;  Co  X  0  Do      W  / 

.-.10=                     _  ^  =        -- 
'                        Co  D,                     4 

A  -X 

2 

Then  since  curve  is  a  parabola — 
jj  -  o  N  _  /o  c^y^ 

F  Co         ~    \  Co  Do  / 


W/ 

-g-     -ON  ^^,2 

W/  /2 

"8  4 

W/  W  /       4  AT*-^        W  jc2 

_  -   O  N  =  -g-  X      ^,-  =       -/ 

W  /  W  a:'-^ 


or   o  N  =  -g-  -    ^  ^ 

.'.    NP    =   PJ-JO  +  ON 


_^  a  (b  -  x)  _\\  1 1    _      \       W/       W  ^'^ 


=  -ir(^--)-  7(2--  2^-8-) 

-";<-')-?,(7-— ) 

Comparing  this  with  (i)  we  see  that  n  p  gives  the  B.M.  at 
the  given  point. 

We  shall  prove  later  (page  125)  that  the  B.M.  is  a  maximum 
at  that  point  of  the  span  where  the  shear  is  zero,  and  so  the 
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vertical  through  k  will  give  the  maximum  ordinate  of  the  B.M. 
diagram. 

Case  5.     Irregular  Load. — Graphical  Construction. — 
Let  a  number  of  loads  Wj,  Wg,  W3,  and  W^,  be  placed  any- 


5  '  5^?f^5- 


Fig,  55. — Graphical  Construction  for  Shear 
and  B,M.  Diagrams, 

where  aldng  a  span  a  b.  Number  the  spaces  between  the  loads 
and  set  down  o,  i ;  i,  2 ;  2,  3 ;  3,  4,  as  a  vertical  vector  line  to 
represent  the  loads  to  some  convenient  scale,  and  in  any  position 
take  a  point  p  at  convenient  polar  distance  p  from  the  vector  line, 
and  join  p  o,  pi,  p  2,  &c. 

Across  space  o  then  draw  a  b  parallel  to  p  o ;  across  space  i 
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draw  b  c  parallel  to  p  i  and  so  on  until  ef  is  reached,  this  being 
parallel  to  p  4. 

Join  a/,  then  the  figure  a,  b^  r,  //,  ^, /,  a,  will  give  the  B.M. 
diagram  for  the  given  load  system. 

Now  draw  p  x  parallel  to  a  f^  the  closing  link  of  the  link 
polygon  then  on  the  vector  line,  4  jc  =  Rb  and  a:  o  =  R^. 

To  draw  the  shear  diagram,  draw  a  horizontal  line  through  x 
right  across  the  span  :  this  gives  the  base  line  for  shear.  Now 
project  the  point  o  horizontally  across  space  o ;  project  point  i 
across  space  i  and  so  on,  the  stepped  diagram  thus  obtained 
being  the  shear  diagram. 

Proof.— Produce  the  links  c  b,  d  Cy  e  d,  fe  back  to  meet  the 
vertical  through  a  in  y,  ^',  d'y  ^,  and  let  the  first  link  a  b 
produced  meet  the  last  link  e  f  in  y.  Then,  as  we  proved  on 
page  54,  the  point  y  is  the  point  through  which  the  resultant  of 
the  loads  acts. 

Now  the  triangles  a  b  b^  and  o  p  i  are  similar. 


ab" 

0,1 

•   • 

A 

/ 

•*• 

ab' 

0,  I  X  /j       Wj  X  /j 
moment  of  first  load  about  a 
moment  of  second  load  about  a 

similarly 

b'  c' 

"/   "      "          "~ 

and  so  on 

•  • 

a^ 

:=  ab'  +  b'  c"  ■¥  c'  d'  +  d'  e' 

sum  of  moments  of  loads  about  a 

but    Rb 

X    L 

=  sum  of  moments  of  loads  about  a 

/ 

Rb  X  L 

•*• 

a  e' 

~        P 

Now  consider  As  a  e*  fdrnd  x  4P;  they  are  similar 

ae' 

4X 

L 

P 

4-^ 

=  ---T-  =Rb 

Similarly  jc  o  =  Ra 
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Now  consider  any  point  r  along  the  span. 
Sh  =  Rb  -  W, 

=  4^-3  =  3^ 
but  the  ordinate  s  of  the  shear  diagram  is  equal  to  3  i,  and 
therefore  the  stepped  figure  gives  the  correct  shearing  force  at 
any'  point. 

Let  the  vertical  through  r  cut  the  B.M.  diagram  in  Rj  R., 
and  f  e  produced  in  e,^. 

Then  by  exactly  similar  reasoning  as  before  : 

moment  of  Rb  about  r 
Ri  ^2  =  ~p 

moment  of  W  4  about  r 
R2<^2  =    ■  ~  p 

.-.     RiR,  =    Ri^2    -    ^2^2 

moment  of  Rb  -  moment  of  W  4  about  r 

.*.  The  ordinate  of  the  B.M.  diagram  represents  the  B.M.  at 
any  point. 

Scales. — As  in  the  case  of  the  cantilever  (page  no),  if 
\"  =  X  feet  is  the  space  scale  and  \"  =  y  tons  is  the  force  scale, 
and  if  the  polar  distance  is  /  actual  inches,  then  the  vertical 
ordinates  of  the  B.M.  diagram  represent  the  bending  moment  to 
a  scale  i"  ==  /  x  ^  x  j^  ft.  tons. 

Note. — In  this  construction  the  bending  moment  R^  R^  is 
measured  vertically  2ind  not  at  right  angles  to  the  closing  line  af. 

Case  6.  Irregular  Load  —  Overhanging  Ends.  —  The 
construction  just  described  is  equally  applicable  to  the  case 
where  the  ends  are  overhanging.  Fig.  56  shows  such  a  case. 
Set  out  the  loads  down  a  vector  line  as  before  and  take  any  pole 
p.  Now  draw  a  b  parallel  to  p  o  across  space  o,  />.,  between  the 
support  vertical  and  the  first  force  line.  Then  draw  b  c  parallel  to 
p  I  across  space  i  and  so  on,  the  last  link  ef  being  drawn  between 
the  last  force  line  and  the  reaction  vertical.  Joining  af-wt  get 
the  B.M.  diagram  as  shown. 
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To  get  the  shear  diagram  draw  p  5  parallel  to  af  then  the 
horizontal  through  gives  the  base  line  for  the  shear  between  a  and 
B  The  shears  in  the  end  spaces  will  be  equal  to  the  end  forces 
o,  I  and  3,  4  respectively,  as  shown  on  the  figure. 

This  graphical  loading  is  applicable  to  all  kinds  of  loadings  and 
any  of  the  previous  standard  cases  can  be  worked  by  its  means. 


Fig,  56. — Beam  with  Overhanging  Ends: 
Graphical  Co7i8triwtion, 

In  the  case  of  a  continuous  load  the  latter  should  be  divided  up 
into  a  number  of  small  jiortions,  and  the  load  in  each  portion 
treated  as  an  isolated  load  acting  down  the  centre  of  such  portion. 

Case  7.  Uniformly  Increasing  Load. — Suppose  a  beam 
A  B  carries  a  load  which  increases  in  intensity  uniformly  from  the 
end  B  to  the  end  a.  Let  the  intensity  of  the  load  at  unit  distance 
from  B  be  /  tons  per  ft.  run ;  then  the  intensity  at  any  point  P  at 
distance  x  from  b  will  be  equal  to/ a;  (Fig.  57). 

The  intensity  of  the  load  at  a  will  be  equal  to  //,  and  the 

/       />  l'^ 
total  load  W  will  be  equal  to  /  /  x  -  =  ^ — 


U^omify   inereas/fy   load  /^ 

^Lood   Diagram  \^ 


C^  PbrobJa  cf  3^  Order       ^^ 


QOCxrrrirJVYynnnnnrrrr^ 


^^^^^  _ ^^?^^ 


I 

L 


'^^^^  s^or"^ 


^ X- 


^m^^- 


H 


■^^z^ 


^   w 


® 


Fig.  57. — B,M,  and  Shear  Diagrams  (continued). 
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The  resultant  load  W  acts  through  the  centroid  of  the  load 
curve,  />.,  at  distance     from  a. 

W 
...  R.  -  f 

R.  =  _ 

Then  Sp7=  total  load  to  left 
_  W  _  /a;2 

3  2 

This  depends  on  x^  and  therefore  the  shear  curve  is  a  parabola. 
The  point  Cj  is  obtained  as  follows : 

S  -  o  =  ^  -  ^^ 

3  2 

.   /^^  =  W  ^     pl^ 
"2  3        2x3 

3 

Mp  =  Rb  X  jc  -   2 —  .  - 
2        3 
^  Wat        /^ 
3^6 
This  depends  on  jc^,  and  so  B.M.  curve  is  a  parabola  of  the  third 
order. 

The  maximum  B.M.  occurs  at  the  point  of  zero  shear  (see 

p.  125),  />.,  when  X  =  -—=:- 

.-.  Maximum  B.M.  =  — ^^  -    ^    ,- 
3n/3        i8\/3 

=  w//_L__  -M 

\3  V3        9  V3/ 
^  2  W  /  ^  2^1  J1 

9  n/3  27 

=  -128  W/ 
The  B.M.  and  shear  curves  then  come  as  shown  in  the  figure. 
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Case  8.  Uniformly  Loaded  Beam  with  Overhanging 
End. —  Let  a  beam  of  span  l  be  loaded  with  a  uniform  load  of/ 
tons  per  foot  run,  and  let  it  overhang  a  distance  x  at  each  end, 
the  distance  between  the  supports  being  /. 

The  overhanging  portions  act  as  cantilevers,  and  the  shear  and 
B.M.  diagrams  for  such  portions  will  be  as' shown.  The  B.M.  for. 
the  centre  portion  will  be  a  parabola  drawn  on  the  base  shown 
dotted,  the  resulting  curve  being  as  shown  cross-hatched . 

If  the  load  on  the  centre  portion  o£  the  span  were  removed, 
the  B.M.  diagram  would  consist  of  the  two  end  parabolas  and 
the  dotted  line.  This  B.M.  is  opposite  in  direction  to  that  due 
to  the  centre  portion,  and  therefore  on  replacing  the  centre  load 
and  drawing  the  parabola,  the  resulting  curve  is  the  difference 
between  the  two  as  shown. 

To  find  the  value  of  x  to  get  the  least  resultant  B.M.  we 
proceed  as  follows. 

As  X  increases,  the  B.M.  at  the  supports  increases  and  the 
resulting  B.M.  at  the  centre  decreases,  so  that  the  least  B.M.  will 
occur  when  the  support  B.M.  is  equal  to  the  centre  B.M. 

The  support  B.M.  =  ^^ 

The  centre  B.M.     =  A^  -  ^ 

O  2 

If  these  are  equal  ^ —  =  St-  -  — — 
282 

•■■^--^ 

/ 

2V2 
.    / I / 

"    L  I  ■\-    2  X  I  j^       l_ 

V2 
_  I  _  2 

I    4.    V2  2    +    V2 

2 

This  gives  the  position  at  which  the  legs  of  a  trestle  table  should 
be  placed  to  give  the  maximum  strength  to  the  latter 


124 


The  Theory  and  Design  of  Structures, 


Relation  between  Load,  Shear,  and  B.M.  Diagrams. 

— Let  A  c'  d'  b,  Fig.  58,  represent  the  load  curve  on  a  span  a  b. 
Consider  any  point  p  along  the  span,  and  consider  a  short  piece 
c  D  of  the  load,  the  centre  of  which  is  at  distance  x  from  p. 

Then  the  shear  at  p  due  to  this  piece  of  the  load  will  be  equal 
to  the  area  of  the  portion  c  d  of  the  load  curve.     Therefore  the 


Fig,  oS,— Relation  hehreen  Load,  Shear,  and  B,M»  Diagrams, 

total  shear  Sp  at  p  will  be  equal  to  the  area  of  the  load  curve  up 
to  that  point. 

But  we  have  seen  (p.  57)  that  a  sum  curve  is  such  that  its 
ordinate  at  any  point  represents  the  area  of  the  primitive  curve  up 
to  that  point.  Therefore  the  shear  curve  is  the  sum  curve  of  the 
load  curve. 

Suppose  b'  F  E  G  a'  is  the  sum  curve  of  the  load  curve.  Now 
consider  the  B.M.  at  p. 

The  B.M.  at  p  due  to  the  portion  c  d  of  the  load 
=  given  portion  of  load  x  x. 
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Now  if  E  and  f  are  the  corresponding  points  on  the  shear 
curve,  the  difference  of  the  ordinates  at  c  and  d  gives  the  load  on 
the  portion  c  d. 

.*.  Load  on  portion  c  d  =  e  Fj. 

.*.  B.M.  at  p  due  to  portion  cd  =  ef^  x  :r. 

.'.  Shaded  portion  e  f  Fg  Ej  represents  the  B.M.  at  p  due  to 
the  portion  c  d  of  the  load. 

.-.  Total  B.M.  at  p  =  Mp  =  area  of  shear  diagram  up  to  p. 

Thus  the  B,M.  curve  is  the  sum  curve  of  the  load  curve. 

So  that  by  drawing  the  sum  curve  b  j  h  of  the  shear  curve  we 
get  the  B.M.  curve. 

Scales. — If  \"  ^  x  tons  per  foot  is  the  scale  of  the  load 
curve,  and  p^  is  the  polar  distance  measured  on  the  space  scale 
for  obtaining  the  shear  curve,  then  the  scale  of  the  shear  curve 
i"  =  /j  <c  tons.  If /g  is  the  polar  distance  from  which  the  B.M. 
curve  is  obtained,  measured  on  the  space  scale,  the  B.M.  scale 
will  be  i"  =  /2/1  ^  ^oot  tons. 

Point  of  Maximum  B.M. — If  the  B.M.  is  a  maximum,  the 
tangent  to  the  curve  at  this  maximum  must  be  horizontal,  and 
therefore  the  corresponding  ordinate  on  the  shear  diagram  must 
be  zero  in  order  for  the  line  through  the  pole  to  be  also 
horizontal. 

Thus  we  get  the  rule  that  the  maximum  B.M.  occurs  where 
the  shear  is  zero. 

The  base  lines  ss  and  mm  of  the  shear  and  B.M.  curves  depend 
on  the  manner  in  which  the  ends  are  fixed.  If  one  end  is  free, 
the  shear  and  B.M.  at  this  point  are  zero.  If  one  end  is  freely 
supported  the  shear  at  this  point  will  be  equal  to  the  reaction, 
and  the  B.M.  will  be  zero. 

The  above  relations  are  expressed  mathematically  as  follows  : 
Let  the  load  at  any  point  at  distance  x  from  the  origin  be  F  (x) 

Then  the'  shear  at  the  point  will  be  =  /  F  {x)  dx  +  c^  and 

the  B  M  will  ht  ^  ¥  {x)  dx  ■{■  c^x  +  c.^. 

The  integration  constants  r^  and  c^  depend  on  the  manner  in 
which  the  ends  are  fixed,  and  correspond  to  the  base  lines  above 
referred  to. 
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B.M.  and  Shear  Curves  for  Ships. — One  of  the  best 
examples  of  the  application  of  the  sum-curve  construction  to 
shear  and  B.  M.  curves  is  to  be  found  in  the  case  of  ships.  Every 
ship  must  be  looked  upon  as  a  beam  subjected  to  a  complex 
system  of  loading,  and  in  the  case  of  large  ships  the  shear  and 
B.M.  diagram  should  be  drawn  from  the  proposed  dimensions 
and  loads  before  building. 

The  ship  is  divided  up  into  a  number  of  sections  by  planes 
drawn  at  short  distances  apart  at  right  angles  to  the  length  of  the 
ship.  The  volume  of  fluid  displaced  between  each  section  up  to 
the  proposed  water-line  in  smooth  water  is  then  calculated.  The 
weight  of  each  of  these  volumes  of  water  is  then,  by  the  principles 
of  Hydrostatics,  ecjual  to  the  upward  pressure  of  the  water  on 
each  section.  In  this  way  the  upward  pressure  per  foot  length  of 
the  ship  at  various  points  of  the  ship's  length  is  obtamed,  and 
by  i)lotting  these  pressures  along  a  base  representing  the  length 
of  the  ship  we  get  a  curve  called  the  curve  of  buoyancy  in  smooth 
zvater.  This  is  the  curve  a  d  b  (Fig.  59),  and  the  area  of  the 
curve  of  buoyancy  is  ecjual  to  the  total  upward  pressure  of  the 
water  on  the  ship.  The  weight  of  the  ship,  including  the 
structure,  engines,  probable  cargo,  &c.,  is  then  calculated  for 
each  section,  and  the  weight  per  foot  length  of  the  ship  is  then 
plotted  along  the  base  a  b  to  the  same  scale  as  the  pressures, 
and  the  resulting  curve  is  called  the  curve  oftveights. 

The  area  of  the  curve  of  weights  a  c  b  is  then  equal  to  the 
total  weight  of  the  ship,  and  as  the  total  weight  of  the  ship  must 
be  ecjual  to  the  total  upward  pressure  of  the  water,  the  area  of  the 
curve  of  buoyancy  must  be  ecjual  to  the  area  of  the  curve  of 
weights.  The  difference  between  the  curve  of  weight  and  the 
curve  of  buoyancy  then  gives  the  loads  which  the  ship  has  to 
carry  as  a  beam,  and  when  plotted  on  a  fresh  base  a^b^  gives  the 
load  curve. 

The  points  E  f  at  which  the  load  curve  .crosses  the  base  line 
are  called  '  water-borne '  sections,  and  at  these  sections  the  shear 
will  be  a  maximum.  On  finding  the  sum  curve  of  the  load  curve 
we  obtain  the  shear  curve,  and  on  sum-curving  this  we  obtain  the 
B.M.  curve. 

The  above  curves  apply  only  to  the  ship  when  in  smooth 
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water.  When  in  rough  water  the  problem  becomes  more  difficult 
of  solution,  but  the  two  principal  cases  to  consider  ^re  those  when 
a  wave   crest    comes    amidships    and   causes  *  hogging  strains/ 


4 


Cvrtfe  of  tvei^la 


Cunc  cfBuo^fanof  in  smooth  i^ler 


3.n    Cur  KG 


B, 


Fig.  59. — B.M.  and  Shear  Curves  for  Ships. 


and  when  a  wave  hollow  comes  amidships  and  causes  ^sagging 
strains.*  The  figure  shows  these  extreme  cases  diagram- 
matically. 

The  full  discussion  of  this  problem  is  beyond  the  scope  of 
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this  work,  and  for  further  information  the  reader  is  referred 
to  books  dealing  particularly  with  the  subject,  such  as  Sir 
William  White's  Naval  Architecture. 

^sTons  Zlons 


Fig.  60. 


Steps  in  Shear  Curves. — In  practice  it  is  impossible  to  get 
absolutely  sharp  steps  in  shear  diagrams,  because  the  load  cannot 
be  transmitted  at  a  mathematical  point,  but  must  be  distributed 
over  a  short  length.  This  has  the  effect  of  slightly  rounding 
off  the  corners  of  the  shear  diagram  as  shown  exaggerated  in 
dotted  hnes  on  Fig.  6i,  p.  131. 
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Numerical  Examples. 

{\)  A  freely  supported  beam  of  20ft.  span  carries  a  uniformly 
dis&ibuted  load  of  5   tons^  and  isolated  loads  of  3   a?id  2  tons^  at 
distances  respectively  of  4  and  5  //.  from  the  ends  {see  Fijr.  60). 
We  have  first  to  get  the  reactions  Ra  and  Rb. 
Take  moments  round  B.  ^ 

RaX20=5x  I0  4-3X  16  +  2x5 
=  50  4-  48  -h  10  =  108 

.-.  Ra  =  —   =  54  tons 

.'.  Rb  =  10  -  5*4  =  46  tons. 

The  shear  diagram  then  comes  as  shown  in  the  figure,  the  amounts 
of  the  steps  being  equal  to  the  isolated  loads.  The  point  at  which  the 
shear  is  nothing  is  found  as  follows  : — 

Let  it  be  at  distance  x  from  B.     Then 

S  .r  =  o  =  Rb  -  2  -  / .  .r 

=  4-6   -  3  -  H 

^  20 

=      26 

4 

.-.  -^  =   2-6 
4 

X  =  10*4  feet. 
The  B.M.  at  this  point  will  be  a  maximum,  and  will  be  equal  to 

M.r  =  Rb  X  10*4  -  2  (10*4  -  5)  -  -.  i^A_ 

4       2 
=  47-84  -   IO-8   -   13-52 

=  23-52  ft.  tons. 
The  B.M.  diagram  will  consist  of  a  parabola  for  the  uniformly  dis- 
tributed load,  the  max.  ordinate  of  which  is  equal  to  ^— ^ —  =12-5  ft.  tons. 
The  B.M.   diagram    for    each    of    the    isolated    loads  will  be  a  tri- 
angle,  the   respective  heights  being   ^ — =  9*6  ft.  tons,   and 

2  X  c  X  1 1« 

~  =  7  *  5  ft.  tons.     Combining  these  three  figures  we  get  the 

B.M.  diagram  shown  on  the  figure,  and  on  scaling  off  the  maximum 
ordinate  it  will  be  found  to  be  23*5  tons. 

Note. — In  all  constructions  where  diagrams  are  going  to  be  added 
together,  such  diagrams  must  of  course  be  drawn  to  the  same  scale. 

K 
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(2)  A  girder  of  2^  ft.  span  is  supported  at  one  end,  and  rests  on  a 
column  at  a  point  d  ft.  from  the  other  end.  The  girder  carries  a  uni- 
formly distributed  load  of  6  tons  and  an  isolated  load  of  2  tons  at  the 
free  end.     Draw  the  shear  and  B.M.  curifes. 

To  find  the  reactions  take  moments  round  A  (Fig.  61).     Then 

p  18  Rb  =  6  X  12  +  2  X  24  =  120 

120 
.*•  Rb  =  -Q    =  6§  tons 
lo 

.'.  Ra  =  8  -  6S  =  li  tons. 

The  shear  at  C  will  be  =  2  tons.  It  then  increases  until  the  point 
B  is  reached,  when  its  value  becomes  equal  to  3*5  tons.  It  then  sud- 
denly changes  sign  to  a  value  3*17  tons,  and  then  decreases  uniformly 
to  the  end  A,  where  the  value  comes  i  "33.  The  shear  diagram  then 
curves  as  shown  in  the  figure,  the  dotted  lines  indicating  what  occurs 
in  practice  owing  to  the  impossibility  of  getting  the  loads  and  reactions 
concentrated  on  a  mathematical  point. 

Considering  first   the  B.M.  for   the   isolated   and  uniform  loads 

separately,  the  B.M.  curve  due  to  the  isolated  load  will  come  as  shown 

in  the  figure,  the  B.M.  at  B  being  equal  to  6  x  2  =  12  ft.  tons.    Now, 

considering  the  uniform  load,  the  diagram  for  the  portion  B  c  will  be  a 

i>V^      I     ^ 
parabola  with  vertex  at  c,  the  ordinate  B^  D  at  Bj  being  =  — —  ~  2  ^  2 

=  4'5  ft.  tons.  Then  between  B  and  A  the  B.M.  curv^  due  to  this  over- 
hanging load  will  be  the  straight  line  A^  D,  as  such  overhanging  load 
requires  an  isolated  balancing  load  at  A. 

The  B.M.  curve  for  the  portion  ab  will  be  a  parabola  of  central 
jf  I'l        I       1 32 
height  =     j>—  ~  ~  ^    Q    —  JO*i2  ft.  tons,  the  shaded  portion  being  the 

resulting  curve  for  the  central  and  overhanging  portions  of  the  uniform 
load.  Combining  these  diagrams  we  get  the  resulting  B.M.  curve  as 
shown,  the  max.  B.M.  occurring  at  B,  and  being  equal  to  i6'5ft.  tons. 

(3)  A  beam  of  20  ft.  span  carries  loads  of^^l,  1  and  2  tons,  as  shown 
on  Fig.  20.     Determine  graphically  the  maximum  B.M, 

Draw  the  B.M.  curve  by  the  link  and  vector  polygon  construction 
as  shown  in  Fig.  55.  Take  the  space  scale  i"  =  4ft.  ;the  load  scale 
i"  =  2  tons  ;  and  the  polar  distance  i  J  inches.  The  maximum  ordinate 
of  the  B.M.  curve  will  then  be  found  to  be  1*09  inches.  The  scale  of 
this  will  be  i"  =  ij  X  4  X  2  =  loft.  tons. 

.'.  Maximum  B.M.  =  10*9  ft.  tons. 
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(4)  A  barj(c  80//.  long  has  for  its  curve  of  buoyancy  a  rectangle^  its 
cnun  weight  being  uniformly  distributed.  It  is  loaded  with  40  tons  of 
bricks,  so  that  all  vertical  sections  are  trapezia  with  the  horizontal  sides 
80//.  and  40//.  long.     Draw  curves  of  shear  and  B.M. 

If  the  curve  of  buoyancy  of  the  barge  is  a  rectangle,  and  its  weight 
is  uniformly  distributed,  then  the  curves  of  weight  and  buoyancy  for 
the  barge  itself  will  neutralise  each  other,  and  there  will  be  no  shear  or 
B.M.  due  to  such  weight.  The  curve  of  buoyancy  due  to  the  load  will 
be  a  rectangle  of  height  equal  to  half  ton  per  foot  run,  since  the  total 
load  is  40  tons. 


^    Cary:e  of  i^mi^fs 


Fig,  62. — Loaded  Barge, 


The  curve  of  weights  will  then  be  a  trapezium  of  area  representing 
40  tons  and  parallel  sides  of  40  ft.  and  80  ft. 

.-.  Height  of  trapezium  =  i  7        ,   o  \  =  -  ton  per  ft.  run. 

The  difiference  between  the  curves  of  weights  and  buoyancy  gives 
the  load  curve  shown  shaded  on  Fig.  62,  the  water-borne  sections  E  F 
occurring  at  distances  1 5  ft.  from  either  end.    On  taking  the  sum  curve 
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of  the  load  curve  we  get  the  shear  curve  A^  K^  G  F^  Bj  and  on  again 
sum-curving  this  we  get  the  B.M.  curve  A^  Gj  Bi.  The  scales  may  be 
worked  as  follows: — Let  the  space  scale  be  i"  =  10 ft.  and  the  load 
scale  i''  =  J  ton  per  ft.  Then  if  the  shear  curve  be  drawn  with  a  polar 
distance  of  2  inches,  i.e.  20  ft,  the  shear  scale  is  i"  =  ^  x  20  =  5  tons. 
If  the  B.M.  curve  is  drawn  with  a  polar  distance  of  2",  />.,  20  ft., 
then  the  B.M.  scale  will  be  i"  =  20  x  5  =  100  ft.  tons. 

It  will  be  found  that  the  maximum  shear  is  3f  tons,  this  at  E^  and 
Fi,  and  the  maximum  B.M.  is  88  9  ft.  tons  at  the  centre. 

Note. — The  curves  in  the  figure  are  not  drawn  to  scale. 
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In  all  the  cases  that  we  have  considered  up  to  the  present  all 
the  loading  has  been  at  right  angles  to  the  length  of  the  beam. 
We  will  now  consider  some  cases  in  which  this  is  not  the  case, 
and  will  take  both  horizontal  beams  with  non-vertical  loads  and 
sloping  beams.  The  principal  difference  in  this  case  is  that  there 
will  be  thrust  in  the  direction  of  the  beam,  and  we  shall  have  a 
curve  of  thrust  in  addition  to  the  curves  of  shear  and  B.M. 

The  general  rule  is  to  resolve  all  forces,  including  the 
reactions,  along  and  perpendicular  to  the  beam.  From  the 
forces  along  the  beam  a  curve  of  thrusts  can  be  drawn,  and  from 
the  forces  perpendicular  to  the  beam  the  curves  of  shear  and 
bending  moment  are  drawn  in  the  ordinary  manner. 

We  will  define  the  thrust  at  any  point  of  a  beam  as  the  sum 
of  the  components  in  the  direction  of  the  beam  of  all  the  forces  to 
the  right  of  it,  remembering  that  if  the  thrust  is  negative  it 
becomes  a  pull. 

Case  i.  Horizontal  Beam  Freely  Supported  subjected 
TO  Inclined  Loads. — Let  a  beam  a  b  have  inclined  forces  F^ 
and  Fg  (Fig.  63)  meeting  the  <:entre  line  in  c  and  d.  Let  the 
end  A  rest  on  a  free  support  and  let  the  end  b  be  freely  supported, 
but  prevented  from  longitudinal  movement  as  shown.  If  the 
resultant  of  F^  and  Fg  acted  towards  the  end  a,  then  this  end 
would  have  to  be  prevented  from  movement.  Resolve  the  forces 
Fj  and  Fg  into  vertical  and  horizontal  components  W^Wg  and 
Qi  Q2  respectively. 

Then  Rb  will  be  inclined,  the  vertical  component  Wg  being 
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that  found  by  considering  the  forces  W^  Wg  in  the  ordinary  way 
and  the  horizontal  component  Qb  being  equal  to  Qj  and  Q^. 

The  reaction  R^  will  be  vertical,  and  will  be  obtained  by 
considering  the  forces  W^  and  W^  in  the  ordinary  way. 

If  the  resultant  of  F^  and  F.^  were  found  it  would  pass  through 
the  intersection  of  R^  and  Rb,  since  three  forces  in  equilibrium 
must  pass  through  a  point. 


Thrust  Oiaqmm 
Fig,  63. — Beam  with  Inclined  Locida. 

The  shear  and  B.M.  diagrams  are  then  found  in  the  usual 
way  for  weights  W^  and  W.^,  and  are  as  shown. 

The  thrust  diagram  is  obtained  by  plotting  up  at  each  point 
the  value  of  the  thrust,  and  this  comes  as  shown.  The  same 
method  applies  for  any  number  of  loads,  two  having  been  chosen 
to  give  simplicity  of  figure. 
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Case  z.  Inclined  Beam  with  Vertical  Loads — Reactions 
Parallel. — Let  an  inclined  beam  a  b  (Fig.  64)  be  supported 
freely  at  a  and  pin-jointed  at  b.     Then  if  it  be  subjected  to 


Thruat  Diaqfam 


Fig,  64. — Inclined  Beam  tcith  Lowei*  End  freely  Supported. 

vertical  forces  F^  and  V^  ^^  ^  ^^^  ^>  *^^  reaction  at  a,  and 
therefore  also  that  at  b,  must  be  vertical,  their  values  being  found 
in  the  ordinary  manner. 

Now  resolve  the  weights  and  reactions  along  and  perpendicular 
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to   the    beam,  obtaining  weights    Wg,  VV^,  Wg,  W^,  and  thrusts 

Qb,  Qi,  Q.>,  Qa. 

Then  the  B.M.  diagram  can  be  drawn  either  on  a  sloping 
base  A  B  or  the  projected  horizontal  base  a^Bj. 
Mi,  =  Wb  X  db 
D  B        Rb 

''"^-  =  w; 

.*.     Wb  X  db  =  Rb/i 

.*.  We  see  that  for  a  sloping  beam  with  vertical  reactions  the 
B.M.  diagram  is  the  same  as  for  a  horizontal  beam  of  the 
same  span  as  the  horizontally  projected  length  of  the  sloping 
beam. 

The  B.M.  at  a  point  p,  for  example,  is  obtained  by  drawing  a 
vertical  through  it,  ab  representing  the  B.M. 

The  shear  and  thrust  diagrams  are  obtained  as  shown,  and 
will  be  easily  followed  from  the  figure. 

Case  3.  Inclined  Beam  with  Vertical  Loads  —  Top 
Reaction  Horizontal. — In  this  case  the  resultant  load  must 
first  be  found.  Let  this  resultant  act  down  the  line  x  x 
(Fig.  65).  The  reaction  Rb  at  B  must  be  horizontal,  so  draw 
bx  horizontal,  then  if  this  meets  the  line  xx,  R^  must  also 
pass  through  x,  so  that  by  joining  a  x  we  get  the  direction 
of  Ra.  The  values  of  R^  and  Rb  are  then  found  by  a  triangle 
of  forces  a,  ^,  r. 

Now  resolve  the  weights  and  reactions  as  before  along  and 
perpendicular  to  a  b.  The  perpendicular  components  will  be  the 
same  as  before,  and  so  the  B.M.  and  shear  diagrams  will  be  the 
same  as  in  the  previous  case  (Fig.  64). 

The  thrusts  will  be  different,  and  will  be  as  shown  on  the 
figure,  which  will  be  clearly  followed. 

Case  4.  Sloping  Cantilever. — This  is  worked  in  a  similar 
manner.  Consider  for  example  a  uniform  load  of  intensity  /  on 
a  cantilever  of  length  /  at  an  inclination  0  (Fig.  65a).  The 
B.M.  curve  will  be  a  parabola.     Its  maximum  ordinate  will  be 

f)  I'l  cos  a 

^  '     ,  because  the  total  weight  will  be  /  /,  and  it  acts  at  a 

distance  -  ?5i_  from  the  abutment.     The  shear  diagram  will  be 
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a  sloping  straight  line,  the  maximum  shear  being  /  /  cos  « ;  the 
thrust  diagram  will  also  be  a  sloping  straight  line,  the  maximum 
thrust  being  /  /  sin  ft 


Thrust  Dtaaram 
Fig.  65. — Inclined  Beam,  with  Top  End  freely  Supported, 


General  Case  of  Shear,  Thrust,  and  Bending 
Moment. — Line  of  Pressure. — We  have  seen  in  all  the  cases 
that  we  have  considered  up  to  the  present  that  we  have  to  know 
the  reactions  before  we  can  determine  the  shear,  thrust,  and 
bending  moment.  We  will  now  consider  any  beam  or  rib  whose 
centre  line  is  a  b,  and  which  is  acted  on.  by  any  system  of  forces 
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acting  in  the  same  plane,  say  forces  F^,  Fg,  Fg  (Fig.  66),  and  let 
the  reactions  be  known  in  magnitude  or  direction,  and  be  equal 
to  R^  and  Rb-  Numbering  the  spaces  between  the  forces  as 
before,  draw  a  vector  figure  o,  i,  2,  3,  x. 


Fig,  60a. — Sloping  Cantilever  tvith  Uniform  Load, 


Now  taking  x  as  a  pole  and  making  the  first  link  coincide 
with  Ru  the  first  force^  draw  the  link  polygon  B,  a,  ^,  r,  A,  the  last 
link  c  A  coinciding  with  the  reaction  R^  if  correctly  drawn. 
Then  this  link  polygon  is  called  the  line  of  pressure  of  the 
structure. 


Sheary   Thrust^  and  Bending  Moment. 
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Now  suppose  the  forces  F^  Fo  F3  meet  the  centre  line  of  the 
jtructure  in  points  d,  e,  &c. 

Consider  a  cross  section  at  any  point  p^  between  b  and  d. 
The  stresses  in  the  material  across  this  -section  must  keep  in 
equilibrium  all  the  forces  to  cither  side  of  it,  /.^.,  the  force  Rb. 
Produce  the  cross  section  to  meet  the  line  of  action  of  Rb  in  l^  a 
point  called  the  load  point  for  the  given  cross  section. 


LINE,  or  pf^^^^m  I 


Fig,  66. — Line  of  Pressure. 


If  Qi  and  S^  are  the  components  of  Rb,  perpendicular  to  and 
ilong  Pj  Lj,  then  the  shear  at  the  point  p,  is  equal  to  S^ ;  the 
hrust  is  equal  to  Q^ ;  and  the  B.M.  is  equal  to  Q^  x  p^  l^. 

Similarly  consider  the  cross-section  at  a  point  p^  between  d 
nd  E.  The  forces  to  the  top  of  the  section  are  Rb  and  F^ ; 
heir  resultant  is  x  i,  and  it  acts  down  the  line  of  pressure  a  b. 
^et  the  cross  section  at  P2  meet  the  portion  ab  o{  the  line  of 
ressure  ox  ab  produced  in  Lg,  then  l.^  is  the  load  point  for  the 
ross   section  at  p,  and  by  resolving  x  i  perpendicular  to  and 


Fig.  67.— Line  of  Pressure  for  Crane. 
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along  Po  L2  we  get  the  shear,  thrust,  and  bending  moment  as 
before.  This  coinstruction  is  applicable  to  any  structure,  the 
only  difficulty  which  occurs  in  many  cases  being  the  determina- 
tion of  the  directions  or  values  of  Ra  and  Rb- 

We  shall'  deal  at  considerably  further  length  with  the  line 
of  pressure  in  considering  the  stability  of  arches  and  of  masonry 
structures  generally. 

Consider  for  example  the  case  of  a  curved  crane  provided 
with  a  ball  or  roller  bearing  at  a,  and  having  a  pivot  in  the  pit  at 
B  (Fig.  67). 

The  load  W  is  carried  from  a  pulley  c,  the  chain  carrying 
which  is  fixed  to  the  crane  at  a  point  g,  and  passes  over  pulleys 
D,  E,  F,  and  then  passes  off  the  crane  to  the  hoisting  mechanism. 

W 
The  tension  in  the  cable  is  then  — . 

2 

^ow  commence   drawing   the   vector   figure   by  taking  o,  i 

W 

vertical  to  represent  —   and  i,  2  parallel  to  the  chain  between 
2 

D  and  E,  then  o,  2  gives  the  force  Fj  on  the  pulley  d.     The  next 

W 

force  is  a  vertical  one,  — ,  acting  through  g,  so  draw  2,  3  vertically 
2 

W  W 

and  equal  also  to  — .     Next  draw  3,  4  and  4,  5  equal  to  —  and 
2  2 

parallel  respectively  to  the  chain  between  d  e  and  e  v  ;  then  3,  5 

is  equal  to  Fg  and  if  4,  6  is  drawn  parallel  to  the  chain  between 

W 

F  and  H,  and  is  equal  to  — ,  then  5,  6  gives  F3. 
2 

Taking  the  pole  x  at  the  point  o,  and  making  the  first  link 
coincide  with  F^,  we  get  the  point  a  on  the  line  of  pressure. 
Then  ab,bc,cd  are  drawn  parallel  respectively  to  o,  3 ;  o,  5 ;  o,  6, 
the  point  d  being  on  the  horizontal  line  through  a,  since,  owing 
to  the  roller  bearing,  R^  must  be  horizontal.  If  ^  is  now  joined 
to  B  we  get  the  direction  of  the  reaction  Rg  at  b,  and  by  drawing 
6,  7 ;  o,  7  on  the  vector  figure  parallel  to  Ra  and  Rb  respectively, 
we  get  the  values  of  the  reactions.  Then  if  k  represents  any 
point  on  the  centre  line  of  the  crane,  and  a  cross  section  is  drawn 
to  meet  the  line  of  pressure  in  l,  l  is  the  load  point,  and  if  o,  5 
is  resolved  along  and  parallel  to  k  l  to  give  components  S  and  Q 
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respectively,  then  the  shearing  force  across  the  cross  section  is 
S ;  the  thrust  is  Q,  and  the  B.M.  is  Q  x  k  l. 

For  B.M.  and  shear  diagrams  for  rolling  loads,  fixed  beams, 
and  continuous  beams,  and  for  the  lines  of  pressure  for  various 
structures  the  reader  should  consult  the  subsequent  chapters. 

A  summary  of  the  maximum  B.M.  and  shear  for  various  kinds 
of  beams  and  loading  will  be  found  on  p.  288. 


CHAPTER   VI. 


STRESSES   IN   BEAMS. 

We  have  seen  in  the  previous  chapter  how  the  bending  moment 
and  shearing  force  at  different  points  along  a  beam,  loaded  in 
various  manners,  can  be  found ;  our  next  problem  is  to  find  the 
relations  between  these  quantities  and  the  stresses  occurring  in  the 
beam. 

We  shall  get  a  good  preliminary  idea  of  the  stresses  occurring 


'  e  n  a  ]  o  r\ 


® 

Fig,  68. — Stresses  in  Beams, 

in  beams  by  considering  a  model  devised  by  Prof.  Perry.  Suppose 
that  a  beam  fixed  at  one  end  carries  a  weight,  W  (Fig.  68),  at  the 
other  end,  and  that  it  is  cut  through  at  a  certain  section.  Then  the 
right-hand  portion  can  be  kept  in  equilibrium  by  attaching  a  rope 
to  the  top  and  passing  over  a  pulley,  a  weight  W  being  attached  to 
the  other  end  of  the  rope,  and  by  placing  a  block  b  at  the  lower 
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portion  of  the  section  and  a  chain  a  at  the  upper  portion.  Then 
the  pull  in  the  rope  overcomes  the  shearing  force ;  and  the  block  b 
carries  a  compressive  force  c,  and  the  chain  a  carries  a  tensile 
force  T.  Since  these  are  the  only  horizontal  forces,  they  must  be 
equal  and  opposite,  and  thus  form  a  couple.  Then  the  moment  of 
this  couple  must  be  equal  and  opposite  to  the  couple,  due  to  the 
loading,  which  we  have  called  the  bending  moment 

In  the  actual  beam,  owing  to  the  deflection  which  takes  place, 
the  material  on  one  side  of  the  beam  will  be  stretched,  and  the 
material  on  the  other  side  will  be  compressed,  so  that  at  some 
point  between  the  two  sides  the  material  will  not  be  strained  at 
all,  and  the  axis  in  the  section  of  the  beam  at  which  no  strain 
occurs  is  called  the  neutral  axis  (N.A.).  We  see,  therefore, 
that : — The  neutral  axis  is  the  tine  in  the  section  of  a  beam  along 
which  no  strain^  and  therefore  no  stress,  occurs. 

In  an  elevation  of  a  beam  there  is  also  a  line  of  no  strain  or 
stress,  which  may  also  be  termed  a  neutral  axis.  These  two  axes 
are  really  the  traces  of  a  neutral  surface. 

If  we  know  the  manner  in  which  the  strain  varies  from  the 
neutral  axis  to  the  outer  sides  of  the  beam,  from  a  knowledge  of 
the  relation  between  stress  and  strain  we  can  find  the  stresses  at 
different  points  across  the  beam,  remembering  that  the  total  com- 
pressive stress  must  be  ecjual  to  the  total  tensile  stress,  and  the 
moment  of  their  couple  must  be  equal  to  the  bending  moment 
The  moment  of  the  couple  due  to  the  stresses  is  often  called  the 
moment  of  resistance. 

Assumptions  in  Ordinary  Beam  Theory. — We  will  first 
make  the  following  assumptions  with  regard  to  the  bending  of 
beams,  and  from  such  assumptions  we  will  deduce  a  relation 
between  the  maximum  stresses,  due  to  bending  at  any  cross  section 
and  the  bending  moment :  — 

(a)  That  for  the  material  the  stress  is  proportional  to  the 
strain,  and  that  Young's  modulus  (E)  is  equal  for  tension 
and  compression. 

{b)  That  a  cross  section  of  the  beam  which  is  plane  before 
bending  remains  plane  after  bending.  ^ 

(c)  That  the  oiiginal  radius  of  curvature  of  the  beam  is  very 
great  compared  with  the  cross-sectional  dimensions  of  the 
beam. 
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H5 


We  will  also  for  the  present  restrict  our  investigation  to  the 
case  of  simple  bending,  />.,  that  in  which  the  following  conditions 
hold :  - 

(i)  There  is  no  resultant  thrust  or  pull  across  the  cross  section 

of  the  beam. 

(2)  The  section  of  the  beam  is  symmetrical  about  an  axis 

through  the  centroid  of  the  cross  section  parallel  to  the 

plane  in  which  bending  occurs. 

To  get  a  clear  idea  of  the  stresses  in  beams  it  is  absolutely 

necessary  to  have  a  clear  idea  of  the  assumptions  involved  in 


^.-/yp 


Tensi 


Cross  -section 


Diagram  of 
htensiTu  of  Stress 


Fig.  69. — Stresses  in  Beams, 


formulating  any  particular   theory,   and   of  the   effect   of  such 
assumptions  on  the  results. 

J^t  A  B,  Fig.  69,  represent  the  cross  section  of  a  beam  which 
has  been  bent  (the  amount  of  bending  having  been  exaggerated). 
Before  bending,  the  line  a  b  had  the  position  a^  b^,  so  that  b  b^ 
represents  the  maximum  tensile  strain,  and  aa^  the  maximum 
compression  strain.  From  our  assumption  (d),  called  Bernoulirs 
assumption  a^  b^  and  a  b  are  both  straight  lines.  The  neutral  axis 
then  passes  through  c,  the  point  of  no  strain,  antl  it  follows  from 
the  above  assumptions  that  the  strains  are  proportional  to  the  dis- 

L 
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tances  from  the  N.A.  From  assumption  (a)  it  follows  that  the 
diagram  of  intensity  of  stress  is  also  a  sloping  straight  line,  Ag  b.,, 
the  portions  a^  c  and  Cg  a  being  continuous,  because  Young's 
modulus  is  equal  in  tension  and  compression. 

It  is  clear  that  the  maximum  stresses  in  compression  and  ten- 
sion occur  at  the  points  a  and  B,  and  let  these  htfc  and/t  respec- 
tively, dc  and  d^  being  the  distance  a  c  and  b  c. 

Position  of  Neutral  Axis.— Now  consider  an  element  of 
area  a  at  a  point  p  at  distance  p  n  from  the  N.A. 

Then  the  stress  at  the  point  p  is  equal  to  p^  Pg 

But  ^^  =  ^^  =  ^ 

Pj  G  AC  dc 

••.    Pi  Po    =     4       X     P,C 


dc 

/c 

dc 


X    PN 


.'.  Stress  carried  by  the  element  =  a  x  -^  x  pn 

dc 

.'.  Total  stress  carried  by  section  above  N.A.  =  Sa  x-^x  pn 

dc 

=  -^  Sa  X  PN 

=  -^  X  first  moment  of  area  above  N.A.  about  N.A. 

Similarly  if  an  element  of  area  at  a  point  p^  be  considered,  we 
see  that 

Total  stress  carried  by  section  below  N.A. 

=  -^  X  first  moment  of  area  below  N.A.  about  N.A. 

But  we  have  seen  that  the  total  tension  T  must  be  equal  to  the 
total  compression  C,  and  it  follows  from  assumptions  (a)  (b)  that 

dc  d^ 
.-.  we  see  that  the  first  moment  of  the  areas  above  and  below 
the  N.  A.  about  the  N.A.  are  equal  and  opposite  in  sign.  There- 
fore, the  total  first  moment  of  the  whole  area  about  the  N.A,  is 
zero.  But  we  have  seen  that  the  first  moment  of  an  area  is  zero 
about  a  line  through  the  centroid. 
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Therefore,  in  simple  bending  ivith  the  given  assumptions^   the 
neutral  axis  passes  through  the  centroid. 

The   Moment  of  Resistance  (M.R.) — We  have  proved 
that  the  stress  carried  on  an  element  a  of  area  about  a  point  p  is 

equal  to  a   x  -^  x  p  n 

The  moment  of  this  stress  about  the  N.A. 
=  stress  X  p  N 

/c 

.*.  Total  moment  of  all  the  stresses  over  the  cross  section 

=  -^  S  (a   X   p  n2) 

=  -^  (second  moment  of  whole  area  about  the  N.A.) 

dc 
But  the  total  moment  of  all  the  stresses  is  the  moment  of  the 
couple  which  we  have  called  the  moment  of  resistance. 

.-.  we  see  that  M.R.  =  Ai  or-^^ 
dc        'di 

The  moment  of  resistance  must,  as  has  already  been  shown, 
be  equal  to  the  bending  moment,  which  we  will  call  M. 

...  M  =4^  or  4^ (i) 

It  will  be  seen  that  I,  d^  and  d^,  depend  merely  on  the  shape 
of  the  cross  section,  and  —  and  —   are  called  the  compression 

modulus  and  tension  modulus  respectively  of  the  section,  and  are 
written  Zc  and  Zf 

Thus  our  relation  becomes 

M  =/,Z,  =/Z,  ,....(2) 

In  practice  we  usually  want  to  know  f  and  /t  which  give  the 


\ 
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maximum  stresses  *  across  the  section,  and  so  we  will  write  tV^^ 
result  as  /•   _   M  ,   ^ 

^=1 <^> 

In  the  case  where  the  section  is  symmetrical  about  the  N.^^*^-» 
dc  is  equal  to  d^,  so  that  Zc  and  Zt  are  equal.  In  this  case,  thei — '  ^' 
fore,  /c  =  /t,  and  we  may  write  the  relation  as 

Numerical  Examples. 
The  following  numerical   examples   will  make  it  clear  how  tL     ^ 
stresses  in  beams  loaded  in  given  manners  can  be  found,  and  how  -^^ 
safe  load  can  be  found  for  a  beam  of  given  span  and  section. 

(i)  The  five  sections  «,  b,  r,  d,  e^  Fig.  70,  have  each  an  area  o^ 
4  sq,  ins.  Find  their  relative  strengths  as  beams  for  the  same  span^  if 
they  are  of  the  same  material. 

VVe  have  seen  that  M  =  /Z.  Now  if  all  the  beams  are  loaded  lit 
the  same  way,  M  will  be  proportional  to  the  load  they  can  carry,  and 
as /is  the  same  for  each,  we  see  that  their  relative  strengths  as  beams 
depend  on  their  values  of  the  modulus  of  each  section.  For  table 
of  second  moments,  see  p.  81. 

Section  a. 

T  _   b  h^       2x2^ 

Z  = 


12 

12 

I      I 
d     I 

2     X    2^ 

2 

X  8 

12  X  I  12 

=  I  "33  in.  units. 

Section  b.     This  is  composed  of  two  triangles. 

.*.  I  =  2  X  -- ,  //  in  this  case  being  the  height  of  the  triangle. 
12 

.  T  ^  2  X  2;828  X  1*414^ 

12 

d  =  1*414 

,  2  ^  2  X  2-828  X  1-414^  ^-  2_;828 

1*414  X   12  3 

=  '943  in.  units. 


4 
j7 H* 


@    y 

?l       N^' 

I. 


^    * 


-r 


H 


I' 


e' 


ExamfJe  I 


k^i^ 


Elxample  3 


RM  on  each  qrrJer 

Fig.  70. — Examples  of  Beams. 
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Section  c. 

J    ^    TV  d^    _    -K    X    2*26^ 

64  64 

d^  113 
.  7  _  TT  X  2*26^ 
'  ~  64  X  ri3 
=  ri3  in.  units. 

Section  d. 

I  =  2x4^  _  2  X   r8  X  2*5^ 
12  12 

=  1 0*67  -  4'69  =  5*98 
d=  2" 

.-.  z  =  5:98 

2 
=  2*99  in.  units. 

Section  e.     This  is  composed  of  three  rectangles. 

.-.  I  =  7.5.  X  2**  4.  2*4  ><J_4^  4.  75  X  2^ 
12  12  12 

=  •54-  -013  +  -5 
=  roi3 
rt'  =  i" 
.'.  Z  =  1*013  in*  units. 

We  see,  therefore,  that  the  order  of  the  sections,  from  strongest  to 
weakest,  is  d,  a,  r,  ^,  b. 

We  may  take  it,  as  a  rule,  that  the  strongest  beam  for  a  given  area 
of  cross  section  is  that  which  has  a  depth  as  great  as  is  practically 
possible,  and  which  has  as  much  as  possible  of  the  metal  at  the  outer 
portions  of  the  beam. 

{2)  A  girder^  of  20  //.  span  carries  a  ti?iiformly  distributed  load  of 
10  tons.,  and  a  central  load  of  \  tons.  Find  a  suitable  British  stafuiard 
beam  section  for  the  girder  if  the  niaxiinuni  stress  is  to  be  7  to?ts  per 
sq.  in. 

Its  maximum  B.M.  due  to  the  uniform  load  will  be  equal  to  — - 

(see  Fig.  54,  Cases  2  and  3) 

10  X  20  X   12  •„  .^„^ 

= -^ in.  tons 

0 

=  300  in.  tons. 

W   / 

The  maximum  B.M.  due  to  the  central  load  =  — 1— 

4 
_  4  X  20  X  12 

4 

=  240  in.  tons. 
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These  both  occur  at  the  same  point,  so  that  the  maximum  B.M.  due 
to  both  loads  =  540  inch  tons. 

Now  M  =/Z 

i.e.  540  =  T  Z 

.-.  z  =  542.  =  77-14  in.  units. 
7 
On  referring  to  the  table  of  standard  sections  (Appendix),  we  see 
that  the  section  having  the  nearest  modulus  to  this  is  a  14  x  6  x  57  lb. 
section  for  which  Z  =  76*12,  and  we  will  adopt  this  section  as  being 
sufficiently  strong. 

(3)  A  tank  which  weighs  \  ton  and  measures  10'  x  6'  x  3'  is  filled 
"^^zth  water ^  and  carried  on  three  girders  placed  lengthwise^  so  that  each 
g^^der  takes  an  equal  weight.  If  the  girders  are  6"  x  3"  x  12  Id. 
S  ^cindard  Beams  find  the  maximum  stress  in  eAch.  {A.M.I.C.E.  Feb. 
^Qoj.    Altered  slightly.) 

Weight  of  water  in  tank  =  ^9  --^-^  ^  ^-^'5  tons     . 

2240 

=  5 '02  tons. 

.'.  Total  weight  carried  by  girders  =  5*02+  '5  =  5*52  tons 

.'.  Maximum  B.M.  on  each  girder  =  5_L   x    — 

3  0 

=  27*6  in.  tons. 
Z  for  a  6'  X  3'  X  12  lb.  beam  is  6736  in.  units 

.*.  /=    ,— — ,  =  4*1  tons  per  sq.  in. 

(4)  A  cast-iron  beam  is  the  shape  of  an  inverted  T,  9  in.  deep  over  all^ 
'^^idth  of  flange  6in.^  thickness  of  web  and  flange  i  in.  If  its  length  is 
^2.  ft.  find  what  weight  at  the  centre  will  cause  a  tensile  stress  of  i  ton 
per  sq.  in.  in  the  flange.     What  would  the  maxifnum  compressive  stress 

then  be  ?    {A.M. ICE.  Oct.  igo2.) 

First  find  the  centroid  and  second  moment  of  the  section.  (See 
%  7I-) 

Area  of  section  =  A  =  9  x   i  +  5  x   i  =  14  sq  in. 

1st  Moment  about  base  =  Ad  =  {g  x  i)x?  +  2(2ix   1)  x  ~ 


2nd  Moment  about  base  =  Ix  = 


.d  = 

(9  X 

I)  X  2 

+    2  (2i    X 

= 

40-5 

+  2-5  = 

■  43 

d  = 

43  = 
14 

=  3  07  in. 

Ix    = 

I     X 

3 

_9%- 

X  2i  X   r'^ 
3 

= 

243  • 

f     1-67     = 

-■  244  67 
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.*.  2nd  Moment  about  parallel  line  through  centroid 
=  Ic  =  Ix  -  A//2 

=  244-67  -  14  X  3  072 
=  244-67  -  132-07 
=  112*6  in.  units. 
112*6   _  1 12-6 
5^93 


.-.   Zc  = 


9-307 
=  1899  in.  units. 

Zt  =  —  —    =  36-67  in.  units. 
3-07 
.'.  Safe  B.M.  in  tension  =  /  x  Zt 

=  36-67  in.  tons. 


Comf>ression 


Ihnsion 
Cost  Iron  Ream 


^/itcheJ  Seam. 


Fig.  71. 


Neglecting  weight  of  beam  itself,  if  central  load  is  W,  the  maxi- 
mum is  — 
4 

.-.  Maximum  B.M.  =  ^XZ=  ^Y  .^.JAAi?  =  36  W  in.  tons. 
4  4 


VV 


^—7^  =  102  tons. 
36 


The  compression  stress  -—.   ""  =  — ^.  ^  ^^  =  i*93  tons  per  sq.  in. 

5)  A  flitchcd  beam  consists  of  two  timbers^  each  9  in,  thick  and 
\6in.  decp^  and  a  steel  plate  placed  symmetrically  between  them^  the  steel 
plate  being  8  in,  deep  aftd  |  /;/.  thick.  If  E  for  timber  is  1,500,000  lb. 
per  sq.  in.  a?id  for  steel  30,000,000  lb.  per  sq.  in  ;  find  the  mcLxiinum 
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?nszle  stress  in  the  steel  plate  when  the  man'maim  tensile  stress  in  tlu 
'fnber  is  1000  lb.  per  sq.  in. 

Determine  also  far  the  same  intensity  (^stress  in  the  timber  the  pcr- 
'^n/age  increase  of  load  the  flitcked  heam  -will  cjrry  as  compared  -uith 
'^e  two  timbers  -when  not  reinforced  ^Htk  the  steel  plate.     *B.Sc.  Lond. 

Using  the  notation  gi\-en  on  p.  8a  w^e  sec  that  e  =  3'^-^'o°-ooo^  ^ 

I.^OOLOOO 

ee  Fig.  71). 

.  *.  The  steel  plate  is  equi^^alent  to  a  timber  20  times  as  indc.  /-if-,  a 
Tiber  15x8  ins. 

.  •.  For  the  equivalent  section  of  timber  for  the  mbole  flhcbcd  beam 
I    =  2  X  9  X  i6»  _  (15  -  Jj^ 
*  12  12 

=  6144  ^  608 
=  6752  in.  units. 
For  the  timber  beam  not  reinforced  I  =  6144. 
AVhen  the  stress  in  the  timber  at  the  octsSde  of  ibe  scctkin  3^ 
X^o  lb.  per  sq.  in.,  that  4  ins.  below  the  X-A-  />,.  at  tbe  maximum 
spth  of  the  equi^-alent  timber  plate  wiD  be 

4:  X  1000  =  500  lb.  per  sq.  5n. 

But  steel  carries  20  times  the  stress  in  tbe  timber  for  the  same  strain. 

.*.  Stress  in  steel  =  20  x  500  =  lojooo  lb.  per  sq.  in- 
For  the  flitch  beam  the  equi\:alent  modulus  is  :^^  =  844  in.  in;n5. 

.-.  Safe  B.M.  in  ft.  lb.  =  ^  <ifXJo  ^  ^^^^^ 
For  the  plain  timber  beam  Z  =  — ^^  =  768  :n.  nn;t5 

.-.  Safe  B.M-  in  ft.  lb.  =  ^^-  *^^  =  64jc<» 

12 

.'.  Increased  B.M.  carried  by  flitched  beam  =  6333 
.*.  '' '.  increase  =  ^  ^^^    x  100  =  99  '  , 

OLi^CXX> 

We  shall  have  ftirther  nmnencal  examples  on  the  $tre»ie5»  in 
Yearns  at  various  points  in  the  boc4L 

Influence  of  Shearing  Force  on  Stresses  in  Beams. 
—It  must  be  remembered  that  up  to  the  present  we  have  con- 
idered  only  the  tensile  and  compressive  Presses  due  to  the 
tending  moment     Besides  these  stresses  there  are  the  tangential 
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stresses  due  to  the  the  shearing  force.  The  resultant  stress  at  any 
internal  point  of  the  beam  is  the  resultant  or  principal  stress  of 
the  tangential  and  direct  stresses,  which  resultant  is  found  as 
shown  in  Chapter  I.  We  shall  deal  in  a  subsequent  chapter  with 
the  distribution  of  the  shearing  stresses  across  the  section  of  the 


/} 
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/ 
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"Resultant  Strain 


Combresai 


Tension ' 
Fig,  72. — Principal  Stresses  in  Beams. 

beam,  but  for  the  present  we  will  assume  that  the  shear  stress  is  a 
maximum  at  the  centroid  and  diminishes  to  zero  at  the  extremities. 
Fig.  72  shows  diagrammatically  the  shear  and  direct  stresses 
across  the  cross  section  of  a  beam  and  also  the  resultant  stresses 
which,  as  it  will  be  seen,  are  parallel  to  the  centre  line  of  the 
beam  at  the  extremities  and  are  perpendicular  to  it  at  the 
centroid 

If  the  principal  stresses  at  various  depths   be   found   for  a 
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number  of  cross  sections  at  various  points  along  the  span,  and 
the  points  of  equal  principal  stress  be  joined  up  by  a  curve,  we 
get  a  number  of  lines  of  equal  principal  stress.  Such  curves  will 
be  found  in  Rankine*s  Applied  Mechanics^  and  are  of  the  form 
shown  in  Fig.  72,  although  it  must  be  remembered  that  the  form 
of  such  curves  will  depend  on  whether  the  maximum  strain  or  the 
maximum  stress  is  considered  in  obtaining  the  principal  stresses. 

In  practice  it  will  be  found  that,  except  for  very  short  beams 
carrying  heavy  loads,  the  maximum  tensile  or  compressive  stress 
due  to  bending  moment  will  be  much  greater  than  the  maximum 
shear  stress,  so  that  the  consideration  of  stresses  due  to  bending 
moment  is,  as  a  rule,  considerably  more  important  than  that  of 
the  shear  stresses. 


CASES   WHERE   ASSUMPTIONS   OF   THE    BEAM 
THEORY  ARE   NOT  ALLOWABLE. 

Moment  of  Resistance  in  General  Case. — To  follow 
the  correct  theory  of  beams  it  is  not  necessary  to  make  any  of  the 
assumptions  previously  given,  and  we  will  now  find  the  moment 
of  resistance  in  the  most  general  case.  To  investigate  this,  we 
must  suppose  that  we  know  by  experimental  or  other  means  the 
shape  after  distortion  which  is  taken  up  by  a  cross  section  of  the 
beam  which  was  originally  •  plane.  We  must  also  know  the 
relation  between  stress  and  strain  for  the  material  of  which  the 
beam  is  composed. 

Let  A  B,  Fig.  73,  represent  the  elevation  of  a  cross  section 
of  a  beam  which  after  bending  is  strained  to  the  shape  d  c  e. 
Then  from  the  stress-strain  curve  and  from  the  shape  of  the 
cross  section  draw  a  curve  of  stress  d'  c  e'.  This  is  obtained  as 
follows  :  let  a  ^  be  any  ordinate  of  the  strain  diagram  ;  then  from 
the  stress-strain  curve  find  the  stress  corresponding  to  this  strain, 
and  multiply  the  stress  by  the  breadth  of  the  beam  at  the  given 
point,  and  plot  this  equal  to  a  b'  to  some  convenient  scale  ; 
joining  up  points  such  as  b'  we  get  the  stress  diagram. 

Now  let  the  area  of  the  stress  diagrams  be  Q  and  T  and  their 
centroids  g^  and  G.2.  Then,  of  course,  in  simple  bending  Q  and  T 
will  be   equal,  and  if  q  is  the   perpendicular  distance  between 
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the  centroid?,  the  moment  of  resistance  will  be  equal  to  T  x  ^ 
or  Q  X  $^. 

If  the  reader  fully  follows  this  general  method  with  regard 
to    the    stresses   in   beams,  he   should   not  have   the   difficulty 
commonly  experienced  in  following  the  more  particular  theories. 
We  shall  have  further  notes  and  numerical  examples  on  cases  of^ 
bending,  in  which  the  common  assumption  cannot  be  made,  wher»- 
•dealing  with  reinforced  concrete  in  Chap.  XV. 


Strain  Di 


^aqram 


E'  B 

Stress  Oiaqram 
Fig.  73. 


*  Beams  with  appreciable  Original  Curvature. — Let 
A  B  D  E,  Fig.  74,  represent  a  short  piece  of  a  curved  beam, 
o  being  the  centre  of  curvature  and  a  e  and  b  d  being  sections 
normal  to  the  centre  line  c  c'.  Then,  obviously,  the  material  at 
E  D  will  not  require  the  same  total  strain  to  produce  a  given 
unital  strain  and  thus  stress  as  the  material  in  a  b  will,  because 
its  original  length  is  less,  and,  as  a  result,  the  neutral  axis  will  not 
pass  through  the  centroid. 

While  still  making  the  assumption  that  stress  and  strain  are 
proportional,  and  also  Bernoulli's  assumption  that  a  section 
originally  plane  remains  plane  after  bending,  we  can  find  an 
accurate  theory  of  bending  of  curved  beams,  as  follows : 

Let  the  portion  a  b  d  e  take  up  the  position  a^  Bj  d^  e^  after 
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bending.  Consider  an  element  of  area  a  situated  at  a  point  p  at 
distance  y  from  the  centroid  line  c  c^  and  consider  a  fibre  p  q  of 
the  material  enclosing  the  area  a. 


Fig.  14:.  —  Stresses  in  Curved  Beams. 


After  strain   the  fibre   p  q   takes   up   the   position   Pj  q^  at 
distance  y^  from  the  strained  centroid  line  c^  c/. 

Pi  Qi  -  P  Q 


Then  unital  strain  in  p  q  = 


PQ 


And  if  /y  is  the  stress  at  the  point  p 
A      PiQi-PQ  _  PiQi 


E  PQ 

p  Q    ~  ^  ■*"  E 


P  Q 


(2   c     c  c 

Similarly  unital  strain  along  c  c'  =  ~~"^r~p 

and  if  /o  is  the  stress  at  the  centroid,  we  get  similarly 
cc'   -  '  "^E    


(>) 


(2) 
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Dividing  (i)  by  (2),  we  get 

/y 

Pi  Qi  x^cj:'  _  I  +   E 

Cj  c/  X  p  Q    ~   I   +   /^ 

E 

But         ^1-^1,  = -I'l  +  %  =1+^1 
q  c/  Rj  Rj 

c   Cj  _        R        _'       I 

Fq"  ~  y  +"R   "  ,  7  JL 
*  "^    R 

Als9  since  -^  and  ^?  are  extremely  small,  we  may  write 
fi 


,      '-k  -  V  "   E+   e) 


"^  -R^                /        / 
...We  get  J^  =  i-=^+t  (3) 

'   +    R' 

•  •  ■  E  ~  E   "^  ^  .J. 


I  4- 

R 

y.  -  yy 

/y     .     R         Ri 

E  ^  -        .^ 
^   +    R 

/y         Ri          R 
I    +    R 

(4) 


=  ..^iiii) 


•••/y  =/o  +        ^'^'     :'    (5) 


^    +R 


Then  the  load  across  the  whole  cross  section  is  S/y  .  a  and  in  the 
case  of  pure  bending  this  is  zero. 
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.•.   We  have  S^.  a  =  o 

(•    +  r) 
But  S/o  a  =  /o  2  a  =  /o  A. 

The  moment  of  the  force  on  the  given  element  about 
: c'  =  /y  .  a  .y  and  the  sum  of  these  moments  is  equal  to  the 
noment  of  resistance  and  thus  equal  to  the  bending  moment  M. 

.-.  We  have  M  =  S/y  ,y.a 

=   S/oa.^   +   ^-1^1^.  ay 

But  ^fouy  =  /o^  a  .y  =/,  x  first  moment  of  area  about 
:entroid  =  /o  x   (5  =  o. 

.*.  We  have : 

M  =   S-^^t       ;-.a.j/ (7) 

"his   is  the  most  general  case  and  is  true  for  the  assumption 
iven. 

Now  consider  the  following  special  cases  : 

(i)  Ordinary  straight  Beam;  R  infinite,  R^  very  great. 

F      - 
In  this  case  /,  =  —  S  ^1  .  a 
A       I 

=  R,^  S  J.,  a   =  O 

K 
Then  M  =  ^  ^  .  y^y  a 

y^  is  practically  equal  to^, 
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.-.  M 

E 
EI 

"  RT 

and  from 

equation  (5)^- 

^  E.v, 
E  X  J' 

.    E 

_/>• 

"K 

J' 

...  M  =  A_I 
J 
I'his  is  the  result  we  have  previously  obtained. 

(2)  Winkler's  Formula  for  Chain  Links,  &c. — Winkler  drew 
attention  to  the  error  of  applying  the  ordinary  bending  formulae  to 
chajp  links,  &c.,  where  the  original  curvature  is  appreciable,  and 
improved  such  formulae  as  follows : 

He  takes  j^j  =  j. 

Then  equation  (5)  becomes  : 


/y   =  /o   + 


^-i 


Then  from  equation  (6) 

/•=-I(K,-k)^(A\)" 
'""•K/A)"-^^«-=^G-rR)- 

Now  let  A  /^-^  =  i:  /"  ^  •  -^'  V  a 
\y  +  1^7 

where  h  is. defined  by  the  above  relation,  and  may  be  called  the 
lifik  radius.  It  corresponds  to  the  radius  of  gyration  in  the 
ordinary  case. 
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.-.  We  see  ^=r-  =  S  (  --'    „  I .  a 

R         V;;  +  R/ 


i:  y^ 


j^  +  R  •  " 

••^U+RJ"=    --R^ 

,„,         ,        E     /  I  I  \  A  /4^ 

.-.  VVehave/<.  =  ¥'(^^_^) (9) 

From  equation  (7) 

=  -fe-R)^/-^. 

=  E^^^U-^) (-> 

'.  returning  to  equation  (8)  we  see 

M  Mj      /     R      \ 

"  R.  A  ■*■  A" ^2-  \^K  +  J/ ^''^ 

Rectangular  Section. — If  the  section  is  rectangular  and  of 
iepth  H  and  breadth  B,  we  see  that  analysing  mathematically — 


42  =.  /"Ry^j^ 

-Jy'y-I^'y-Jr^i 


■■^'-  -  Rj  +  RMoge>'  +  R 

2  M 
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.-.  A  A2  =  p-'  -  Rj  +  R''  loge  .J  +  rI  X   R  .  B 

2 

=  BR[o-RHH.RMogeiA_;t|] 
=  BR-^[Rlog.L_^:»-H] 

=  M  f  I  +  y  \ 

^\^       B(R+j)(Rloge^-^^?  -  H)) 

jLI 

This  is  a  maximum  when  v  =   +   - 

-    2 

General  Graphical  Solution. — Let  Fig.  75  represent  the 
section  a  d  b  e  of  a  beam,  and  o  the  centre  of  curvature  of  the 
centre  line  d  e,  the  beam  being,  of  course,  curved  in  the  plane  of 
bending. 

Now  consider  a  very  narrow  strip  p  q  of  the  half  section  at 
distance  y  from  c  d.  Join  p  o,  cutting  c  d  in  s  and  draw  SR 
j)arallel  to  Q  c  to  cut  p  g  in  R. 

Then  •"*  =  ^.-^  = -^- 

PQ         Q  O         R  +  J 

Repeating  this  construction  for  a  number  of  strips  such  as  p  g, 
and  joining  up  the  points  obtained,  we  get  a  curve  a  r  d  r^  b 
called  the  /ink  rigidity  curve. 

Then  the  area  of  this  link  rigidity  curve  =  A|,  =  ^\i^— — ).a 

\R  ■{■  y] 

■■     ^^-    R^ 

Now  let  ^-''  =  L     i.e.,  A/%^  =  A  x  L  x  R2 

A 


inic  RhM  Curye. 


Fig.  75. — Cu7*ved  Beams,  &c. 
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Now  put  these  values  in  the  equation  (11)  for  stress. 
Then  we  have      /,  =  - --  +  j^^^^j^^  ^  ^,y 

A  IR  ^  RL(R  +>')/ 

=  JL/i+      y  ^\ 

AR  I         L(R  +  v)/ 
Then  if  d^  and  dx,  are  the  distances  from  the  line  I)  E  to  the 
extreme  compression  and  tension  fibres  respectively,  we  have 

Maxmium  compressive  stress  =  /;  =  -r-^     i  4-  ^   ,,^   — 7\  i 
*  •^'^       A  R  I         L(R  +  4)i 

Maximum  tensile  stress  = /t  =  -t-tv  It   /«  ^     ^v  ~  ^  < 

A  R  IL  (R  -  ^t)         ^ 

Position  of  Neutral  Axis. — The  value  of  j  to  make/y  =  o 
gives  the  distance  d  of  the  neutral  axis  from  d  e. 

'■•'•'  L(R+:v)=  -' 

y  =   -  L  R  -  L  J 
LR 

This  enables  us  to  find  the  position  of  the  neutral  axis. 

(3)  Andrews- Pearson  Formula. —  In  a  paper*  published 
by  the  author  and  Prof.  Karl  Pearson,  F.R.S.,  it  was  pointed  out 
that  in  Winkler's  formula  a  further  correction  should  be  made, 
because,  owing  to  transverse  strain,  it  is  not  true  that  j  =  j'^. 

The  formulae  in  this  case  become  more  complicated,  but  the 
stresses  can  be  obtained  by  a  graphical  method  which  is  not 
much  more  troublesome  than  that  in  the  Winkler  method.  In 
the  above-mentioned  paper  it  is  proved  experimentally  that  the 
formulai  obtained  by  this  method  are  much  more  accurate  than 
the  ordinary  bending  formulae. 

A  later  paper  by  Prof.  Goodman,  M.I.C.E.,t  confirms  the 
results  of  these  experiments,  and  obtains  results  almost  identical 

*  A  Theory  of  Stresses  in  Crane  and  Coupling  Hooks,  Drapers'  Company 
Research  Memoirs.     Technical  Series,  I.     (Dulau  &  Co.,  Lond.) 

t  'Maximum  Stresses  in  Crane  Hooks.'  VoL  CLXVIL  (1906-7)  Pro(. 
Inst.  C.E. 
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with  those  obtained  by  the  Andrews-Pearson  experiments.  The 
reader  should  consult  these  papers  if  he  wishes  to  study  the 
problem,  as  our  present  space  forbids  us  entering  into  further 
detail. 


K'^iV^ 


Fig,  76. — Stresses  in  Asytntnetrical  Sections, 

*  Beams  with  Loading  inclined  to  Principal  Axis. — 
In  obtaining  our  formulae  for  the  stresses  in  beams,  we  assumed 
that  *  the  section  of  the  beam  is  symmetrical  about  an  axis  through 
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the  centroid  of  the  cross  section  parallel  to  the  plane  in  which 
bending  occurs.' 

We  saw  in  dealing  with  moments  of  inertia,  or  second 
moments,  that  an  axis  of  symmetry  is  called  a  principal  axis 
of  the  section.  Our  assumption,  therefore,  is  equivalent  to 
saying  that  one  of  the  principal  axes  lies  in  the  plane  of  loading 
of  the  beam. 

When  such  is  not  the  case  we  proceed  as  follows.  Draw  the 
momental  ellipse  for  the  beam,  xx  and  yy  (Fig.  76)  being  the 
principal  axes,  and  let  z  z  be  the  trace  of  the  plane  of  loading. 
Then  the  neutral  axis  will  be  the  diameter  of  the  ellipse  conjugate 
to  the  plane  of  loading.  The  plane  of  bending  will  be  at  ri^ht 
angles  to  the  neutral  axis. 

This  is  proved  as  follows  : 

Consider  an  element  of  area  at  the  point  p  of  a  section 
(Fig.  76),  and  let  p  .m  and  p  N  be  drawn  perpendicular  to  the 
plane  of  loading  and  neutral  axis  respectively.  Then  the  intensity 
of  stress  at  p  is  i)roportional  to  P  n,  the  distance  from  the  neutral 
axis,  so  that  if  r  is  a  constant  we  may  write  yt  =  r  x  pn. 

. '.  The  moment  of  the  load  over  the  area  about  z  z  is  equal 
toyi  XaXPM=rxaXPMXPN. 

Now  since  z  z  is  the  plane  of  loading,  the  moment  of  all  the 
stresses  over  the  section  about  z  z  must  be  zero,  since  the  couple 
to  the  stresses  must  also  be  in  plane  zz. 

.'.    ^fp  X    a    X   PM   =  O 
ie.y    i:^xoxPMxPN  =  o 
i.e.,    iia.PM   X  PN  =  o 
but  ^  o .  p  M  .  p  N  is  \%hat  we  have  previously  called  the  product 
moment,  and  it  can  be  shown  that  if  the  product  moment  of  an 
area  about  two  lines  is  equal  to  zero,  such  lines  must  be  conjugate 
diameters  of  an  ellipse. 

Therefore  to  find  the  neutral  axis  draw  a  chord  the  diameter 
conjugate  to  zz.  To  do  this  draw  a  chord  parallel  to  zz  and 
bisect  it  and  join  c  to  the  point  of  bisection. 

Now  suppose  the  radius  of  gyration  about  the  N.A.  is  ^n.a.i  and 
d^  and  ^t  are  the  distances  from  the  extreme  points  of  the  section 
to  the  compression  and  tension  sides  respectively. 
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Then  the  moduli  are 

^'  "  ~^  ~  X 

Then  the  maximum  compression  and  tension  stresses  are 
obtained  by  the  relations 

^°       Z, 

Numerical  Example.—^  5"  x  3"  x  i"  u?tequal  angle  section  is 
loaded  on  the  small  side  with  the  long  leg  downward.  Find  the  safe 
bending  ipioment  for  a  stress  of  7  tons  per  square  inch. 

From  the  tables  of  standard  sections  we  see  that  for  this  section 
the  maximum  and  minimum  values  of  the  radius  of  gyration  being  i  "69 
and  -65  inches,  the  principal  axes  being  at  19^''  to  the  vertical  line  z  z, 
which  is  the  trace  of  the  plane  of  loading. 

The  momental  ellipse  is  now  drawn  (to  twice  the  scale  in  Fig.  76). 
The  major  axis  being  equal  to  twice  k^xy  and  the  minor  axis  equal  to 

twice   ^yy. 

By  the  construction  previously  given  we  get  the  diameter  of  the 
ellipse  conjugate  to  Z  z.  This  gives  the  neutral  axis.  To  obtain  ^n.a. 
draw  a  tangent  to  the  ellipse  parallel  to  the  N.A.  and  draw  a  line  from 
C  perpendicular  to  this  axis.  This  will  be  found  to  be  '88  inch. 
Now  measure  the  distance  dc  dx.  from  the  neutral  axis  to  the  extreme 
fibres  of  the  section  and  these  will  be  found  to  be  r8o  and  1*83  inches 
respectively.    The  area  of  the  section  is  375  sq.  ins.   Therefore  we  see 

375  X  -88^  ^    •     u       • 

Zc  =  o =  I '61  mch  units 

1*00 

-     V        375  X  -882  .     , 

Zt  =6 =  1*59  luch  units 

1-83  .     ^^ 

.'.   If  safe  stress  =  f  =  fx  =  7  tons  per  square  inch 

safe  B.M.  =  7  x  1*59  =  11-13  i^^^h  tons   (i) 

If  we  had  taken  the  N  JV.  at  right  angles  to  the  plane  of  loading,  as 
in  the  case  of  a  symmetrical  beam,  we  should  have  had  k  =  r6o, 
dc  =  I73»  and^t  =  3*27. 
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■2'yC    y^    I  *6o^ 

This  would  give    Zc  =   --—— =  5*4^  inch  units 

Zt  =  ^^5  X  J*6^  _  2*94  inch  units 
3'27 
.-.  Safe  B.M.  =  7  x  294  =  20*58  inch  tons    (2) 

(In  finding  the  safe  B.M.  we,  of  course,  consider  only  the  least 
modulus  if  the  working  stresses  are  the  same  in  tension  and  com- 
pression.) 

We  see  from  comparing  results  (i)  and  (2)  that  a  very  large  error 
is  made  by  failing  to  find  the  true  neutral  axis.  This  error  is  very 
commonly  made  by  practical  designers. 

A  similar  allowance  should  be  made  for  symmetrical  sections  where 
one  of  the  principal  axes  does  not  coincide  with  the  plane  of  loading. 


4 
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Fig,  77. — Covihiiied  Bending  and  Direct  Stress. 

Such  cases  occur  in  practice  in  plate  girders  where  the  wind  is  blowing 
on  one  side  while  the  load  is  crossing,  and  in  sloping  bridges  where 
the  cross  girders  are  placed  with  their  flanges  at  the  same  inclination 
as  the  main  girders. 

Combined  Bending  and  Direct  Stresses. — If  the  load- 
ing on  a  beam  is  such  as  to  cause  a  direct  stress  in  addition  to 
bending  stresses,  then  the  resultant  stresses  across  the  section 
will  be  obtained  by  adding  together  the  separate  stresses.  Let 
B  I),  Fig.  77,  represent  the  elevation  of  a  section  of  a  beam,  c 
being  the  centroid  of  the  section  whose  area  is  A  and  who.se  com- 
pression and  tensile  moduli  are  Z^.  and  Zt,  d  being  the  compression 
side  and  h  the  tension  side. 
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Then,  if  the  direct  force  is  a  thrust  Q,  there  will  be  a  uniform 
compression  stress  of  ^  over  the  section.  If  the  bending  moment 
is  equal  to  M,  the  maximum  compression  and  tensile  stresses  due 
to  bending  are  equal  respectively  to  7-  and  ^ .  Therefore  we 
have : — 

Resultant  maximum  compressive  stress  =^  =*   +  7-    -(O 

Resultant  maximum  tensile  stress  =  /t  =  =r  -  —    ..(2) 

Zt       A 

The  distribution  of  the  combined  stresses  across  the  section 
is  then  as  shown  in  Fig.  77,  fh  represent  the  maximum  com- 


Fig.  78. 

pressive  stress,  and  g  e  the  maximum  tensile  stress.     The  neutral 
axis  then  is  at  the  point  N,  where  the  stress  is  zero. 

If  the  direct  force  is  a  pull  T  instead  of  a  thrust  Q,  we  have 

Resultant  maximum  tensile  stress  =  /^  =  _  +  -_    .  .(3) 

Resultant  maximum  compressive  stress  =  y^  =  _    -  _   ...  (4) 

Lf,       A 

Stresses  obtained   from   Line   of  Pressure. — If  the 

resultant  force  across  the  cross  section  is  R,  Fig.  78,  and  the  line 
of  pressure  cuts  d  b  produced  in  l,  the  load  point  (see  p.  139),  then 
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resolving  R  along  and  perpendicular  to  the  cross  section  we  get  a 
shearing  force  S  and  a  thrust  Q. 

In  this  case  M  =  QxcL  =  Qx:r 
and  if  c  D  =  d^  and  c  b  =  ^t 
we  have  Z^  =  ^   =  -— 

Z   =-    =  M' 
dt         dt 

where  k  is  the  radius  of  g>Tation  about  a  line  through  the  centroid 

parallel  to  the  neutral  axis. 

.'.  We  have  from  equations  (i)  and  (2) 


A  Ak-^ 

A 


(-^•) ® 


.  ^  Q.;c_+  d,  _  Q 


Q  f  xdt 
A 


(*?'-■) "> 

Or  if  the  resultant  normal  component  is  a  pull  T,  equations  (3)  and 
(4)b.co.e  /,.T^,,.^,j  ,,, 

^- '?;('*?-■) • "> 

Position  of  the  Nkutkal  Axis. — The  position  of  the  neutral 
axis  N  can  be  found  as  follows  : — 
Let  it  be  at  distance  r  from  c. 
Then  stress  due  to  bending  =       -?' 

At  this  point  the  stress  due  to  bending  is  exactly  equal  to  the 
direct  stress  O .  xv       O 

~K/^    ^  A 
or        xy  =  k- 

i-e.  y  =^    S     (9) 

X 
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The  following  numerical  examples  will  make  the  question  of 
combined  direct  and  bending  stresses  clear;  further  examples 
will  occur  in  the  course  of  the  book. 

Numerical  Examples.— (i)  A  tension  rod  is  a  flat  bar  8  inches 
wide  and  i  inch  thick  :  owing  to  bad  fitting  the  line  of  pull ^  instead  of 
passing  along  the  geometrical  cucis  of  the  bar,  lies  \  of  an  inch 
to  one  side  of  it,  in  the  plane  which  bisects  the  thickness  of  the  rod. 
Determine  the  maximum  and  minimum  stresses  set  up  in  this  bar  in  a 
section  at  right  angles  to  the  line  of  pull  when  the  pull  is  36  tons. 

Show  by  a  sketch  the  actual  distribution  of  the  stress  across  the 
section.     {B.Sc.  Lond.  igo4.) 

T         '?6 
In  this  case  the  direct  stress  =  ;r  =  ----   =  4*5  tons  per  sq.  in. 

The  B.M.   is  equal  to  T  x  ;r,  and  the   second  moment  is  equal  to 
I  X  83^  128 

A       3        8       3 


=  4-5  (,  +  I  X  4  X  A) 


=  4*5  X  I  ^  =  5*344  tons  per  sq.  m. 

=  «(f6-') 

=  -  4*5  X  -^  =  -  3*656  tons  per  sq.  in. 

The  distribution  of  the  stress  is  then  as  shown  in  Fig.  79. 

{2)  A  hollow  circular  column  has  a  projecting  bracket  on  which  a 
load  of  I  ton  rests.  The  centre  of  this  load  is  2  feet  from  the  cefitre  of 
the  column.  External  diameter  of  column  is  10  inches,  find  thickness 
\  inch.  What  is  the  maximum  compression  stress.  {A.M.I.C.E.  Oct. 
1905-) 

In  this  case  A  =  -  (io2  -  sA  =  2828 

I  =  i^  ^10*  -  8*)  =  289*8  inch  units 
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,,.     289-8 


(- 


24  X  5 
2828  V"  ■  10-25 
127 
28-28 


•448  tons  per  sq.  in. 

=  2^~^    =  '379  tons  per  sq.  in. 

The  distance  of  the  N.A.  from  the  centre  of  the  section  is  then 

Kiven  by  y  = 

^  ^  '^        X  10*25 

= ^  =  -427  in. 

The  distribution  of  stresses  is  then  as  shown  in  Fig.  79- 

(3)  A  built-up  crane  jib  is  in  the  form  of  a  cunfed  girder^  and  a 
horizontal  section  near  the  base  is  a  hollow  rectangle.  The  outside 
dimensions  of  this  rectangle  are  54  and  36  inches^  and  the  larger  and 
shorter  sides  are  i  inch  and  2  inches  thick  respectively.  Find  the 
maximum  tensile  and  compressive  stresses  induced  in  the  material  when 
a  load  of  2^  tons  is  suspended  from  the  end  of  the  cran£^  the  horizofital 
distance  of  the  load  from  the  centre  of  the  section  being  ^ofeet.  Show 
by  a  sketch  hoav  the  intensity  of  stress  varies  across  the  section.  {B.Sc. 
Lond.  /(^oj.) 

It  will  be  noted  that  in  this  question  no  means  are  given  to 
connect  the  plates  of  the  rectangle,  such  means  being  necessary  in 
practice. 

Proceeding  as  in  the  previous  example,  we  see  that 

A  =  2  (72)  +  I  (100)  =  244  sq.  ins. 

J       36  X  54-*      34  X  50^         o 
I  =  -^ ^^  -^^ ^— =  118,200 


244 

.       /•  -   25    /"x  4.  600X  27\ 

2^ 

=     -  -  X  34*5  =  3'62  tons  per  sq.  in. 
244 

f       25    /600  X  27         \ 

^  =  244  (  48:rr "  /    ^'^^     p^'  ''^-  '"• 

I'ig.  79  shows  the  manner  in  which  the  stresses  are  distributed. 
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Fig.  79. — Ccnnbined  Bending  and  Direct  Stress, 
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Approximate  Value  of  Modulus  of  I  Sections.-In 

practice  girders  are  usually  made  of  I  section,  because  the  most 
economical  section  is  that  in  which  as  much  as  possible  of  the 
metal  is  placed  in  the  edges  or  flanges.  In  this  case  an  approxi- 
mate formula  for  the  modulus  of  the  section  can  be  found  as 
follows :  Let  D  (Fig.  80)  be  the  distance  between  the  centre  of 


Ci^otnproo 


-J- 


FU 


n-iae 


-t 


-m 


-B- 


Tension    Fwi 
Fig.  80. 


'T- 


flanges  of  the  section,  the  thickness  of  the  flanges  being  /.  Then 
if  B  is  the  breadth  of  the  flanges,  and  /^  the  thickness  of  the  web, 
we  have 

12  12 


(0 


.-.    12I  =  b(d3  +  3d''^/+3D/''-^  +  /8)  -  (b-/^)(d3-3d-'^/+3D/— /^) 

=   B  (6  \)H  +  /3)    +  t^  (pZ  _  3  p2/  +    3  D/2  _  /3) 

Now  if  /  is  small  compared  with  d,     .,  and  -g  are  negligible, 


12I 


or 


6b/  +  /^D  (i  -  ^^\     


(j) 
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Now  Z 


D  -H  i         D  +  / 

2 

ice  /  is  small  compared  with  d. 


.-(7TT)  =  Tr(--9"^** 


.  5  {6B/  -  '-ii  +  /,»  -  3",  -  /',  *  «'-}..  (4) 

=  -  -j  6  B  /  +  /^  (d  -  /)  y     to   a   first   approximation, 

iglecting  all  remaining  terms  containing  /^  or  /  ty 

Now  B  X  /  =  area  of  one  flange    =  A 
and  /j  (d  -  /)  =  area  of  the  web  =  a 


dA  +   — 


•(5) 


Therefore  we  get  the  following  rule  :  The  modulus  of  an  I 
ction  beam  is  approximately  equal  to  the  depth  between  the  centres 
-the  flanges  multiplied  by  the  area  of  one  flange  plus  one-sixth  of 
e  area  of  the  web. 

In  English  practice  the  web  is  usually  neglected  altogether  in 
)taining  the  modulus,  in  which  case  we  have  Z  =  A  x  d. 

We  shall  have  numerical  examples  of  these  approximate  rules, 
id  will  show  to  what  extent  they  are  correct  when  deaHng  with 
e  design  of  plate  and  box  girders. 

Discrepancies  between  Theoretical  and  Actual 
trengths  of  Beams. — Many  practical  men  have  expressed 
•nsiderable  surprise  that  in  testing  beams  the  actual  and  theo- 
tical  breaking  strengths  do  not  agree.  A  number  of  beams  are 
5ted,  and  a  tension  test  is  also  made  from  the  same  material, 
id  it  is  found  that  the  load  which,  on  the  ordinary  bending  theory 
lould  cause  the  breaking  stress  in  the  beam,  does  not  cause  frac- 
re,  the  amount  of  additional  load  depending  on  the  shape  of  the 
oss  section.     This  was  the  origin  of  the  old  *  beam  paradox,'  it 
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being  thought  that  the  material  must  be  stronger  in  bending  than 
in  tension.     In  fact,  for  cast-iron  beams,  an  old  erroneous  theory 

which,  for  a  rectangular  beam,  made  M  = instead  of 

4 

•^    — agrees  considerably  better  with  the  breaking  test  than 

6 

the  correct  theory. 

Now  this  discrepancy  is  due  to  the  fact  that  the  ordinary 
bending  theory  is  not  applicable  to  breaking  stresses,  and  no  one, 
who  appreciated  the  value  of  the  assumptions  made  in  obtaining 
such  theory,  would  expect  the  theoretical  and  actual  breaking 
strengths  to  agree.  This  is  because  the  stress  is  not  proportional 
to  strain  after  the  elastic  limit  is  reached. 

Some  experimenters  who  have  measured  the  deflections  of  beams 
have  stated  that  for  mild  steel  the  stresses  at  the  elastic  limit  do 
not  agree,  but  that  is  due  to  a  confusion  between  the  elastic  limit 
and  the  yield  point,  and  to  the  fact  that  the  deflections  were  not 
measured  with  sufficient  accuracy.  In  Chapter  I.  we  saw  that  for 
a  tension  test  of  mild  steel  the  elastic  limit  and  yield  point  were 
quite  close  to  each  other ;  but  in  bending  this  is  not  the  oise,  the 
yield  point  occurring  at  a  considerably  later  point  than  the  elastic 
limit.  Considerable  error,  therefore,  arises  if  the  yield  point  in 
bending  be  taken  instead  of  the  elastic  limit.  If  the  latter  be 
carefully  measured  it  will  be  found  that  the  stresses  in  tension  and 
bending  at  the  elastic  limit  agree  very  closely.  This  point  is 
proved,  incidentally,  in  the  Andrews- Pearson  paper  on  Stresses  in 
Crane  Hooks,  referred  to  on  p.  164.  The  reason  for  the  yield 
point  coming  some  distance  after  the  elastic  limit  in  bending  is 
that  only  the*  material  at  the  extreme  edges  has  been  stressed  up 
to  the  yield  point,  and  the  whole  section  will  not  yield  until  the 
material  nearer  the  centre  has  become  stressed  up  to  the  yield 
point. 

We  see,  therefore,  that  there  is  no  discrepancy  between  theory 
and  tests  so  long  as  the  conditions  laid  down  in  formulating  the 
theory  are  fulfilled.  If  those  conditions  do  not  hold  beyond  a 
certain  point,  then,  after  that  point,  we  must  get -a  new  theory  if 
we  wish  to  calculate  the  stresses. 

These  so-called  discrepancies  between  theoretical  and  actual 
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igths  of  beams  point  to  the  desirability  of  choosing  the  working 
ises  in  terms  of  the  stress  at  the  elastic  limit,  and  not  of  the 
king  stress — as  we  pointed  out  in  Chapter  II. — because  if  the 
dng  stress  in  a  beam  is,  say,  one-half  of  the  stress  at  the  elastic 
t  in  tension,  then  twice  the  load  on  the  beam  will  cause  the 
:ic  limit  in  the  beam ;  if,  however,  the  working  stress  be  taken 
ne-fourth  of  the  breaking  stress  in  tension,  four  times  the  load 
not  cause  failure,  the  exact  load  to  do  this  being  more,  and 
inding  on  the  shape  of  the  section. 


CHAPTER   VII. 

BENDING   MOMENTS   AND   SHEARING   FORCES  FOR 
ROLLING   LOADS. 

In  Chapter  V.  we  considered  the' variation  in  the  bending  mo- 
ment and  shearing  force  for  different  points  along  the  span  for 
various  kinds  of  fixed  loads.  If  a  system  of  loading  travels  across 
a  beam  so  that  each  of  the  loads  at  different  times  occupies  every 
possible  position  on  the  span,  such  load  system  is  called  a  rolling 
load  system. 

Now  the  B.M.  and  shear  at  each  section  of  the  beam  changes 
as  the  load  crosses.  We  do  not  attempt  to  determine  the  B.M.  at 
shear  at  each  section  of  the  beam  for  every  position  of  the  load, 
but  find  only  the  greatest  value  that  they  can  have  at  any  point 
during  the  transit.  Thus  the  B.M.  and  shear  diagrams  for  rolling 
loads  do  not  give  the  values  of  these  quantities  which  occur  at  the 
same  time,  but  give,  at  each  section,  the  maximum  possible  value 
of  the  quantities  whatever  the  position  of  the  load  may  be. 

We  will  consider  only  simply  supported  beams.  Cantilevers 
are  seldom  subjected  to  rolling  loads,  and  when  they  are  the  maxi- 
mum shear  and  B.M.  occur  when  the  load  is  right  at  the  free  end. 

Consider  the  following  standard  cases  : — 

(i)  Single  Isolated  Load. — Let  an  isolated  load  W, 
Fig.  8 1  (i),  be  crossing  a  beam  a  b  of  span  /  from  left  to  right 

Shear  Diagram. — Let  the  load  be  at  a  point  p,  at  distance 7 
from  B,  and  let  it  be  approaching  a  point  c  at  distance  x  from  B. 

Then  shear  at  c  =  Se  =  Rb  =  ^  ^^~^^ 

W  V 

This  is  greatest  when  y  is  least,  so  that  we  see  that  the  shear 
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ncreases  as  the  load  approaches  c,  the  maximum  value  occurring 

W  U-x) 
when  c  is  reached,  such  value  being  ——. — -. 

Now  let  the  load  be  at  a  point  p'  beyond  c  at  a  distance  z 
from  B. 

Then  S^  =  Rb  -  W 

=  W  ^^^^  -  W 
/ 

\V  z 

I    ' 

This  has  a  maximum  numerical  value  when  z  has  its  maximum 

Possible  value,  i.e.,  when  z  =  x.     Therefore  we  see  that  as  the 

oad  approaches  c,  the  shear  at  c  increases  until  c  is  reached ;  it 

hen  changes  over  to  a  maximum  negative  value  directly  c  is  passed, 

Lud  then  diminishes  as  the  load  goes  on. 

W  (l-x) 
Maximum  positive  shear  at  c  =  —     7     •     ^^^^^  is  propor- 

ional  to  the  distance  of  c  from  a,  and  so  the  diagram  of  maximum 
hear  for  the  load  approaching  is  a  straight  line  Aj  f,  f  Bj  being 
qual  to  W. 

Maximum  negative  shear  at  c  =  -—  .     This  is  proportional 

o  the  distance  of  c  from  b,  and  so  the  diagram  of  maximum  shear 
or  the  load  receding  is  a  straight  line  b^  d,  Aj  d  being  equal  to  W. 

These  diagrams  are  used  as  follows  : — Take  any  point  m  along 
he  line  a^  b,  and  let  vertical  through  m  cut  the  shear  diagram  in 
^  and  R.  Then  m  Q  is  the  maximum  positive  shear  at  m  and  m  r 
he  maximum  negative  shear  at  m,  the  range  being  equal  to  Q  R. 

Bending  Moment  Diagram. — B.  M.  at  c  for  load  approach- 
ng  =  Mc  =Rb  X  X. 

This  is  a  maximum  when  Rb  is  a  maximum,  i.e.,  when  load  is  at  c. 

JFor  load  receding  Mc  =  Rb  •  ^  -  W  (:v  -  s) 

=   — ^ — ^  .  X  -  yf  {x-z) 


W^-  "^  =  W 


(-7) 

This  is  a  maximum  when  2;  is  a  maximum  and  will  always  be 
positive  because  x  must  be  <  /  so  that  (  i  -  7  )  cannot  be  negative. 
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When  z  =  X,  Mc=  W  jt7i  -  ^)  =  ^  ^^'^^  '  ^ 

=  Rb  X  a; 

Therefore  we  see  that  the  B.M.  increases  until  the  point  c  is 
reached,  and  then  diminishes  gradually  as  the  load  recedes  from  c- 

Wo:- 
The  maximum  value  of  M^  =  W  ^ — 

This  jiepends  on  xP-^  and  so  the  maximum  B.M.  diagram  wilt 
be  a  parabola,  the  maximum  ordinate  occurring  at  the  centre,  and 

being  equal  to  W  /  _  ^At)  ^  WV 
2/4 

The  B.M.  diagram  is  then  as  shown  at  a.^  EBg  on  Fig.  81  (i). 

If  the  load  is  crossing  from  right  to  left,  the  diagrams  will  be 
the  same,  because  the  shear  and  B.M.  at  c  when  the  load  is 
approaching  and  has  reached  the  point  p  will  be  the  same  as  when 
the  load  is  receding  and  has  reached  the  same  point. 

(2)  Uniform  Load  Longer  than  the  Span. — Let  a  uni- 
form load  larger  than  the  span  and  of  intensity  /  tons  per  foot  run 
cross  a  beam  a  b  of  span  /  from  left  to  right,  see  Fig.  81  (2). 

Shear  Diagram. — Consider  a  point  c  at  distance  x  from  a 
and  let  the  front  of  the  load  have  reached  a  point  p  at  distance  y 
from  A. 

Then  Se  =  Rb  =  ^' 
2  / 

This  increases  with^  so  that  the  maximum  shear  occurs  when 
the  front  of  the  load  reaches  c. 

Now  let  the  front  of  the  load  have  passed  c  by  a  distance  z. 
Then  S,  =  Rb  -/.^ 


fscht&d  Lioad 


^  ^Jjtons  fyer  Ft. 

D0QC)QQQ00Qrx';:x'>7o::o. 


Uniform  Load  len^  than  ^2an 
Fig,  81. — Rolling  Loads. 
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Now  J  I  ~  — /  -  7  I  ^'ill  t)e  positive  if  2  /  >  s  +  2  x,  because 

.  2/-(s+2JC) 

It  IS  equal  to       — >— ^ ' 

2/ 

This  must  always  be  so,  because  /  cannot  be  <  a*  +  s,  and  so 
2  /  must  be  >  2  x  +  s. 

.  *.  Se  will  decrease  as  z  increases,  so  that  the  maximum  value 
of  the  shear  occurs  when  s  is  nothing,  or  when  the  front  of  the 
load  is  just  over  the  given  point 

The  maximum  negative  shear  at  c  will  occur  just  when  the  tail 
of  the  load  leaves  c,  because  the  load  is  then  in  the  same  position 
as  if  we  were  approaching  the  point  from  the  other  side. 

Therefore  maximum  positive  shear  at  c  =  -- 

negative         „         =  ^^-/' 

The  curves  of  maximum  shear  are  thus  parabolas,  the  parabol^-^ 
having  vertices  at  Aj  and  Bj,  and  the  ordi nates  at  the  end  bein^ 

1  .   pi    ^v 
equal  to  ^^—  =  — 

2        2 

Then,  as  before,  if  m  is  any  point  along  the  span,  M  Q  anc^ 
M  R  give  respectively  the  maximum  positive  and  negative  shear^ 
at  M,  and  Q  R  gives  the  range  of  the  shear. 

r.ENDiNG  Moment  Diagram. — When  the  front  of  the  load  has- 
reached  p,  Me=  Rb(/-a').  If  the  load  comes  on  a  little  farther 
to  a  point  p^  the  value  of  Rb  will  increase,  and  thus  the  B.M. 
increases  as  the  load  comes  further  on.     This  also  applies  to  a 

point  such  as  p,  which  is  already  covered,  because  Mp=  R^.j  -^^ 
and  Ra  will  increase  as  the  load  comes  further  on  the  span. 

.'.  B.M.  at  every  point  is  a  maximum  when  the  whole  span  is 
covered,  so  that  the  maximum  B.M.  curve  is  a  parabola  of  maxi- 

muin  ordinate  '-     =   — 
8  8 

*  (3)  Uniform  Load  Shorter  than  Span.— Let  a  uniform 
load  of  length  /  and  intensity  /  tons  per  foot  run  cross  a  beam  a  b 
of  Hjmn  L  from  left  to  right  (see  Fig.  82). 

Shkar  Diagram. — It  follows  from  exactly  the  same  reasoning 
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given  in  the  previous  case  that  the  maximum  positive  shear  at  any 
point  occurs  when  the  front  of  the  load  reaches  the  point,  and  the 
maximum  negative  shear  occurs  when  the  tail  leaves  the  point 


Fig,  82. — Uniform  Rolling  Load  Shorter  than  Span, 

Now  consider  a  point  E  at  distance  u  from  a,  where  u  is  less 
than  /.     The  maximum  positive  value  of  Se  occurs  when  the  front 

of  the  load  reaches  it,  and  its  value  is  then  equal  to  -^-—y     This  is 

2  /  ' 
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the  same  as  in  the  previous  case,  because  at  e  the  whole  load  has 
not  come  on  to  the  span.     Thus  we  see  that  the  shear  diagrant 
will  be  a  parabola  up  to  a  point  at  distance  /  from  a. 
Next  take  a  point  f  at  distance  z  from  a,  z  being  >  /. 

pl{z-l\      \slz-i\ 
The  maximum  value  of  Sp  =  Rb  =  — ^ ^-'  =  — >        ^' 

L  L 

where  W  is  the  total  load. 


...s..^%^).w(.-i,) 


Now  Sp  depends  on  the  first  power  of  z  only,  and  so  the  shear 
diagram  for  points  beyond  the  end  of  the  load  from  a  will  be  a 
straight  line. 

To  find  the  point  where  this  straight  line,  if  produced,  would 

cut  the  line  a^  Bj  we  find  the  value  z  must  have  to  make  Sp  zero, 

/ 

/.^.,  2;  =  - 

2 

From  these  results  we  get  the  following  rules  for  drawing  the 
curves  of  maximum  shear  : — 

On  either  side  of  the  points  Aj  b^  take  points  a,  a^\  d,  b^  at 
distances  -  from  a^  Bj,  and  points  a^  b.^  along  the  span  at  distances 

/  from  Aj  Bj. 

Set  up  a  vertical  ^  ^  to  represent  W,  and  set  down  a  vertical 
a  c,  also  to  represent  W,  and  join  cb^  and  d  ay  Let  them  cut  the 
verticals  through  a.,  and  b^  in  e  and/  then  through  e  draw  a  para- 
bola with  vertex  at  Aj,  and  through /draw  a  parabola  with  vertex 
at  Bj,  then  he  \^  and  gf^^  are  the  curves  of  maximum  shear,  and 
they  are  used  as  explained  in  the  former  two  cases. 

Bending  Moment  Diagram. — Suppose  the  centre  of  the  load 
has  reached  a  point  d,  the  front  of  the  load  then  being  at  a  dis- 
tance X  from  a  point  c  on  the  beam  at  distance  j'  from  b. 

Then  R,  =  /* ^^*_°  =  /^  /  l  -  v  +  :c  -  i) 

Bending  moment  at  c  ==  M^  =  Rb-J  -    — 
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•11  1                            1        ^M- 
IS  will  be  a  maximum  when     ,-     =  o 

dx 

i.e., 

when 

ply 

ie., 

'~-'i 

or 

X          y 

I      -  L 
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Therefore  we  get  the  following  rule  \—Tlie  B,M.  at  any  point 
zs  a  maximum  when  tlie  load  is  in  such  a  position  that  the  given 
_/>oint  divides  the  load  in  the  same  ratio  as  it  divides  the  span, 

.'.  Putting  this  relation  in  our  value  (i)  for  M^  we  get  maximum 
value  of  M„  =  ^^  (l  -  jv  +  ^^  -/|  -^^'-J'' 

L        I.  L         2   j  2  L- 

L      I  2  L        2  ) 

This  depends  on  y\  and  so  the  maximum  B.M.  diagram  will 
be  a  parabola. 

The    maximum    ordinate   of  this   parabola   will   occur  when 

y  =  -  and  will  be  equal  to 

2L  V2/    \  2L/  4      \  2L/ 

^    WjL    _    WV 

4  "8" 

It  is  interesting  to  note  that  if  /  =  o,  the  shear  and  B.M.  dia- 
grams curve  the  same  as  in  Case  (i),  and  if  /  =  l  we  get  the  same 
result  as  in  Case  (2). 

*  (4)  Two  Isolated  Loads  at  a  Fixed  Distance  apart. 

—Let  two  isolated  loads  W^  and  W^  at  distance  /  apart  cross  a 

span  A  B  (Fig.  83).     Then  the  resultant  load  P  will  be  equal  to 

W^  +  Wg,  and  will  act  at  distances  a  and  d  from  the  loads,  a  and 

W         b 
b  being  determined  by  the  relation  r^  = 


r^  TJu   Theory  tx*i  ZT-c^^^  if  SC'TLZSajfrs^ 


p       7     _     ^ 


.  tn 


Vow  >rt  the  losA   '7jsr»-c  Tt2CTue:si  ^atib.  i  p«3siDQCi  tisit  c  is 
b«*:?ir'^:en  W,  ar*<J  P.  ami  let  the  frrC  .*:xic:  be  i  .fEsainry  c  berood  c 

7>i»  WTeaiies  a^i  c  'mcTt2ses  and  is  a  nmami^zn  whtun  c  =  ^. 
f  n  thtt  rane 

•^.-?-»-. "> 

'fhw  will  I'ie  iut3itr  than  the  \-aIiie  in  result  <  i  i 
if    w,  <  ^^^ 

.    .,    I.      p 

'flierefore,   we   see   that   our   investigation   divides   into  i^o 
If     '  <  I  +  ,,,'  then  the  maximum  shear  at  c  occurs  when  P 

L  VV 

re;irhe»  c;  if  /  ^  t  +  my*  ^^^"  ^^^  maximum  shear  occurs  when 

i)u'   first  loa^j    rea^:he.s  c.     As  in   practice  -r  will    nearly  always 

W 

Im'  ^  I   ^  ^'  we  will  limit  our  consideration  to  this  case. 

,',   Maximum  value  of  S..  = ^ 


HM 


Fig,  SS.—Two  Isolated  Boiling  Loads 
affixed  distance  apart. 
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N«:w  'jcL  isai  xati  iire  nat'r-tec  socii  a  position  that  c  is 
2t:r>reti!T  ?  ind  W^  im:  Ler  F  be  a  csiauxre  d  beyond  c 
Then  5.  =  R3  -  W. 

=  --\'^ -^^ 

Tiii*    ncr^rose*  i:?  I  3scTes:3e&  Jiad  so  the  maximum  value 

£-'.-        S   =  ^-  --'    -W (3) 

N:w  'xT.  ±e    •:a«i  '-V.  hijve  zone  beyond  the  point  c  by  a 
C25mrrcr  ■:. 

Tz^r.  S.  =  R«  -  P 

p    7^^  ^,,       ^ 

-   f"-  1 

^ L  -  t  y  —  tj  -f  /ij 

Tnis    :>   j.Iwj.y's   ne^idve.   and   it   will    have    its    maximum 
r.umerca:  \a!uc  when  ^  =  a 
_    p 
Then  S,  -   — ,—  "l  -  (  v  -r  a)'    W 


Fri?m  results  ^^  and  <4»,  we  see  that  the  maximum  shears  at 
c  arc  .ir.ear  functions  or*  r  and  >o  the  diagrams  of  shear  will  be 
-:ni:-:h:  *:r.c> :  bu:  ::  nius:  be  remembered  that  near  a  and  b  up 
:o  J  c:>:.ir.cc  .'  rVom  :he>c  {)oint5  only  one  load  is  on  the  span 
a:  a  ::mc-  The  maximum  shear  diagrams  are  then  obtained,  as 
follo-A-: 

Take  points  A  >'  ours'de  and  inside  the  span  and  at  distances 
ropcc lively  cviual  to  a  and  b  from  a^  and  take  corresponding 
IK>inis  /.  .;',  at  distances  res[)ectively  equal  to  b  and  a  from  \\ 
Set  down /y  equal  to  \Vj  -h  \V..  =  P,  and  set  up /j  yj  equal  to 
the  same  quantity,  and  join  j^  ^^  and  j  ^^^ 

'I  hen  take  j^oints  h^  h^  along  the  span  at  distances  ecjual 
to  /  from  A  J  and  Bj  and  let  verticals  through  ^,  h^  cut  j\g  and 
j  j^'^  in  k,  k^  and  join  Aj  ^,  Bj  k^  Then  if  y'l  g  and  j g^  cut  the 
verticals  through  Bj  and  Aj  in  ///j  and  ///,  the  cur\'es  of  maximum 
shear  are  Aj  k  m^  and  Bj  ^^  /w. 

Bending  Moment  Diagrams.—  Consider  the  cases  that  we 
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ealt  with  for  the  shear.     If  the  first  load  is  approaching  c  and 
;  at  distance  x  from  a. 

This  increases  as  x  increases  and  has  a  maximum  value 

=  ^-"---r-^»    (5) 

Now  take  the  load  such  that  c  is  between  W^  and  P  and  let 
Vg  be  a  distance  c  beyond  c. 

Then  Me  =  Rb  (l  -  j')  -  Wg .  c, 

^lbL±sjLMLjiA_,y^^, ^^^ 

.    W  r 

This   increases  with   c  if-^  >       and   decreases  with  c   if 

P     ^   L 

Now,  let  the  load  be  such  that  c  is  between  P  and  W,  and  let 
*  be  a  distance  d  beyond  c. 

Then  M.  =  Rj  (l  -  j)  -  W2  {b  +  d) 

=  — ^-  (L  -J)  -  W,  (^  +  d) (7> 

This  increases  or  decreases  in  the  same  way  as  (6). 
Lastly,  consider  the  load  W^  to  have  gone  beyond  the  point  c 
)y  a  distance  e. 
Then  Me  =  Rb  -  P  («  +  ^) 

^y  (l  -  y)       P  (g  +  e)y 


L  L 

This  decreases  as  a  increases,  and  so  the  maximum  value  of 
he  B.M.  comes  when  ^  =  o. 

Pj(L-^)  ^  V_ay 
^^^  ~"  L  L 

^^yj^-y-^)  (8) 
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From  equation  (5)  for  the  load  W^  above  c 

.,  P0-^)(L-J) 

^''   "  L 

=  L^'  JL_2^,v)  _  P^(L  -y) 

L  L 

'•  (5)  oi*  (S)  ^'^  ^  ^  maximum  according  as 

P  a  V  .                 ,               ,            ,        ^  P  Ml  - }') 

'   IS  greater  than,  equal  to,  or  less  than  — ^ 

/>.,         ^y        »         „         n         „  /^(l->') 

i.e.,    y  {a  +  d)         „             „              „             „  bi 

y_  _h_ 

L               "              "              "              "  a\h 

y  V^ 

I   "                           »                          »                           M                           >l  p 


1 


/.^., 


I.e., 


Thus  from  results  (5)  to  (8)  we  see  that  if— is  greater  than 

W 

^  the  maximum  B.M.  at  the  point  occurs  when  Wg  is  above  the 

point,  but  if '    is  less  than    p\  the  maximum  B.M.  occurs  when 

Wj  is  over  the  point 

A,  D  W 

Let  D  be  such  a  point  that     '^        =  -  \     Then  for  any  point 

A.J  B2  V 

between  A.,  and  d,  the  maximum  B.M.  occurs  when  Wj  is  over 
the  point,  and  between  d  and  b.^  when  W.,  is  over  the  point. 

We  see  that  the  cur\es  representing  equations  (5)  and  (8)  are 
parabolas,  and  we  therefore  proceed  to  draw  the  B.M.  curves  as 
follows  : 

Onsider  first  the  parabola  of  equation  (5). 

L       ^ 

It  has  zero  value  for  j  =  b  and  maximum  value  forj/  -=  -  +  - 

2      2 

the  maximum  B.M.  then  coming 

L   \2  2/  4  L 

Therefore  take  a  point  v  at  distance  b  from  Ag  and  a  point  f  at 

distance  -  to  the  right  of  e  the  mid-point  of  the  span.    Set  up  f  h 
1 
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p 

:onvenient  scale  equal  to  —  (l  -  by  and  draw  a  parabola 

4  L 
,  with  vertex  at  h. 

ow  consider  the  parabola  of  equation  (8). 
has  zero  value  iox  y  =  i.  -  a  and  maximum   value   for 

-   -  -,  the  maximum  B.M.  then  coming 

^  \  2  2  J  L  4L 

sfore  take  a  point  x  at  distance  a  from  Bg  and  a  point  g  at 

a  P 

ice   -  to  the  left  of  e,  and  set  up  g  j  =   -     (l  -  df^  and 
2  4  ^' 

a  parabola  Ag  j  x  with  vertex  at  j.  , 

he  two  parabolas  meet  at  k,  and  the  curve  of  maximum 

s  is  therefore  given  by  the  curve  a^  k  h  b^. 

Equivalent  Uniform  Load— Circumscribing  Parabola. — 

e  design  of  girders  it  is  customary  to  express  the  maximum 

due  to  rolling  loads  in  terms  of  an  equivalent  fixed  uniform 
This  is  done  by  finding  a  parabola  which  will  just  enclose 
[laximum  B.M.  diagram  for  the  rolling  load.  In  this  case  we 
ied  as  follows:  Draw  a  tangent  B.M.  to  the  larger  parabola 
laking  h  m  =  H  j  and  joining  B.2  m.  Produce  this  to  meet 
/ertical  through  e  in  n  and  take  eg  =  Jen.  Then  the 
X)la  Ag  o  B.2  with  vertex  at  o  gives  the  circumscribing  parabola, 
.et  W  be  the  uniform  load  equivalent  to  the  given  load  system. 

Then    o  e  =  -- - 
8 

,Xr  8        X       O    E 

or     W  = 

L 

n  the  case  when  two  equal  loads  cross  the  girder  we  proceed 

tly  as  in  the  present  case,  but  of  course  a  =  b^  the  two  halves 

e  parabola  then  coming  exactly  alike. 

p 
n  this  case  f  h  =  — 
4L 

.-.    O  E   = 


?  t-  -  J 


5,  Gesxeral  Cases  of  gnflrng  Loadi.— When  1  system 
:f  jsoiaced    cadsi.  iuim  is  3it:se   iiie  od  rut  xxle  'oads  of  loco- 
rnccvrs.  :r:^i5c5  1  ^ran.  the  ^ear  jnd  lending  im^menf  at  every 
ccint  Tiry  is  the  .i:aii  :r^-<5cs  mc  tie  mai'iniim  values  of  these 
cnannnes  hav-*  t:   te  ter;rrtnrr:ec  by  jome  method  such  as  given 
•jei«::w      It  :s  isciil  :n  pnuiticir  rbr  a  laiitiay  company  to  choose  a 
iCirjdiri  i-tle  "i:ati:n:i,  teased  :it  thtnr  destpi  of  locomotives,  and 
w:th  1  per:err.i;jy  illcwoniar  varT:r:i£  5rom  2i  to  10  per  cenL  tor 
possi'tjie  irxreases*     The  c":irTes  of  Tnaurmim  shear  and  bending 
moment  are  rher.    :  beamed  xraph^caZv.  and  parabolas  are  drawn 
to  erxi«jse  d".e7r,.  the  er:i:vale?:t  uniii^nn  load  being  obtained  from 
these  parcottas.     The  results  are  tabulated  or  put  into  the  form 
of  a  curve,  and  the  brji^es  xr\t  desujned  for  a  cmifonn  load,  the 
intensity  of  which  tVjr  the  ziven  -jpan  is  obtained  from  the  table  or 
curve.      We  shall  give  some  n^jres  showing  such  tables  in  the 
chapter  on  the  I>esign  «:^' Girders  iChap.  X\TIL). 

The  diojZTams  in  this  pr:>b!em  become  very  complicated,  and 
s^>  we  w:i'.  restrict  our  I<:ad  s^^tem  to  one  of  five  loads,  0,1;  i,  2 ; 
2,  ^,  3^  4  •  4-  5  -  f '*:?'  '^4-  The  procedure  with  a  more  compli- 
cated loading  is  exactly  the  same,  Jiiid  is  as  follows :  Set  out  the 
load  system  at  tiic  :op  of  the  paper,  and  choose  the  scale  so  that 
there  1^  on  both  sides  of  the  laid  a  length  at  least  equal  to  the 
span  under  ronsideration.  Now  set  down  the  loads  on  a  vector 
line  o,  5  and  choosing  a  convenient  pole  P  draw  the  link  polygon 
u,  a,  h,  c,  d,  e,  v.  The  pole  P  is  best  chosen  so  that  the  centre 
jx>rtion  of  the  link  polygon  comes  at  the  bottom  of  the  paper,  and 
the  first  and  last  links  u  cl,  ev  produced  indefinitely,  cut  the  span 
just  f>efore  the  edges  of  the  paper.  Now  let  the  span  under  con- 
sideration be  of  length  l,  and  let  a^  b„  represent  one  position  of  the 
span  relatively  to  the  load  system  ;  then  if  verticals  through  a^  and 
h„  be  drawn  to  cut  the  link  polygon  in  Xoy^,  and  x^y^  be  joined, 
x„  a  h  y„  is  the  B.M.  diagram  for  the  given  position  of  the  load  on 


I 


I 


I 
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the  sjan.  and  if  p  x,  is  drawn  parallel  to  .r.,  v.,,  x,,  gives  the  base 
line  for  the  shear  diagrjim.  The  B.  M.  and  shear  are  then  measured 
at  a  number  of  points  along  the  span,  and  the  load  is  then  moved 
relatively  to  the  span,  and  fresh  B.M-  and  shear  diagrams  drawn, 
aiirl  the  values  at  the  given  points  measured,  and  so  on.  It  is 
mu(  h  more  convenient  for  drawing  to  move  the  span  under  the 
load  than  to  move  the  load  over  the  span,  because  in  the  former 
case  only  one  link  polygon  need  be  drawn.  The  procedure  is 
then  as  follows : 

Hkndino  Moment. — Divide  the  span  into  a  convenient 
number  of  equal  parts  :  in  practice  lo  will  usually  be  sufficient, 
hut  we  will  adopt  5  to  avoid  confusion  of  the  figure.  Then 
starling  from  one  or  other  of  the  larger  loads  set  off  lengths 
representing  these  span  segments  right  across  the  paper,  and  draw 
verticiils  through  the  points  thus  obtained,  such  verticals  being 
shown  (lotted  in  the  figure.  If  these  verticals  are  numbered  as 
iii(li<  .lied  in  the  figure,  then  a  horizontal  line  joining  successive 
verticals  of  the  same  number  gives  the  span.  The  closmg  lines 
giving  the  H.M.  diagrams  for  each  position  of  the  load  are  then 
(hawn.  A  length  A  B  to  represent  the  spart  L  is  next  taken  and 
divided  up  into  the  given  number  of  parts.  By  scaling  off  from 
the  diagrams  to  the  scale  obtained  as  previously  described,  the 
maxiiniiin  H.M.  at  each  section  of  the  span  is  found  and  is  plotted 
ii|»  on  the  line  A  w  ;  1  2, /being  the  maximum  ordinate  for  position 
I,?,  and  so  on.  i\,  f,  ii(^  h,  i,  B  then  gives  the  curve  of  maximum 
bending  moment,  and  if  it  is  desired  to  express  the  results  in 
terms  of  an  ecjuivalcnt  uniform  load,  a  parabola  a  c  B  is  then 
<Ira\vn  to  etu  lose  the  curve.     The  maximum  or  central  ordinate 

then   represents  ^    '  ,  where  /  represents  the  equivalent  uniform 

o 

loa<l  |)er  ft.  rnti,  and  from  which/  is  calculated. 

If  the  !ui!nl)er  of  divisions  of  the  span  is  large  enough  it  will 
not  tnatler  where  the  first  position  is  taken. 

If  the  value  of  the  maximum  B.M.  anywhere  across  the  section 
is  recjuired  we  make  use  of  the  following  rule  :  The  maximum 
n,M.  will  occur  umier  one  of  the  heavy  loads ^  and  the  maximum 
B.  /!/.  under  any  load  occurs  7vhen  the  centre  of  gravity  of  the  load 
system  and  the  given  load  are  ei/uidistant  from  the  centre  of  the  span. 
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This  is  proved  as  follows:  It  is  obvious  that  the  B.M.  at  any 
point  of  the  span  is  a  maximum  when  one  of  the  loads  is  over  it ; 
this  is  clearly  seen  from  the  funicular  polygon.  Now  let  the  total 
weight  of  the  load  system  be  W,  and  let  its  centre  of  gravity  be  at 
distance  x  from  the  end  a,  and  let  the  given  load  be  w  at  distance 
y  from  the  centre  of  gravity! 

Then  the  B.M.  under  the  load  W  is  equal  to 
M  =  R,  .(^  ^y)  -  W.J' 

=  W  (^  "  ^^  {x  -V  y)  -  W  J  =  W  1^  -  ^JfL±i:)| 

^M 


This  is  a  maximum  when 

ax 


i.e.,  when  i 

L  L 


i.e.^  X 


2  X  _  y  _ 

L 


i.e.,  when  W  and  ze/  are  equidistant  from  the  centre. 

The  centre  of  gravity  of  the  load  system  is  j,  the  point  where 
the  first  and  last  links  meet,  so  that  the  maximurn  B.M.  can  be 
found  by  placing  the  centre  of  the  span  half-way  between  j  and 
the  loads  2,  3  and  3,  4  and  seeing  which  gives  the  greater  B.M. 

The  reason  why  this  procedure  alone  would  not  be  sufficient 
is  that  although  it  finds  the  actual  maximum  B.M.  at  one  or  two 
points,  it  does  not  find  the  maximum  values  at  the  other  points  of 
the  span. 

Shear. — To  draw  the  curve  of  maximum  shears  we  proceed 
as  before,  by  first  setting  out  the  load  and  drawing  the  link  polygon. 
The  points  on  the  vector  polygon  are  then  projected  across  their 
corresponding  spaces  and  the  stepped  shear  curve  outline  e  f  g  11 
J  K  L  M  N  Q  R  is  drawn  in  as  shown  on  Fig.  84.  This  may  be 
done  on  the  same  sheet  as  the  bending  moment  as  shown,  but 
may,  if  desired,  be  done  separately.  The  dotted  verticals  through 
the  span  segments  then  determine  the  various  closing  lines  of  the  « 
B.M.  diagrams  for  the  various  positions.  Now,  through  p  draw 
lines,  shown  dotted,  p  10,  p  12,  p  14,  &c.,  parallel  to  each  of  these 
closing  lines,  then  these  points,  10,  12,  14,  &c  ,  determine  the  base 


196  The   Theory  and  Design  of  Structures, 

lines  for  shear.  If  the  load  is  much  larger  than  the  span,  these 
lines  need  be  drawn  only  from  the  point  where  the  first  load 
comes  on  to  the  span,  until  the  point  where  the  first  heavy  load 
has  gone  right  across  the  span,  and  also  to  get  the  negative  shears 
from  the  point  where  the  last  heavy  load  comes  on  to  the  span  to 
the  point  where  the  last  load  leaves  it  Now  project  the  points 
10,  12,  &c.,  across  their  corresponding  spans,  and  the  various  shear 
diagrams  are  those  obtained  between  these  base  lines  and  the 
stepped  shear  curve  outline. 

Take,  for  example,  the  base  line  n  d.  Then  dtfghjkud 
is  the  shear  curve  for  this  position  of  the  load. 

The  maximum  positive  and  negative  shears  at  the  different  span 
segments  are  then  measured  off  and  are  plotted  on  a  base  a  b. 
The  points  e^  /j,  &c ,  and  /g  ^2»  &c.,  are  then  joined  up  to  get 
the  curves  of  maximum  shear,  and  if  the  equivalent  uniform 
load  is  required,  a  parabola  is  drawn,  as  shown  dotted,  to  en- 
close them. 

Note  on  Drawing. — In  practice  the  best  method  of  procedure 
is  to  draw  the  link  polygon  carefully  on  a  large  sheet  of  paper,  and 
to  draw  the  verticals,  representing  the  span  segments,  on  tracing 
paper.  The  various  B.M.  and  shear  diagrams  can  then  be  traced 
through,  and  in  many  cases  need  not  be  actually  drawn,  and  the 
maximum  at  every  point  measured  and  plotted  on  the  curves  of 
maximum  shear  and  B.M.  In  this  way  one  link  polygon  does  for 
a  number  of  spans. 

It  should  be  noted  that  the  forms  of  the  maximum  shear  and 
B.M.  diagrams  will  be  different  if  ten  sections  are  taken  instead 
of  five  as  in  the  figure. 

For  more  detailed  information   on   these  constructions,   the 
reader  may  consult  some  articles  by  Mr.    H.  Bamford,  M.Sc,  . 
A.M. I.e. E.,  in  Vol.  LXXXII.  of  Engineerings  1905  i  and  a  paper 
by  J.  Graham,  M.I.C.E.,  Vol.  CLVIIL,  Proc,  Inst.  C.E, 

(5)  Combined  Diagrams  for  Rolling  LfOad  and  Dead 
Load. — In  practice  there  is  always  the  dead  load,  due  to  the 
weight  of  the  structure,  to  be  combined  with  the  rolling  load  to 
get  the  resultant  stresses.  The  relative  values  of  the  dead  and 
rolling  loads  increase  as  the  span  increases,  and  with  very  large 
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spans  the  dead  load  stresses  are  often  larger  than  those  due  to  the 
rolling  load. 

We  will  consider  the  case  of  a  uniform  rolling  load  of  /  tons 
per  ft.  run  larger  than  the  girder,  combined  with  a  uniformly  dis- 
tributed load  W,  the  span  of  the  girder  being  /. 


Fig,  85,^Comhined  Rolling  and  Dead  Load, 


Shear  Diagrams. — As  we  have  already  seen,  the  maximum 
shear  diagram  for  the  rolling  load  is  given  by  two  parabolas  c  b, 
A  D,  Fig.  85.  The  diagram  for  the  dead  load  is  given  by  the 
sloping  straight  line  E  f. 

On  combining  these  we  get  the  curves  g  y  e  and  f  x  h, 

W 

E  A  and  B  F  being  equal  to  — ,  and  h  a  and  o  b  being  equal  to 

W  ^  // 

2  2  * 

If  a  point  a  between  v  and  b  along  the  span  is  considered,  the 
shear  at  a  is  always  negative,  the  minimum  value  being  a  b  and 
the  maximum  value  a  c. 

Between  the  points  x  and  v  the  shear  changes  in  sign  as  the 
load  crosses,  and  some  writers  have  called  x  v  =  x  the  focal 
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Ifn^^th  of  the  iJLX^r.  As  \Te  ifaail  see  later,  if  rhe  giide^  is  a  mmc- 
work.  ronnterhnicing  will  be  netressaiy  bciwe^i  x  and  y  if  ft  is 
desired  to  prevent  reversal  <3f  stress  in  the  diagonals. 

In  the  case  of  framed  i^rrders.  the  maximum  shear  diagnuns 
for  rollinjn  loads  are  somewnat  different  from  the  case  of  tiie  crdi- 
nar)-  beam  which  we  have  <:onsi€iere«L  and  we  shall  deal  witi  this 
]>oint  in  the  chapter  on  Framed  Structures.  We  shall  also  deal 
further  with  the  application  of  die  rolling  load  diagiams  to  the 
de^iign  of  2[irders  in  Chapter  XVIir. 


CHAPTER  VIII. 


DEFLECTIONS   OF   BEAMS. 


We  have  found  the  relation  which  exists  between  the  stresses 
a  beam,  and  the  bending  moment ;  we  now  want  to  find  the 
lation  between  the  deflections  and  the  bending  moment. 

Ixt  c  c',  Fig.  86,  represent  a  short  length  of  the  centroid  line 

a  beam,  the  original  curvature  of  which  was  negligible,  and 

bich  has  become  bent  to  a  radius  of  curvature  R.     This  radius 

is  that  which  agrees  with  the  very  short  length  c  c',  and  is  not 


Fig,  86. 


le  same  all  along  the  beam.  If  the  assumptions  that  we  previously 
mde  wuth  regard  to  the  stresses  in  beams  still  hold,  b  f  and  a  e 
re  straight  lines  after  bending,  and  they  meet  at  o,  the  centre  of 
urvature  of  c  c'.  Draw  b'  f'  parallel  to  a  e.  Now  consider  the 
sgments  b  b'  c'  and  c  c'  o. 


Since  0  is  very  small  -, — ;  =  

B   c  CO 

B  b'       b'  c' 

or  — T  =  — 

c  C  CO 


d 
R' 


.(I) 


JO(Z  ^  Id    ^  'uor^  MMH  ^tisasgm  ff  SiOrMtaarss^ 


in  Al 


'Vt  TTCTi^  ^^— ^  =  anmr  31  a  j  =  ^,  wiec/B  lie  stress 

'^'  "■-^r  *r:2>  .rr  -rrmrrGir    i    *«&  ianne : 
•   _  / 

i  ~  a 

»M- '-' 

M 

:r    -.  =  - 

^  ==  ■■  =  E    (3) 

_  rf       I       R 

:  -:>  :<  the  ccmpiete  r^jicon  benreea  tiie  scesses  in  beams, 
:r.e  ""^~.i:r.:i  nii:cicr.c  inti  the  roiiios  of  citrvamre.  In  practice 
TT-  i:-,  r..-,r  ^:  ~ ui-.h  Tint  :':  know  the  ndhis  of  cunrature  at 
varcj-i  :x..r.'s  .r'  i  oeazi.  but  we  re^:ftire  the  deflection,  and  so 
^e  X.;  r.cx:  r.r.»i  :hc  rcLinon  bersrern  radius  of  curvature  and 
de!^cr::or-.    ar..i  ther.    f.r.ci    the  defections  for  various   kinds  of 

O^r  :r.vestig:i::or.  now  d:\-:dcs  itself  into  two  ports  according 
as  we  consider  it  from  the  graphical  or  the  mathematical  stand- 
p^rint.  and  we  wili  deai  with  it  in  this  order. 

INVESTIGATION    FROM   GRAPHICAL   STANDPOINT.* 

Preliminary  Note  on  Curvature. — Let  ab  (Fig.  86a)  re- 
f>re«;^,'nt  ?iny  curve,  and  let  p  Pj  be  points  on  it  at  a  short  distance  i 
iifn'irt.      f>raw  tangents    p  q,  p^Qj   to  meet  any  base  line  making 

*  I  \\v  rifi/W't  rnay  take  either  the  mathematical  or  the  graphical  reasoning. 
Y/mSx  Ih  (*m\\i\t'\o.  in  itwlf. 
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igles  0  and  Oj  with  it,  and  draw  lines  perpendicular  to  the 
ngents,  then  the  point  of  intersection  of  these  perpendiculars  is 
Le  centre  of  curvature  of  the  short  arc  p  p,. 

Then  the  angle  subtended  by  p  Pj  at  the  centre  will  be  equal 
•  (o  -  Oi). 

.  *.  if  R  is  the  radius  of  curvature   r  x  (0  -  dj)  =  s, 

s 


R  = 


d  -  6^ 


S  R 


Then  —  is  called  the  curvature  at  the  given  pointy  or  rather 

•e    curvature  is  the  value  which  ^  approaches  as  s  gets 

•taller  and  smaller. 


Mohr's  Theorem. — Now  imagine  a  b  to  be  a  cable  loaded 
vertically  in  any  manner,  and  let  the  load  between  the  points  p,  p^ 

'  be  equal  to  iv.  Then  it  follows  from  the  laws  of  graphic 
statics  that  the  cable  takes  up  the  shape  of  the  link  polygon, 
for  the  load  system  on  it  drawn  with  a  polar  distance  equal 

^  to  the  horizontal  pull  in  the  cable.     [See  p.  358.) 

Now  let  the  tension  in  the  cable  at  the  points  p,  p^  be  T,  T^. 
Then  the  horizontal  components  of  these  tensions  must  be  equal, 
since  there  is  no  horizontal  force  on  the  cable  ;  let  this  horizontal 
component  be  H  ;  the  difference  between  the  vertical  components 
of  the  tensions  must  be  equal  to  ze/,  the  load  between  the  points. 
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.-.  We  have  H  =  T  cos  0  =  T^  cos  B^ 

7v  =  Tj  sin  dj  -  T  sin  f^ 

H  sin  e.       H  sin  « 

I.e.,    w  =  i  -  

cos  f^i  cos  0 

=  H  (tan  01  -  tan  9) 

Now  if  Oj  and  f*  are  small,  as  they  will  be  when  considering 
beams,  we  may  say  tan  6^  =  0^  and  tan  0  =  6 

.*.  We  have 


w  =  H{d,- 

8) 

7V  _U  (01  - 
s               s 

») 

H    . 

=  — 

R 

But      =  load  per  unit  length  of  the  cable  =  say  /. 

^        R 

or  i  =  ^    (4) 

R       H 

Now  return  to  the  case  of  the  beam. 

From  equation  (3)      —  =  -^ (S) 

R       Jl.  I 

The  quantity  E  x  I  depends  solely  on  the  shape  and 
material  of  the  beam,  and  is  called  the  flexural  rigidity.  Then 
if  this  flexural  rigidity  is  constant  throughout  the  span,  by 
comparing  statement  A  and  equations  (4)  and  (5)  we  see  that; 
A  loaded  beam  takes  up  the  same  shape  as  an  imaginary  cahk  of 
the  same  span  which  is  haded  with  the  bending  moment  curve  on 
the  bcam^  and  subjected  to  a  horizontal  pull  equal  to  the  flexural 
rigidity  (E  I). 

This  is  Mohr's  Theorem,  and  the  deflected  form  of  the 
beam  is  called  the  elastic  line  of  the  beam.  We  see,  therefore, 
that  to  obtain  the  elastic  line  of  a  beam  our  procedure  is  as 
follows  : 

( 1 )  Draw  the  bending  moment  curve  for  the  beam. 

(2)  Divide  this  curve  up  into  narrow  vertical  strips,  and  set 
down  mid-ordinates  on  a  vector  line,  and  take  a  polar  distance 
equal  to  the  flexural  rigidity  (E  I). 
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(3)  Draw  the  link  polygon  for  this  vector  polygon,  and  reduce 
t  to  a  horizontal  base,  then  this  link  polygon  gives  the  elastic 
ine  to  a  scale  which  we  shall  determine  later. 

For  the  present  we  will  assume  that  the  section  of  the  beam  is 
iniform  along  its  length,  or  rather  that  the  flexural  rigidity  is 
:onstant.  We  shall  see  later  how  to  proceed  when  such  is  not 
he  case. 

Standard  Cases  of  Deflections.  ^  In  certain  special 
:ases  we  can  calculate  the  maximum  deflections  by  reasoning 
>ased  on  Mohr's  Theorem,  and  we  will  deal  with  such  cases 
low  (Fig.  87). 

(i)  Simply  Supported  Beam  with  Central  Load  W.— Let 
i  B  represent  a  simply  supported  beam  of  span  /  with  a  central 
cad  W. 

Then  ad  b  is  the  B.M.  diagram,  the  maximum  ordinate  being 

W  / 

iqual  to  —  .    Let  AjCiBi  be  the  elastic  line  of  the  beam  ;  then, 

4 
iccording  to  Mohr's  Theorem,  the  shape  of  this  elastic  line  is  the 

)ame  as  that  of  an  imaginary  cable  of  the  same  span  loaded  with 

:he  B.M.  curve  and  subjected  to  a  horizontal  pull  equal  to  the 

iexural  rigidity. 

Now  consider  the  stability  of  one  half  of  this  cable.  It  is  kept 
n  equilibrium  by  three  forces :  the  horizontal  pull  H  at  the 
3oint  Cj ;  the  resultant  load  P  on  half  the  cable ;  and  the 
:ension  T  at  the  point  a^. 

Take  moments  about  the  point  Aj,  then  we  have : 
H  X  ^  =  P  X  j^/ 

In  this  case  P 


H 

area  of 

_  I  ^  / 

2     2 

one-half  of  B.M.  diagram 
W/      W/-2 

X    = 

4           16 

y 

=  distance  of  centroid  of  shaded 
/ 

triangle 

from 

A 

=  — 
3 

H 

=  EI 

h 

_   W/2 

/                  W/3 

16        3.  EI      48  EI 
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(2)  Simply  Supported  Beam  with  Uniform  Load.— Let 
A  B  represent  a  simply  supported  beam  of  span  /,  with  a  uniformly 
distributed  load  VV. 


H 
Centhaf  Load 


Uniform  luoaJ 
Simj^lu    sujyjyorfeJ  R^ams 


%7rnr^m 


^XA        IsdateJi  Load 

Cantilei/ars 
Fig,  87. — Deflections  of  Beavis, 


Uniform  Load         (^\ 


Then  the  B.M.  diagram  is  a  parabola,  the  height  being  equal 

W  / 
to    -— .     Then  considering   the  stability  of  half  the  imaginary 
8 

cable,  we  have  as  before 

H 
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n  this  case  P  =  area  of  one-half  of  B.M.  diagram. 


2     3 
^          16 

W/      W/-' 
X           - 

8          24 

H  =  EI 

24 

5/     _    5\V/3 
16  EI       384  EI 

(3)  Cantilever  with  an  Isolated  Load  not  at  Free 
£nd. — Let  a  cantilever  of  span  l  carrying  a  load  W  at  a  point  at 
listance  /  from  the  fixed  end  a. 

Then  the  B.M.  diagram  is  a  triangle,  a  d  being  equal  to 
V  /,  Aj  Bj  represents  the  elastic  line  of  the  beam  and  the 
maginary  cable.  In  this  case  we  must  imagine  the  load  as 
Lcting  upwards. 

The  cable  is  horizontal  at  Aj. 

Take  moments  round  Bj,  then  we  have  as  before 


H  X 

h  - 
h   - 

=    P    X  J* 

Y  y.  y 
"       H 

this 

case 

P 

=  area 

of  B.M.  curve  a  c 

D 

W/. 

,/_ 

W/2 

2 

2 

y 

=  L   - 

/ 
3' 

H  =  EI 

•  ^  =  Te 


H-D 


In  this  case  it  should  be  noted  that  the  portion  c  b  of  the 
)eam  is  straight. 

(4)  Cantilever  with  an  Isolated  Load  at  Free  End. — 
This  is  the  same  as  the  previous  case  when  /  =  l 

W  /  W  L  \ 

•••^=2E-I^-  YJ 

"  3  El 
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(5)  Cantilever  with  Uniform  Load  from  Fixed  End 
TO  A  Point  before  the  Free  End. — Let  a  b  be  a  cantilever 
on  span  i^  and  let  a  load  W  be  uniformly  distributed  from  a  to 
a  point  c,  /  being  the  length  of  a  c. 

Then  as  before : 


H 


In  this  case 


p 

= 

area 

I 

OfB.M. 
2 

curve  A 

c 

D 

— 

3  * 

"      6 

I 

y 

— 

L   - 

4 

H 

= 

EI 

^/ 

/\ 

h 

= 

6  EI  I ^ 

4) 

(6)  Cantilever  with  Uniform  Load  over  Whole  Length. 
— This  is  the  same  as  the  previous  case  when  /  =  L. 

.      wi;-'/       l\ 

_      W  L-^  ^  _      W  l3 

~6EI'4"8EI 

*  (7)  Simply  supported  Beam  with  Isolated  Load  any- 
where.— The  reasoning  in  this  case  is  somewhat  long,  but 
should  not  otherwise  present  any  great  difficulties. 

The  first  important  point  to  notice  is  that  the  maximum 
deflection  will  not  occur  under  tlie  load,  so  that,  as  it  is  the 
maximum  deflection  that  we  nearly  always  require,  it  is  of  ver}' 
little  use  to  find  the  deflection  directly  under  the  load  as  is 
commonly  done. 

We  have  seen  that  the  ordinate  of  the  bending  moment 
curve  or  link  polygon  of  a  beam  is  a  maximum  where  the  shear 
is  zero,  so  that  treating  the  B.M.  curve  as  a  load  on  the  beam, 
the  deflection  will  be  a  maximum  where  the  shear  due  to  this 
load  is  zero. 

Let  a  load  W  be  placed  at  a  point  c  on  a  beam  a  b  of  span  /, 
Fig.  88,  c  being  at  distances  a,  b  from  a  and  b.     Then  a  E  b  is 
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he   B.M.  diagram,  c  e  being  equal  to  — . — .     The  total  load 

epresented  by  this  B.M.  diagram  treated  as  a  load  will  be  equal 

\\  ab       I       \y  ah 

o  the  area  of  the  A  a  e  b  =^  — ; —  x  —  = . 

/  2  2 

It  acts  at  the  centroid  g  of  the  A . 


Fig,  88. 


The  vertical  through  this  point  G  is  at  distance  -  f  c  from  c, 

F  being  the  mid-point  of  the  beam,  so  that  the  distance  of  this 
centroid  from  the  end  b  is  equal  to 


b  ^ 


3  \2        /       3 


b__  (/+  b) 
3  "^  3  ~        3 


The  reaction  at  a  due  to  this  imaginary  load  is  equal  to 


Total  joad       (/ +J)  _  ^  ab    (/ +  b) 
^  ^       3       ~     2  /     •     3 
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Now  let  the  deflection  be  a  maximum  at  the  point  d  at 
distance  x  from  a. 

Then  the  shear  at  this  point  is  zero. 

/>.,  R^  -  -.>^  H  =  o 

2 

"^  ab  (i  +  b\       X    "W  b  X 

'  x^J^JltA  (.) 

3 
The  maximum  deflection  h  is  then  obtained  by  considering 
the  stability  of  the  portion  a,  d  of  the  imaginary  cable. 

P.  V 

Then  we  have  as  before  h  =  -rr/- 

In  this  case  P  =  area  a  k  h 

_  W^^   ^  _^  W  3  x2 

~        /      •    2 "      2/ 

_W  b.a(/  +_^  _W  ab(/  +  b) 

6/  "        "6/ 

« 

2 

3  3 

H  =  E  I 

,       Via/>(l+b)     2      fail+b)"      I 
•••  ^=  6/    ■       •  3-V  3        -EI 

-     ^^'^    /g  (/  +  b)^ 
~3EI/l       3       / 
This  can  be  put  into  somewhat  simpler  form  for  use  by  putting 
a  =  a  /.     Then  />  =  (i  -  a)  /. 

Then^^'^-('-")/"^(^-^^^^* 


-  o)    fa  1(2    -  g)  /■>' 
i      V  3  / 

3EI  ('-"){-^-} 
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Graphical  Construction  for  any  Loading. — Let  a  c  b 
e  the  B.M.  curve  for  any  given  load  system.  Divide  the  base 
ito  a  convenient  number  of  equal  parts  and  let  e  be  the  length 
f  each  base  segment.  The  number  is  such  that  each  piece  of 
[le  B.M.  diagram  is  approximately  a  rectangle.     Now  set  down 

be  mid  ordinates  of  each  section  diminished  in  the  ratio  -  on  a 

n 

ector  line.     These  ordinates  are  diminished  in  order  to  keep  the 
ector  diagram  of  a  workable  size. 

Now  let  the  space  scale  be  i"  =  x  feet,  and  let  the  B.M.  scale 
»e  1"  =  V  foot  tons.     Then  considering  any  section  of  the  B.M. 


Fig,  89. — Graphical  Construction  for  Deflections. 

iiagram,  say  2,  3,  the  area  of  this  section  is  ^  x  mid  ordinate. 
Therefore,  on  given  scales,  one  inch  in  height  of  mid  ordinate, 
ince  the  area  of  each  segment  is  proportional  to  the  height  of  the 
aid  ordinate,  represents  e  x  x  x.  y  square  ft.  tons.     Since  each 

jortion  of  the  vector  line  is  -  of  the  ordinates,  the  portion  2,  3 

n 

»f  the  vector  line  represents  the  area  of  its  corresponding  section 
•f  the  B.M.  diagram  to  a  scale  i"  =  ny,ey.xxy  square  ft. 
ons.  Now  calculate  the  length  of  E  I  on  this  scale.  This 
nil  be  too  large  for  practical  use,  so  take  a  pole  p  at  distance 

' — ,  where  r  is  some  convenient  whole  number.  With  this 
r 

ole  p,  draw  the  link  polygon  a'  c'  b',  then  this  is  the  elastic  line 

p 


2IO 
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of  the  l>eam  for  the  given  loading,  or  more  strictly  speaking 
a'  c  '  h',  when  reduced  to  a  horizontal  base,  would  grve  the 
clastic  line.  The  scale  to  which  the  deflections  are  to  be  read  is 
then  obtained  as  follows : 

If  the  polar  distance  were  taken  equal  to  E  L  the  deflections 


/♦Vf/.  00. — Exainple  on  Deflect ioTis, 

would  l)c'  to  tlu'  s])ac'c  scale  i"  =  jc  feet,  but  as  the  polar  distance 

li  1  X 

\^         ,  ihr   (IrllcM  tions  will   be   to   a   scale    i"  =  -   feet.    The 

/  r 

following;  ninncrical  exam])lc  should  clear  up  the  difficulty  as  to 
scali'  :    - 

Ntmi  KU'AI,  ICxAMPl.K.  //  i6"  X  i6"  X  62/^.  ro//etf  steel  joist  of 
J4  //.  \/f///  ((trrirs  (f  uniformly  (tistrilmted  load  (including  its  07vn 
•,iuiiilit)  I'fH  tons,  and  also  an  isolated  load  of  5  tons^  at  a  point  6  ft. 
fii^tn  fitr  lift  hand  support,     hind  the  maximum  deflection  (Fig.  90). 

In  lliis  case   IC        12,500  tons  per  sq.  inch,  I  =  7257  inch  units. 

i2,i;oo  X  7257       ,      „  r 

.-.   V.  I  ---       '^  '   ^  '  =  62,980  sq.  ft.  tons. 

144 

First  draw  the  H. M.  diaj^ranis  for  each  of  the  loads,  taking  as 
linear  sralc,  say  i"  ~  4  ft.,  and  for  the  B.M.  scale,  say  \"  =  20  ft.  tons. 
Now  divide  the  H.M.  diagram  into  a  convenient  number  of  equal  parts, 
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ay  12,  and  draw  the  mid  ordinate  of  each  part,  treating  these  as  force 

ncs,  then  set  these  ordinates  down  a  vector  line,  o,  i,  2,  &c 12  to 

reduced  scale,  say  one-fourth  for  convenience. 

Then  i  in.  down  the  vector  line  represents  -  =  160  sq.  ft.  tons, 

)ecause  each  base  element  is  ^  in. 


E  I  on  this  scale 


62,980 
160 


=  3937  in. 


This  is  obviously  not  convenient,  so  take     >^     =  6*56  in.     Then 

[  in.  on  the  link  polygon  represents  ^  in.  deflection.     The  maximum 
Drdinate  of  the  link  polygon  will  be  found  to  be  '58  in. 

.*.  Maximum  deflection  =  '58  x  '8  =  '464  in. 


\ 

c 

f       «,  -  "^  ZJ'^""^ 

■^*<^  -  ^CormoToJ  B.M  Car^^ 

^^. 

/7         > 

(             I 

3 

^ 

Fig.  91. 

Allowance  for  Deviation  of  Cross  Section. — The  cases 
up  to  the  present  have  all  been  on  the  assumption  that  the  section 
is  constant,  or  rather  that  the  Moment  of  Inertia,  I,  is  the  same 
all  along  the  ^an.  If  such  is  not  the  case,  the  deflection  can  be 
found  accurately  by  first  altering  the  B.M.  curve  to  make  up  for 
the  variation  in  the  section  as  follows  : — 

Suppose  A  c  B  (Fig.  91)  is  the  B.M.  curve  on  any  beam  a  d  b, 
and  suppose  that  Iq  is  the  maximum  nioment  of  inertia  or  second 
moment  of  the  section,  this  occurring  at  the  point  d.  Then  take 
any  point  along  the  beam  at  which  B.  M.  is  x  v  and  moment  of 

X  Y   X   I 

inertia  Ix  and  find  x  v^  so  that  x  v^  =        ^      °.     Do  this  for  a 

number  of  points  along  the  span,  and  join  up  the  points  thus 
obtained,  and  we  get  the  corrected  B.M,  curve  from  which  the 
deflections  can  be  found  by  the  construction  given  above.  The 
value  lo  is  taken  in  obtaining  the  expression  E  I  for  this 
construction. 
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Deflections  of  Girders  of  Uniform  Strength  and 
Constant  Depth. — If  the  cross  section  of  a  beam  vary  so  that 
the  maximum  stresses  are  constant  along  the  span,  then  the 
modulus  of  the  section  must  vary  in  the  same  way  as  the  B.M., 

M 

and  so  the  ratio        is  constant.     If  the  depth  of  the  girder  is  also 

constant,  then  the  ratio  y  will  also  be  constant. 

The  corrected  B.M.  diagram  will  in  this  case  be  a  rectangle, 
and  the  deflection  can  be  found  by  Mohr's  theorem  as  follows  :— 
As  in  the  several  previous  cases  we  have 

^  -    EI 

In  this  case  P  will  be  equal  to  — *—  and  v  =  -  since  the  curve  is 

2  4 

a  rectangle. 

.        Ml2 

•'•  ^  ^  8  EI 

Wl 

In  case  of  uniform  loading  M  =  —^ 

.    .  ^   Wl« 

64  E  I 

\ V I 
In  case  of  a  central  load  M  =  ' 

4 

.    c  ^  _\Vl3 

32  EI 

Another  simple  proof  of  this  relation  will  be  found  on  p.  220. 
Further  numerical  examples  will  be  found  at  the  conclusion  of 
this  chapter. 

DEFLECTIONS   FROM   MATHEMATICAL  STANDPOINT. 

From  equation  (3)  --  =1- 

I     d'^  V 
Now  when  R  is  great,  as  it  will  be  in  this  case,  we  hsiye^  =  -r^y 

,   d'^y  _  M 
"  dx^'    EI 
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.-.  ^   =  slope  of  beam  =  [  W"" 
dx  ^  y      EI 

y    =  deflection  of  beam  =  A  A  ^^r^ 

Now  consider  the  following  standard  cases  (see  Fig.  87). 

(i)  Simply  Supported  Beam  with  Central  Load  W. 

— Consider  a  point  Q  at  distance  x  from  the  centre  of  the  beam. 

ThenM  =  -  (^--  x\ 

...  f fuJ.  f mi- .) 

•■■//V(4-')=/^-/^V^. 


8  "12" 


+  q  X  +  Cj 


2 


The  slope  is  zero  when  a;  =  o  .*.  Cj  =  o,  and  the  deflection  is 

zero  when  x  =   ±  — 

2 

.-. --7-+  Cjj  =  O 

-    W  /3 

^^  =  -^8 
Then  maximum  deflection  occurs  when  .r  =  o 

Then     ^  =  ^i=^Ei 

(2)   Simply  Supported  Beam  with  Uniform  Load. — 

Taking  a  point  as  before  at  distance  x  from  the  centre,  we  have 


M 


-l(4-')('-l-) 
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I 


^^''^=      8  6^^' 

as  before  c^  =  o 

10  24 

c,  =  o  when  x  =  — 

2 

'64       3«4 

^      *    384    ^         384 
Then  the  maximum  deflection  occurs  when  .r  =  o 

EI      384EI       384EI 

(3)  Cantilever  with  an  Isolated  Load  not  at  P"^C' 
End. — Take  a  point  g  at  distance  x  from  load. 
M  =  Wjc 


•.  Slope  X  EI  =  jUdx 


-      ^     4-c, 
When  X  =  /,  slope  =  o 
...  c,  =  —- 

w  r^ 


'.  EI  X  sloi)c  under  load  = 
deflection  =  I  j     . .  , 


/Wx^  _  W/^g;  ^  ^\ 


wr^x  .     \      I 
"    "ei 


When  jt:  =  /,  deflection  =  o 


_WP  _W  P  ^  -  W  P 
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.  •.    Deflection  under  load,  where  x  =  o 

/-\v/n       I 

Deflection  at  free  end 

=  deflection  under  load  +  — ♦      ^  ^ n.  -  /) 

£1 

El \    2         6  / 


-  W/^ 


2£ 


i('-0 


or  neglecting  the  minus  sign,  which  indicates  only  that  the  deflec- 
tion is  downward,  we  get 

W  /-  /  /  \ 

Maximum  deflection  =  ^  =   — — —  (  l  -  —  I 

2EIV  3/ 

(4)  Cantilever  with  Isolated  Load  at  Free  End. — 
This  is  obtained  by  putting  /  =  l  in  the  above  case, 

(5)  Cantilever  with  Uniform  Load  from  Fixed  End 
to  a  point  before  Free  End. 

In  this  case  M  =  - — 

2 


•.  Slope  X  E  I  =  /^M  d  x 

When  X  —  ly  slope  =  o 


.  •.   EI   X  slope  under  load  = 


6 


"^==-6 


6 
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E  I  X  deflection  =  /  j  "Hid  x 

"^    "      6      "^"^ 
When  X  =  I,  deflection  =  o 

•■^24  6      ~        8 

.-.  EI  X  deflection  under  load,  when  x  =  o 

=  zUl 

8 

.•.  El  X  deflection  at  free  end  =  — ^—  +  slope  under  load  >^   ^^ 

X  (L-  -') 


-^-       8 


^  ^  W  /2 
6 
Neglecting  -  sign  we  have  : 
W: 


(-0 


*-6E 


n(^-0 


(6)  Cantilever    with    Uniform    Load    over   Whol^ 
Length. — This  is  the  same  as  the  previous  case  when  I  =  V- 


*  =  6Kl('--i) 


8  E  I 

(7)   Simply   Supported  Beam  with   Isolated   Load 
anywhere. — Let  a  load  W  be  placed  at  a  point  c  on  a  beam 
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J.  92,  of  span  /,  and  let  it  be  at  distance  a  /  from  the  end 
listance  from  the  end  b  being  (i  -  a)  /. 

Then  Rb  =  ^^  =  W  a 

R,  =  }5L(l_pLf=W(l    -a) 


CD 

.^ 

Cft 

C 

-(•/-a.;t- 

4 

'^fi 

c 

1 

«6 

FifiT.  92. 

nsider  a  point  at  distance  x  from  a  between  a  and  c. 
Then  Mj  =  Ra  ^  =  W  (i  -  a)  x 

.-.  Elg  =  W(i  -a)^ (I) 

.^,^^W(x-a).'^^        


^  T  W  (i   -  a)  a;3 

E  I  J/  =  ^^ — - — '—  -  +  c,  jc 

o 


+  c. 


.(3) 


)w  consider  a  point  at  distance  x^  from  a  between  c  and  b. 
Then  Mx^  =  R^  Jc^  -  VV  {x^  -  a  I) 

=  W  (i   -  a)  ^1  -  W  x^  +  VV  a  / 
=  VV  a  /  -  W  a  Xi 


dx^ 
d  y 


VV  a  /  -   VV  a  JCj 


...   E  I  ^   =  W  a  /:r,    -    W  a  ^^i-  +  C3 


(4) 
(5) 


2  o 

equation  (3)  when  x  =  o,  ^  =  o 


.-.  Co  =  o 


2l8 
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In  equation  (6)  when  x  =  /,  ^  =  o 
W  a  /»       W  a  /» 


4-  C3  /  +   C^   =   O. 


-   W  a  /8 


-   C3  A. 


These  two  equations  representing  the  elastic  line  on 


either 
when 


side  of  the  load  have  the  same  slope  and  the  same  ordinate- 

a:  =  x^  =  a  / 

.-.  putting  in  these  values  in  equations  (2)  and  (5)  and  equ:^^'  ° 
we  have : 


V^S^a^n    ^    ^^    ^    ^y^,^,    _    w^^    ^   ^ 


C,    = 


W  a^  /2 


-     +    Co 


Putting  in  value  .r  =  jfj  =  a  /  in  equations  (3)  and  (6) 
equating  we  have : 

W(i-a)a3/3,             ,       Wa3/3       W  a^ /»  .       ^ 

— ^ 6 +^i"^=— ^ 6~  +  CgaZ+C, 

Cj  a  /  = r  C3  a  /  — ""  Cg  / 

C,  a  = -  +  Co  (a  -   l) 

'3  3  '^ 


..(8) 
and 


VVa8/^     Wa/« 


.-.  Ci 


3  3  2~  2 

-»""{r?-l) 

.   _..  .  (2   -  3  a  +  «2) 


-^— -    (i    -  «)  (2   -  a). 


.(9> 


.-.  equation  (3)  becomes 


W  (i   -  a)  a:3        W  a  /2  a:  ,            ,  ,            ,  .^x 

EIJ^/  =    —V     ^     J ^ (r   -  a)  (2  -  a)  (l0> 
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me  a  >  -,  then  the  maximum  deflection  occurs  between 

2 

1/  is  a  maximum  when  -^  =  o 
ax 

,        W  (i   -  a)  3  0:2        W  a  /2  ..  . 

ivhen  -  -^ '  ^       -        - —  (i  -  a)  (2  -  a)  =  o 

0  6 

u          9        /2  a  (2    -   a) 
/.f.,  when  x^  =  ^ '- 

3 

/>.,x  =  /y«(^-^)    (II) 

3 

ng  this  value  in  equation  (10)  we  have : 

!5^^^^»{i^}' ("> 

lection  under  the  load  is  obtained  by  putting  :r  =  a  / 

1  E  I^  =  — ^ g-^ ^ (i   -  a)  (2   -  a) 

W  a2  /3  (i   _  a)  r  -, 

=  ^ ^  [a  -  2   -  a] 

W  a2  /3  (i   -  a)2  .     , 

lection   of    Girder   of    Uniform*  Strength   with 

;1  Flanges. — If  the  section  of  a  girder  varies  along  its 

M 
o  that  the  stress  is  constant,  then  —  is  constant,  so  that  if 

M 
th   is  also  constant  —    is  also  constant.     Assuming  also 

is  also  constant  we  have 
I  M 

'     R  =  EI  =  "^''''"^'- 
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If  the  load  is  isolated  and  the  section  is  rectangular, — Consider 
one-half  of  the  beam,  then  x  is  the  distance  from  the  abutment. 


p 

fW^dx 

2 

J       2  EI 

o 

L 

fW'^  x^dx 
J        8  E  1  ~ 

W^  l3 

192  E  I 

P 

_     W-^  l8     _    1   ^y 

96  EI       2 

M  at  centre 

Wl,     /I 

4    '       d 

.-.  P 

P  y  .  L 

6  .  E  I  .  </2 

_    P         I  L 

6  E  ■  d-^ 

As  before  I 

-b/i'  J  _  h 

12'          3 

.-.  P 

P      i,bh^  .\. 

6  E  ■      \2  K'- 

=    f"    .V 

18  E 

Resilience 

_   P  _    /' 

V       18  E 

Numerical  Examples  on  Deflections,  etc. 

{i)  A  girder  has  a  span  of  \  20  feet,  and  has  to  support  a  uniforml} 
distributed  load  of  \\  to7is  per  foot  run.  What  depth  must  the  girdef 
ha7'e  in  the  centre  if  the  maximum  deflectiofi  is  not  to  exceed  -^^^  of  tin 
span  ?  The  maximum  stress  in  the  flanges  is  ?tot  to  exceed  65  tons  per 
sq.  in.  and  E  is  12,000  tons  per  sq.  in.     {B.Sc.  Lond.  iQoy.) 

This  question  is  not  quite  clear,  because  if  the  depth  is  not  the 


Numerical  Examples  on  Deflections,  223 

same  throughout,  we  cannot  calculate  the  deflection  until  we  know  the 
^vay  it  varies. 

We  will  assume  the  depth  constant : 

Now  at  centre  M  =  ^  /  =  ij  x  120  x  120  ^^  ^^^^ 
0  8 

=  27,000  in.  tons. 
- '.  If  maximum  stress  =  6^  tons  per  sq.  in.  since  /  =  li 

Z  =  ^7>o|»  in.  units. 

Now5=5Wl3 
384  EI 

5  =  -^  =  1  ft. 

1200  10 

.    J2^  ^    5    X    150    X    120    X    120    X    120    ^  g 

10  384  X  12,000  I 

.'.  I  =  405,000  in.  units. 

Now  i  =  5  where  D  =  depth. 
^  Z        2 

.*.    I)   =   2j    ^   2    X    405,000    X    6-5  jj^g 

Z  27,000 

=  30  X  6-5  ^  ,6-25  ft 

12 

This  is  a  greater  depth  than  would  be  usually  adopted  in  practice 
>~  a  solid  web  girder. 

(2)  A  cast-iron  water  pipe ^  10  inches  external  diameter  and  \  inch 
^z'ck  rests  on  sup>ports  ^ofeet  apart.  Calculate  the  maximum  stress  i?i 
^^  oilier  fibre  of  the  material  when  empty  and  when  full  of  water ^  also 
^^  corresponding  deflections,     (A.M.I.C.E.  Feb.  igo6.) 

T    .u-  T        ^^D*  -d^)        7r(io*  -9*) 

In  this  case  I  = 7 =  —t 

.    64  64 

=  1 68 '8  in.  units. 

.    „       I       168-8  .^,  . 

.-.  7.=-^=  — —  =  3376  in.  units. 

Volume  of  pipe      =—(100  -  81  j  x  -^  =  4-14  cub.  feet. 

Volume  of  water  =— • x  40  =  17*67  cub.  feet. 

4    144 

.-.  Weight  of  Pipe  =  w  =  4:i4_>i_45o  ^  .g^^  ^^^ 
Weigh t~of  Water  =  -ze/i  =    '    ' =  '492  ton. 
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.'.  W  =  7£/  +  z£/i  =  1*324  tons  (about) 

.  XT  L  M  '832X40X12 

'.   Max.  stress  when  empty  =-^  =-^ — - — 7 —  =  1*48  tons  per  sq.  m. 
^ '       Z         8x3376  ^  ^     ^ 

Max.  stress  when  full       =  ■  — '-^-^  =  2*35  tons  per  sq.  in. 

'032 

Taking  E  as  8000  tons  per  sq.  in. 
I  when  empty  =  5___ 

^  5  X  '832  X  40  X  40  X  40  X  12  X  12  XJ2 

384  X  1 68  "8  X  8000 
=  '89  inch. 

S  when  full  =   -?  ^  ^  ^^^  =  1-41  inches. 

'032 

(3)  A  pole  viade  of  mild  steel  tube^  6  inches  diameter  and  \  ^^\ 
thick  is  firmly  fired  in  the  ground^  the  top  being  10  feet  above    ^ 
ground  le7»cl.     A  horizontal  pull  of  2000  lb,  is  applied  at  a  point  (^y^^ 
from  the  ground.     Find  the  deflection  at  the  top.     E  =  13,500  tons^^^ 
square  inch.     (B.Sc.  Lond.  iQOj.) 

7r(D^  -d^)  _  7r(6*  -  5*) 


64                    64 

=  32*9  m.  units 

This  is 

the  same  as 

Case  (2). 

In  this 

case 

/=  6  ft.         L  =  10  ft. 

Air                         1,                 2000  ^ 

W  =  2000  lbs.  = tons. 

2240 

.       _  2000  ^  6  X  6  X  12  X  12 

8 

X 

2240             13,500  X  329 

X 

2 

=  '5  inch,  nearly. 

(4)  What  is  the  least  internal  radius  to  which  a  bar  of  steel  4  inche^^ 
wide  by  f  ijtch  thick  can  be  bent  so  that  the  maximum  stress  will  nC^^ 
exceed  5  tons  per  square  i?tch  ?  E  =  1 3,000  tons  per  square  incJ^^' 
(A.M.I.C.E.  Feb.  igoy.) 

The  general  formula  for  bending  is  : 
/_  M  _  E 
d       1        R 

"  d      R 

or  R  =  —2r 
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his  case  d  —  distance  from  N.A.  to  extreme  fibre, 

16 

...    R  =  4   X   -'i:^ 
16  5 

=  488  inches. 

=  407  feet. 
It  should  be  noted  that  the  width  of  the  bar  is  not  necessar>'  in  this 
blem. 
The  result  is  the  radius  of  the  centre  line. 

(5)  A  cast-iron  beam  has  a  rectangular  cross  section^  the  thickness 
tg  I  inch  and  the  depth  of  the  section  2  inches.  It  is  fomtd  that  a 
-iofio  cwt,  placed  in  the  centre  of  a  ^6-inch  span  deflects  this  beam 
II  inch.  Through  what  height  would  a  weight  of  h  a  civt.  have  to 
on  to  the  centre  of  the  same  span  to  produce  a  deflection  of  "30 
hf  (B.Sc.  Lond.  igo7.) 
It  takes  10  cwt.  to  produce  a  deflection  of    1 1  inch. 

-'.  It  would  take     -.  — -—  to  produce  a  deflection  of  '30  inch. 

Now  the  work  done  in  deflecting  a  bar  when  loaded  in  the  centre 

.'.  Work  done  to  produce  '30  inch  deflection 

1  10  X  '30 

=  _  .      !^_  X    30  in.  cwt. 

2  11  ^ 

=  '341  ft.  cwt. 
If  h  is  the  height  from  which  the  i  cwt.  falls,  work  done  by  it 

-  M  +  Y^  )  ft.  cwt.,  because  we  shall  take  //  as  the  height  above 

unstrained  position  of  the  beam. 

These- two  amounts  of  work  must  be  the  same. 


We  have  -  (h  +  ^)  =  -341 

2  \  12/ 


//  =  -682  -  ^  foot. 
12 

=  4*09  -  '30  inches. 
=  379  inches. 


^ 


CHAPTER   IX. 
FIXED   AND   CONTINUOUS  BEAMS. 

If  the  ends  of  a  beam  are  fixed  in  a  given  direction  so  tha— ^^ 
they  are  .not  able  to  take  up  the  inclination  due  to  free  bending^^S' 
or  if  a  beam  rests  on  more  than  two  supports,  the  B.M.  2inc:^^^ 
shear  diagrams  will  be  different  from  the  cases  of  simply  supportec::::^^ 
beams  that  we  have  considered  up  to  the  present. 

In  the  first  case  the  beam  is  said  to  be  Jixed,  built-in^  o^  ^^ 
encastrS,  and  in  the  second  it  is  said  to  be  continuous. 

We  will  consider  how  the  shear  and  B.M.  diagrams  can  h^:^^^^ 
found  for  such  beams,  and  wmII  point  out  their  advantages  an(^=^ 
disadvantages  compared  with  simply  supported  beams. 

FIXED   BEAMS. 
If  the  ends  of  a  beam  are  fixed  in  a  horizontal  directione^  -^' 
then  the  beam  when  bent  takes  up  some   form  such   as  abct^^^ 
(Fig.  94).     If  the  ends  were  free  it  would  assume  the  dotted  forni^^  ^^ 
a'  h  c',  and  to  get  it  back  to  the  form  a  b  c,  negative  bending 


Fig,  M.— Fixed  Beams. 

moments,  shown  diagrammatically  as  due  to  forces  F^,  F2,  hav^^ 
to  be  imposed  upon  it.  The  ends  of  the  beams  will  therefore  b^^ 
subjected  to  bending  moments  which  will  be  negative  becaus^s:^ 
they  cause  curvature  in  an  opposite  direction  to  that  due  to  th^^ 
load.     This  change  in  sign  of  the  bending  moment  means  tha^"^ 
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e  tension  and  compression  sides  of  the  beam  are  reversed. 
e  will  consider  the  cases  of  fixed  beams  both  from  the  graphical 
id  the  mathematical  standpoint,  as  we  did  in  the  case  of  the 
i  flections  of  beams. 

INVESTIGATION   FROM   GRAPHICAL  STANDPOINT. 

According  to  Mohr*s  Theorem,  the  deflected  form  of  a  beam  is 
e  same  as  that  of  an  imaginary  cable  of  the  same  span  loaded  with 
e  bending-moment  curve  of  the  beam,  and  subjected  to  a  horizon- 
1  pull  equal  to  the  flexural  rigidity  (E  T).  If  the  ends  of  a  beam 
e  fixed  in  a  horizontal  direction,  the  first  and  last  links  of  the 
"^l^  polygon  determining  the  elastic  line  will  be  parallel ;  this 
eans  to  say  that  the  first  and  last  points  on  the  vector  line  on 
Hich  the  elemental  areas  of  the  bending  moment  curve  are  set 
^vn  must  coincide.  But  this  is  equivalent  to  saying  that  the 
'tdl  area  of  the  bending  moment  curve  for  the  fixed  beam  must 
w   zero.     This  enables  us  to  enunciate  the  following  rule  : 

If  the  ends  of  a  beam  are  fixed  in  a  horizontal  direction  at  the 
^'^Ke  level,  and  the  section  of  the  beam  is  constant  along  its  length, 
^^re  will  be  negative  bending  moments  inditced,  and  the  area  of  the 
^^ative  bending  moment  diagram  will  be  equal  to  that  due  to  the 
*€9dfor  the  beam  if  considered  freely  supported. 

We  will  speak  of  the  negative  bending  moment  diagram  as 
"ie  *end  B.M.  diagram,'  and  that  for  the  beam  freely  supported 
s  the  *free  B.M.  diagram.' 

The  problem  now  divides  itself  into  two  cases :  (a)  That  in 
'hich  the  loading  is  symmetrical,  {b)  That  in  which  the  loading 
»  irregular  or  asymmetrical. 

Symmetrical  Loading.  —  If  the  loading  is  symmetrical 
^ep  the  beam  looks  the  same  from  whichever  side  it  is  viewed, 
tid  so  the  end  bending  moments  wnll  be  equal,  and  their  value 
an  be  found  by  dividing  the  area  of  the  free  B.M.  diagram 
•y  the  span.  This  will  be  made  more  clear  by  considering  the 
lillowing  cases : — 

(i)  Uniform  Load  on  Fixed  Beam. — Let  a  uniform  load  of 
itensity/  cover  a  span  a  b  (Fig.  95)  of  length  /.     The  free  B.M. 

urve  is  in  this  case  a  parabola  a  c  b,  with  maximum  ordinate  ^'-—- 

o 
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Therefore,  since  the  area  of  a  parabola  is  two-thirds  of  the 
area  of  the  circumscribing  rectangle,  area  of  free   B.M.  curve 


/x 


8 


PR 

12 


EndB.M.  =^—  ^1=^— 


12 


12 


F'mj.  05.     Fixed  Bea)u  lolth  Unifoi^n  Load. 
Then  setting  up  a  e  and  b  f  equal  to  ^-^  and  joining 


E  F  we 


get   the    end    B.M.    diagram,  and   the   effective    B.M.    curve  i^ 
the  difference  as  shown  shaded.     At  the  points  G  and  H  the  B.M. 
is  zero,  and  these  points  are  called  the  poifits  of  contra-flexure^  the 
curvature  of  the  elastic  line  changing  sign  at  these  points. 

Suppose  the  point  G  is  at  distance  x  from  the  centre  of  the 

beam,  then  the  ordinate  of  the  parabola  must  be  equal  to  -— 
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2\4 

- 

"')■ 

2 

= 

24 

•.    ^2 

= 

I'- 
12 

X 

= 

/ 

2v/3 

Distance  of  G  from  e  =  --:x:  =  --  —  — 

2  2       I  V3 


=  ^_(V3-x)  =  (^(3-    ,/3) 


2        n/3 

=       211/ 

Shear  Diagram.  —  With  symmetrical  loading  the  shear 
.iagram  will  be  the  same  as  for  the  simply  supported  beam, 
^his  is  because  the  shear  at  any  point  of  a  beam  is  equal  to 
he  slope  of  the  B.M.  curve  at  that  point,  and  the  slope  of  the 
^.M.  is  not  altered  in  the  case  of  symmetrical  loading  because 
he  base  line  of  the  diagram  is  merely  shifted  vertically. 

Deflection.  —  The  deflection  at  the  centre  can  be  found 
s  before  by  considering  the  stability  of  the  imaginary  cable  a^  \\, 

Considering  the  stability  of  the  left-hand  half  of  the  cable, 
hen  taking  moments  about  a^,  we  have 

E  I  X  ^  =  Pjj/^  -  PjJ/2 

=  P(^i-^2) 
In  this  case  P  =  area  of  one-half  of  the  free  B.M.  curve, 

=  l.l.PJl  ^PJl. 
328  24 


=  5i 
I 


-^^=16 


•^^  =  2 


.-.  EI  X  5=^175/, /\//^ 
24  V16      4/      384 

h  =  -lit     =    ^^^ 
38:f"El       384  EI 
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It  ^nll  be  noted  that  this  is  one-fifth  of  the  deflection  for  a 

freely  supported  beam  with  the  same  loading. 

(2)  Isolated  Central  Load  on  a  Fixed  Beam.— In  this 

I         W  /      W  V- 
case  the  area  of  the  free  B.M.  curve  =  -  /  x  —  =  — ;— 

248 


End  B.M. 


8      *  8 


w 


—  if 


I>enJinq  Moment 


shear 


Fiif.  {Hi.—Fiijced  Beam,  with  Central  Load, 


The  B.M.  and  shear  diagrams  are  as  shown  in  Fig.  96,  the 
])oints  of  contraflexure  being  at  \  and  f  span. 

Deflection. — As  in  the  previous  case  we  have  : 


In  this  case  P  = 


W  /    / 
8    '  2 


W/2 
16 
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W/2//       /\       w/8 


(:--9= 


El.g 

10   \3       4/        192 


192  E  I 

This  is  one-fourth  of  the  deflection  for  a  freely  supported  beam 
ith  the  same  loading. 

*  Asymmetrical  Loading.— In  this  case  the  end  B.M's. 
ill  not  be  equal,  and  in  this  case,  in  addition  to  the  condition 
lat  the  areas  of  the  end  B.M.  diagram  and  free  B.M.  diagrams 
lust  be  equal,  we  have  the  further  condition  that  their  centres  of 
ravity  must  fall  on  the  same  vertical  line. 

This  can  be  proved  as  follows :  Considering  the  imaginary 
ible  and  taking  moments  about  one  end,  the  tension  at  the  other 
nd  passes  through  the  point  so  that  its  moment  is  zero.  There- 
)re  the  moment  of  the  B.M.  diagrams  about  this  point  must 
e  zero.  Since  the  ^eas  of  these  diagrams  are  equal,  their 
sntres  of  gravity  must  be  at  the  same  distance  from  the  given 
oint. 

Let  a  span  a  b.  Fig.  97,  of  length  /,  be  subjected  to  any  irre- 
ular  load  system  which  produces  a  free  B.M.  curve  a  c  d  b,  and 
it  the  centre  of  gravity  of  that  diagram  lie  upon  the  vertical  line 
G.  Suppose  the  end  B.M.s  are  M^  and  Mb,  and  a  a  and  b  b 
re  set  up  equal  to  these  end  B.M.s,  then  the  trapezium  x  a  b  bis 
le  end  B.M.  diagram,  and  the  conditions  that  have  to  be  satisfied 
re  that  the  area  of  the  trapezium  shall  be  equal  to  the  area  of  the 
urve  A  c  dB,  and  that  its  centre  of  gravity  shall  lie  upon  the  line 
''  G.    Join  a  B,  thus  dividing  the  trapezium  into  two  triangles,  and 

Iraw  verticals  x  x  and  y  v  at  distances  equal  to  -  from  a  and  b. 

3 
The  centres  of  gravity  of  the  triangles  a  ^7  b,  b  a  ^  lie  on  the  lines 
:  X  and  y  y  respectively,  and  our  problem  resolves  itself  into 
lividing  the  total  area  of  the  curve  a  ^  ^  b  (which  area  we  will 
lenote  by  a)  into  two  areas  acting  down  the  lines  x  x  and  v  y. 
This  is  effected  by  treating  the  areas  as  vertical  forces,  and  setting 
lown  a  vector  line  o,  i,  to  represent  the  area  a.  Taking  any  con- 
enient  pole  p,  we  then  join  o  p  and  i  p  and  draw  x  g^  gy  across 
he  verticals  x  x,  g  g,  y  y  parallel  to  o  p,  i  p  respectively,  and 
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join  X  y\  then  drawing  p  2  parallel  to  x y^  1,  2  gives  us  the  ^^^^ 
which  must  act  down  the  vertical  v  v  and  2,  o  that  down  x  x. 

X      ^ 


{^Builders  Journal.) 

Fly,  07. — General  Case  of  Fixed  Beams, 


Then  M^  x       =  area  of  triangle  a  a  b  =  2,  o 
2 


.-.   M, 


Similarly  M^ 


2,  o   X   2 

1 
1, 2    X    2 


This  enables  the  B.M.  diagram  to  be  drawn. 
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Shear  Diagram. — In  this  case  as  the  end  B.M.s  are  not 
qual  the  shear  diagram  will  not  be  the  same  as  for  a.  freely  sup- 
)orted  beam,  but  the  base  line  will  be  shifted.  Since  the  shear  at 
uiy  point  is  the  slope  of  the  B.M.  curve,  the  base  line  of  the  shear 

M    -  M 

-urve  will  be  shifted  downwards  by  an  amount  — ^— —     '  because 

his  is  the  change  in  slope  of  the  base  line  of  the  B.M.  diagram 

)etween  the  freely  supported  and  the  fixed  beam.    If  in  the  figure 

^  c  E  D  B   represents   the   shear   diagram  for  a  freely  supported 

>eam  with  the  given  loading,  then  the  effect  of  building-in  the 

nds  on  this  diagram  is  to  lower  its  base  line  by  an  amount 

./    .         ,       M.  -  M-    ,         •  •      .1     J-  /       /       / 

A    =  B  B   =  —^ — \  thus  givmg  the  diagram  a  c  e  d  b  . 

Special  Case. — Fixed  Beam  with  uniformly  Increas- 
es Load. — Let  a  beam  a  b  of  span  /  be  subjected  to  a  load  of 
f^iformly  increasing  intensity,  the  intensity  at  unit  distance  from  b 
^ing/  tons  per  ft.  run,  the  total  load  being  W.    Then,  as  shown 

W               2  W 
^  p.  120  for  a  freely  supported  beam  R^  =  — ,  Ra  = arid 

le  free  B.  M.  diagram  is  a  parabola  of  the  3rd  order,  the  maximum 

•M.  being  equal  to  '128  W  /and  occurring  at  a  distance  '577  / 

^m  B.     Then  the  area  of  this  free  B.M.  diagram  is  equal  to 

l'^  8  / 

^    -   and  its  centre  of  gravity  occurs  at  a  distance  —  from  b. 

his  can  be  proved  mathematically  as  follows  : 
Area  of  B.M.  curve  =    |  M  d  x 

o 

o 
L  12  24  Jo 

The  area  =  o  when  ^  =  o.     .*.  c  =  o 
12  24  24  12 


IS 


Fig.  98. — Fixed  Beam  irifh  UnifoTrmly  Increasing  LoaxL 
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First  mt.  of  B.M.  curve  about  vertical  through  b  =  l)Axdx 


L      18  3^^     Uo 


loment  =  o  when  ^  =  o.    .*.    0^  =  0 

.'.  First  moment  =    -7;  -   -        =  <— 

18         30         45 

• .  r                  11.         i_           ist  moment 
/.  Distance  of  centroid  from  vertical  through  b  =  — — — 

45     '     24 
_  24  /  _  8  / 

45         15 
This  fixes  the  line  g  g,  and  the  areas  that  must  be  considered 

\y  /2           W  /2 
acting  up  X  X  and  v  v  respectively  are  thus and 

ice  the  total  area acts  at  distance  ^  from  y  y. 

12  15 

.'.  Taking  moments  about  y  y  we  have  : 

Area  acting  down  x  x  x  -  =   x  ^ 

3  12  <5 

w  73        /        W  /"^ 

.*.  Area  acting  down  xx  =  -^  -  = 

60         3         20 

,,         W/2        2        W  / 

20  /  10 

W/2  2  W/ 

Mb    =  X    7    =        - 

30  ^  ^5 

The  resulting  B.M.  diagram  then  comes  as  shown  shaded  in 
ig.  98. 
The  amount  of  shifting  of  the  base  line  for  shear  will  be 

*V  /       W  A  W  7  W 

-   —  I  -f  /  =   —  so  that  the  shears  at  the  ends  are  - — 
10         15/  30  10 

X  W 

id  - —    respectively,  the  shear  curve  for  the  fixed  beam  then 
10 

)ming  as  shown. 
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Graphical  Method  of  finding  g  g.  If  the  nature  of  the 
loading  is  such  that  the  position  of  the  line  g  g  cannot  be  cal- 
culated without  difficulty  we  may  proceed  as  follows :  Divide  the 
free  B.M.  diagram  a  c  b  up  into  a  number  of  vertical  strips,  not 
necessarily  equal,  and  draw  vertical  force  lines  through  the  centres 
of  these  strips  and  set  down  the  ordinates  on  a  vector  line,  and  with 
any  pole  draw  a  link  polygon.  The  point  where  the  first  and  last 
links  meet  will  be  a  point  on  the  line  g  g.  This  is  the  same 
method  as  adopted  in  finding  the  centroid  of  a  figure  by  Mohr's 
method  (Chap.  III.).  The  area  of  the  B.M.  diagram  can  be  found 
by  sum-curve  construction,  and  the  problem  completed  as  indi- 
cated with  reference  to  Fig.  97. 

INVESTIGATION  FROM   MATHEMATICAL  STANDPOINT. 

As  we  have  previously  seen  : 

Slope  of  beam  =  /  t  t  ^  ^ 

If  the  end  of  the  beam  is  built-in  this  slope  must  come  zero  at 
the  two  ends. 

Consider  the  following  special  cases  : 

(i)  Uniform  Load  on  Fixed  Beam. — Taking  the  in 
tensity  of  load  as  /  and  the  centre  of  the  beam  as  origin,  then 
considering  a  point  at  distance  x  from  the  centre,  then  for  the 
freely  supported  beam  we  have  : 

M.,:  =  ^  {^'  -  x\  (See  p.  213-) 

Let  the  effect  of  the  building-in  be  to  cause  an  end  B.M  =  M.v 

Then  for  the  fixed  beam  M  t-  =  -  |    -  -  ^2 1  _   Ma 

2  V4  / 

.-.  Slope  =  J  ^^^^ 

Slope  is  o  when  :r  =  o.     .'.0  =  0. 
Also  slope  must  be  o  when  a:  =  - 
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16  48  ^2 

2.         16  48 

=  PJ'. 
24 

,\  Ma  =  ^^^ 
12 

To  obtain  the  deflection  we  integrate  again,  and  we  get : 
deflection  =  (  \  ^  d  x 

=  J_  (PJl^  _  L^^  -  ^A-y^  \ 

Ely    16  '24  2      "^  ^7 

^    ^  //  /^  _  /^       /  /^  ^-  \ 

eTV   16         24    "24     ^  ^7 

=   J_(PJ1^'    .    P^   J.    r\ 
E  I  V      48  24     "^      7 


This 

is  0  when 

I 

X  =  - 
2 

•' 

.  pi' 
192 

384         ' 

0 

•••  Ci 

-   -  Pl' 
384 

•  ' 

•.  Whenx 

=  0,  deflection  =  ~\ 

-pi* 

384  EI 

.-. 

Maximum  deflection 

384  EI 

W/3 

"  384  E  I 

The  B.M.  and  shear  diagrams  are  then  as  shown  on  Fig.  95. 

(2)  Isolated  Central  Load  on  Fixed  Beam. — Taking 
is  before  a  span  /  and  the  centre  as  the  origin,  if  the  load  is  W, 
for  a  freely  supported  beam  we  have  : 


M. 


=?e-') 
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,'.  If  the  end  B.M.  due  to  fixing  the  ends  is  M^,  we  have  for 
the  fixed  beam  : 

/M 

AV/.r       \y  x'       ,.  \       I 

=  (-4" 4      "  ^^-^*  ^  ^-^j  ^  EI 


When  X  =  o,  slope  =  0.     .*.  c,  =  o. 

When  .V  =     ,  slope  also  =  o  in  this  case. 

,  /W/'-*       W/2        ^,    A         I 

have:        0=^3-   -^---    -  M,  ^- j  x  ^-^ 


We 

/      W  /•-' 

16 
W/ 


Ma  .       -        . 
2  16 


8 
To  get  the  deflection  we  integrate  again,  then : 

deflection  =  f  A  J^-  d  x 


This  is  o  when  x  =-     . 
2 


I    AV  /  .^  _  \V^3  _  Ma  X-     ''A 

;iV   8  12  2         7 

I    /W/x^       W  x'^  \ 

:i(  16     -  -IT  +  ^J 


W  P       w  /« 
.'.     ^       -        ,     +  Co  =  o 
64  96  ^ 

-    W/3 

.-.   C-i  =  — 

192 

When  .V  ^--  o,  deflection  =       "^ 

Ji.  I 

W  /-^ 
.-.   Maximum  deflection  = 

192  K  I 
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^  (3)  Fixed  Beam  with  Uniformly  Increasing  Load. — 

a  span  a  b  of  length  /  have  a  uniformly  increasing  load,  of  zero 
isity  at  the  point  B,  and  let  the  intensity  of  load  at  unit 
LHce  from  b  be/  units  per  ft.  run.     Then  taking  the  end  b  as 
n,  we  have  in  the  case  of  the  freely  supported  beam  : 
/  /2  ^       pj^ 
^"  6  6 

>Jow  let  Ma  and  Mb  be  the  end  B.M.s,  then  the  negative 
L.  at  distance  x  from  b  is  equal  to : 

or  the  fixed  beam 

_  pl^  X        P^  _  ^     _  (Ma  -  Mb)  .  :r 

.'.  Slope  of  beam  =  /  -—  .  d  x 

V^hen  a;  =  o,  slope  =  0.     .'.04  =  o. 
Jso  when  x  ~  l^  slope  =  o. 

12  24  2   / 

_   Mb/  _    Ma/  ^    -  //^ 
2  2  24 

.-.    Ma   +   Mb   =  ^     (2) 

12 

^o  get  another  relation  between   Ma  and  Mb,  consider  the 
ction ; 

then  deflection  =  /  /  ^^-^  d  x 

X      cpj^       p^        Mb  ^2        /Ma  -  Mb\       ^^^^\       /,v 

Reflection  =  o  when  x  =  o.     .'.€5  =  0. 
^Iso  deflection  =  o  when  x  ^  I. 


240 


The  Theory  and  Design  of  Structures. 


tn 
36 


120 


2 
2 


Mx  /2  Mb  r^ 


6 


6 

Mb/2 


6  3 

.-.   Ma  +   2  Mb  = 
Combining  (3)  and  (4)  we  get : 


PL. 

120 

360 

60  ■ 


36 


..(4) 


M    -  7/^ 

=  Al'  = 
30 

/  ^  _ 
12 


M* 


.  PJl 

12 
W/ 

30 


w/ 
10 


The  B.M.  diagram  then  comes  as  shown  in  Fig.  98.  I"^'^ 
the  above  cases  we  have  assumed  that  the  beam  is  of  constant 
cross  section  along  its  length.  If  such  is  not  the  case,  the  e^^ 
B.M.s  can  be  found  by  taking  the  corrected  B.M.  diag^^^ 
as  explained  in  the  previous  chapter  with  reference  to  ^^ 
deflections. 

Advantages  and   Disadvantages  of  Fixed  Beaf^^' 
— We  have  seen  that,  in  the  examples  that  have  been  consider^^' 
a  fixed  beam  is  stronger  than  the  corresponding  freely  support^ 
beam,  and  that  the  fixed  beam  has  smaller  deflections  and  ^^ 
thus  more  rigid.     In  most  cases,  moreover,  the  maximum  B.M' 
occurs  at  the  abutments,  where  the  beam  can  be  strengthens^ 
without   adding   materially  to  the   bending  moments   and  th^^ 
increasing  the  stresses.     In  the  freely-supported   beam,  on   tb^ 
other  hand,  the  maximum  B.M.  occurs  at  the  centre,  where  ^^ 
addition  of  weight  to  strengthen  the  section  would  add  materiaUy 
to  the  B.M.    The  reason  why  such  beams  are  not  more  commonly 
adopted  is  because,  in  fixing  in  the  ends  securely,  the  tangents  ^* 
each  end  to  the   beam   must  be  absolutely  horizontal,  and  ar>y 
deviation  from  this  will  alter  the  stresses,  and  any  difference  C^^ 
level  at  the  two  ends  due  to  unequal  settlement  would  cau5^ 
considerable  stresses  in  the  beam.     There  is  also  considerable 
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stress  due  to  change  in  temperature  if  the  beam  is  securely 
built-in  to  the  masonry,  and  all  these  points  make  the  actual 
stresses  in  any  practical  case  somewhat  uncertain,  so  that  many 
designers  do*not  use  this  type  of  beam.  All  the  above  objections 
can  be  obviated  .by  cutting  tjie  beam  through  at  the  points  of 
contraflexure  and  resting  the  centre  portion  on  the  two  end 
portions.  The  is  the  principle  of  the  cantilever  girder  construction 
and  for  large  spans  is  very  economical.  This  is  shown  diagram- 
matically  in  Fig.  98^,  in  which  a  fixed  beam  a  b  is  shown  divided 


i 

f 

w "' 

V_  1  "  "                c/ 

^ 


Fig,  98d. 

at  the  points  of  inflexion  c  and  d  and  the  centre  portion  is 
represented  as  hanging  from  the  end  portions.  The  B.M.  in  the 
centre  portion  will  be  the  same  as  for  a  freely-supported  beam  of 
span  /  loaded  in  the  given  manner.  The  B.M.  for  the  cantilever 
portions  will  be  the  same  as  for  cantilevers  of  span  l^  loaded  with 
the  given  loading  and  also  with  loads  at  the  ends  equal  to  the 
reactions  at  the  ends  of  the  centre  portions.  In  the  figure 
uniform  loading  is  shown,  and  in  such  case  these  reactions  are 

^ach  equal  to  — .     It  will  be  found  that  the  resulting  B.M.  and 

shear  curves  obtained  in  this  way  will  be  the  same  as  shown  in 
^^&  95-  The  deflections  can  also  be  found  by  adding  together 
^he  deflections  at  the  centre  of  the  centre  portion  and  at  the  end 
of  one  of  the  cantilever  portions. 

Fixed  Beam  with  Ends  not  at  same  Level. — Suppose 
^hat  a  fixed  beam  a  b,  Fig.  99,  has  its  ends  at  a  different  level, 
^hen  apart  from  the  loading  on  the  beam,  the  deflected  form  of 
the  beam  will  be  as  shown  in  the  figure,  the  point  of  contra- 
flexure being  at  the  centre  point  c. 

R 
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The  deflection  b  c  oi  the  portion  a  c,  assuming  the 
divided  at  c,  will  be  equivalent  to  that  due  to  a  weight  P 
downwards  at  c,  but  for  a  cantilever  with  load  at  end 


In  this  case  we  have 


3EI 


a  b  — 


'  ay 

3E1 


24  E  I  X  a  b 
^  =  ~         /3 
_  12  E  I  X  ^/ 

_  12  E  I  X  d 


^1^^ 


-^zzz^^ 


A 


£ne^  B    louror  £ncf  /I  lotver. 

Fig,  Q^,— Beams  with  Ends  fixed  at  different  Levels. 

The  B.M.  diagram  due  to  this  is  a  triangle  C  a^  d,  a^  d  b^^'^^g 

I 
equal  to  P  x  - 

_  12  E  I  X  ^  _  6  E  I^ 

•*•  ^^  ^^    "  2/2  72 
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Similarly  the  portion  c  b  is  as  if  it  had  a  load  P  at  its  end 
ing  upward,  the  B.M.  diagram  for  this  portion  being  c  Bj  e, 
E  being  equal  to  a^  d. 

Therefore,  this  diagram  must  be  combined  with  the  ordinary 
gram  for  a  fixed  beam,  if  the  ends  are  at  different  levels,  the 
lie  showing  the  effects  for  the  case  in  which  b  is  lower  than  a, 
1  also  that  in  which  a  is  lower  than  b. 

The  condition  that  the  end  B.M.  diagram  must  be  equal  in 
a  to  the  free  B.M.  diagram  still  holds  in  this  case,  but  their 
itroids  are  not  on  the  same  vertical  line  because  there  is  a 
ultant  deflection  at  one  end. 

It  can  be  shown  by  considering  the  stability  of  the  imaginary 
>le  of  Mohr's  Theorem,  that  E  I  x  //  =  area  of  B.M. 
■\e  X  vertical  distance  between  the  centroids  of  the  free  and 
3  B.M.  curves  (^). 

p  /2 
/.<?.,   E  I  X  //  =  X  /  X  p^ 

12  E  I  X  ^ 

•••  ^^  ~~JT^ — 

Now,  if  Ma  and  Mb  are  the  end  B.M.s,  the  end  B.M.  diagram 
X  trapezium. 

_    l_  _  ^(2  Mb  +  Ma\ 
••  ^-    2         3  V  Mb  +  M^/ 
_    /  (Ma  -  Mb) 
-   6  (Mb  -f  Ma)" 

...MA-MB='-^^^^^>^=6x^-^xf 
^  "  /  12  / 

•    _  12  E  I^ 

Now,  in  the  figure  M^  -  Mb  =  2  a^  d 
Ma  -  Mb        6  E  I  ^ 
1  2  /2 

This  gives  the  same  result  as  the  previous  reasoning. 
Beams  with  Cleat  Connections,  &c.— In  building  work 
girders  are  usually  connected  to  the  stanchions  or  columns  by 
ans  of  cleat  connections,  which,  owing  to  their  rigidity,  make 
loubtful  whether  the  girder  will  act  as  a  freely  supported  beam, 
lough  their  strength  is  almost  invariably  calculated  as  such. 
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Neither  is  an  ordinary  cleat  sufficiently  rigid  for  the  girders  to  t>< 
considered  as  fixed  at  their  ends.  The  actual  B.M.  diagram  ^^ 
such  beams  will  be  somewhere  between  that  for  a  freely  support:^^ 
beam  and  a  fixed  beam.  It  has  been  suggested  that  these  beairx^.' 
should  be  treated  as  *  half  fixed,'  that  is,  that   the  end   B.\^- • 

should,  in  the  case  of  uniform  loading,  be  taken  as  =^-— .     TJ^^ 

24 

B.M.  diagram  then  comes  as  shown  in  Fig.  100.    It  will  be  not^^ 

that  the  maximum  B.M.  in  this  case  is  still  — —  as  in  the  fix^^ 

12 

beam,  but  such  B.M.  now  occurs  in  the  centre. 


Fig.  100. 

In  beams  where  the  tensile  and  compressive  strengths  of  the 
material  are  different,  as  in  cast  iron  and  reinforced  concrete 
beams  it  must  be  carefully  remembered  that  at  the  ends,  the  ten- 
sion side  is  at  the  top,  and  so  the  additional  strength  must  be 
placed  at  the  top  at  these  ends ;  we  shall  have  further  examples 
of  this  in  the  chapter  on  reinforced  concrete. 

It  must  also  be  carefully  remembered  that  in  all  the  cases  we 
have  assumed  that  the  cross  section  of  the  beam  is  constant  along 
its  length,  and  the  results  obtained  will  not  be  true  if  such  is  not 
the  case. 

CONTINUOUS    BEAMS. 

If  a  beam  is  continuous  over  a  number  of  supports  a,  b,  c,  the 
deflected  form  of  the  beam  has  to  take  some  shape  such  as  shown 
in   Fig.   1 01,  the  curvature  changing  in  direction  at  the  points 

_^-- 2^  ^r c  d 

-^    - — ^f- 

Fig.  101. 
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24S 


I  <i  ^,  f,  L    As  in  the  case  of  fixed  beams,  this  change  in  the  cur- 
f  wture  means  that  a  negative  bending  moment  occurs  at  the  sup- 
ports, such  bending  moment  being  called  in  future  the  *  support 
B.M.' 


QQnonononcTTrTrrYTYYxr^ 


B.y^  Diaqnam  on   'straight  base 


Fig,  102. — Umfwmdy  Loaded  Continuous  Beam 
of  two  EqvM  Spans. 


Consider  first  the  case  of  a  continuous  girder,  a,  b,  c.  Fig.  102, 
)f  two  equal  spans,  each  of  length  /,  subjected  to  a  uniform  load 
//  tons  per  foot  run,  the  supports  a,  b,  and  c  being  on  the  same 
ivel,  and  the  beam  being. of  uniform  cross  section.    Now  imagine 
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the  centre  support  removed,  then  there  would  be  a  central  deflec- 
tion ^,  given  by 

3«4E1 
Now,  if  the  centre  support  be  replaced,  the  pressure  Rb  on  it 
must  be  such  that  as  a  central  load  it  causes  an  upward  deflection 
equal  to  h. 

.    ^  R    X    (2/)3 

48  E  I 

.  R  X  (2/)«  ^  sPAiiy 

48  E I  384  E I 

^  -  —8—  -  -^ 

c  W 

or  if  \V  is  the  load  ott  o/te  span^  R  =  ^ — 

4 

.  •.  Since  Ra  =  Re  from  symmetry,  and  Ra  +  Rb  +  Re  =  2  W, 
we  see  that  Ra  =  Re  =  ^g^  =  ^ 

W 

In  the  ordinary  case  of  two  separate  spans  Ra  =  Re  =  — 

2 

.'.  Support  B.M.  diagram  will  be  as  if  there  were  an  upward  force 

W  VV  W  / 

of      acting  at  a  and  c.    This  causes  at  b  a  B.M.  =  -    x  /  =  -5- 
8  8  8 

so  that  the  negative  B.M.  at  n  =    --    =  ^---  and  the  B.M.  diagram 

o  8 

for  the  continuous  beam  then  comes  as  shown  in  Fig.  102. 

As  the  reactions  are  \ pi  at  a  and  c,  the  shear  diagram  will 
have  an  ordinate  equal  to  f//  at  these  points;  the  shear  then 
decreases  uniformly  from  c  to  b  until  it  has  a  value  -  f//at  b. 
It  then  increases  10  +  |^/,  since  Rb  =  |/ /,  and  then  decreases 
to  -  \pl again  at  a,  the  shear  diagram  then  coming  as  shown  in 
the  figure. 

The  points    of   contraflexurc  G,  h,  where  the  B.M.  is  zero, 

occur  at  distances      from  b. 
4 
This  can  be  shown  as  follows  : — 

Let  H  be  at  distance  x  from  c 
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Then  negative  B.M.  due  to  support  B.M.  =  —^  =^g 


positive  B.M.  for  freely  supported  beam 

2 

_px^ 
2 

These  must  be  equal,  so  that 

pl'x  _plx  _  px- 
822 

.    X        I         I        ^l 

"2288 

4 
.-.  distance  from  c  =  /  -  —  =   - 

4        4 

If  the  B.M.  diagram  be  reduced  to  a  straight  base,  the  lower 
diagram  shown  on  the  figure  will  be  obtained. 

The  maximum  intermediate  B  M.'s  will  occur  at  distances  — 
from  c  and  A. 

™,.n,bee,.a,.oi.'.l'-|.(V)*-f.V 

^     \\6     128     64/ 

128         128 

*  Two  Equal  Uniformly  Loaded  Spans  with  Sup- 
ports not  on  same  Level. — Now  consider  the  case  in  which 
the  centre  support  b  is  at  different  level  from  A  and  c,  and  let  b 
be  at  distance  h  below  a  c  (Fig.  103). 

As  before,  if  the  support  b  is  removed,  there  will  be  a  central 

deflection  h  =  ^^ 
384  El 

The  reaction  at  b  is  now  only  sufficient  to  cause  an  upward 

deflection  equal  io  h  -  h, 

48  E I  c  /        h\ 
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-^'(■-9 


4    4* 

Ra  -  Re  -  -  -g-   +  g3 


2         8^        */ 

bef 

portion  of  R^  or  Re 


! 


.-.  Reasoning  as  before,  negative  B.M.  at  b  due  to  the  seco^ 


-Pt 


(■-v^) 


'•'■''^-  =  V('-t) '   , 

.*.  the  B.M.  curve  will  be  somewhat  as  shown  shaded, 

position  of  D  depending  on  the  value  of  ^. 

o 

Now  consider  the  following  special  values  of  h. 

If  ^  =  o,  Mn  =  ^-^-  as  in  the  previous  case. 
0 

If//  =_j  Mb  =  o,  and  the  B.M.  diagram  is  the  same  as    *^ 
two  simply  supported  beams. 

This  is  the  same  as  we  should  have  obtained  for  a  simply  sup' 
ported  beam  of  span  2  /. 

Now  let  h  =    — ^— 


Then  M^=^^-^(i  +  ^-,\  =  ^.     This  is  the  same  as  if  the 
8    V  ^bf  2 


supports  A  and  c  were  removed  and  the  beam  were  two  cantilevers 

15  A  and  BC.     The  free  deflection  at  the  ends  is  then  =  ^-^ri»  and 

8  ili  1 

this  will  be  found  to  be  equal  to  -  b. 

5 


Supports  not  on  same  Level, 
-3^ 
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low  h  must  lie  between  h  and  -    *^  *"  for  the  beam  to  act  as  a 

5 
nuous  beam,  therefore    take   points   e,  e'  on    the   vertical 

gh  B,  such  that  b  e'  =  b  e  =  ^ — ,  then  the  closing  line  of  the 

2 

diagram    for  the   continuous  beam   with   the  supports  at 

mt  levels  must  lie  between  a  e  c  and  A  e'  c. 


/ 


.fi 


fi^r^A 


Fig,  103. — Continuous  Beam  icith  three  Supports 
not  on  same  Level, 


he  following  example  on  this  problem  is  interesting : 

continuous  beam  ofuniforin  sectiofi  and  two  equal  spans  I  has  a 
rm  load  of  intensity  p^  and  the  supports  ABC  are  initially  level. 
support  columns  are,  however,  equally  elastic,  the  force  fiecessary 
tse  unit  compression  being  e.     Find  the  central  reaction  and  B.M. 
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If  the  centre  column  is  removed,  ^  =  -p  ^^^  \, 

384  E  I 

The  upward  deflection  due  to  Rb  =  ^1  =     °q  \-, . 

40  iL  1 

Then  ^  -  ^|  =  difference  in  level  between  final  positions  of  a,  B,andc. 

Now  let  Rb  —  pi  •\-  if^  if  being  the  additional  reaction  due  to  the 

beam  being  continuous,  then 

.'.  Sink  of  central  column  =  — -^ 

e 

.t-'-f 

Sink  of  end  columns  = 

e 

.'.  Difference  =  ^  -  ^,  =  ^  {^  +  3/) 

...£  (IB,  _,,).,_,, 

_  Spi*  _  Rb/" 
24  E  I      6  E  I 

■■  ^^\6^l      2e)      24  E  I  ^  7 

•  .'.   Kb  : 


=  />/ 

Reasoning  as  before,  we  then  get 


It  will  of  course  be  noted  that  if  the  piers  had  been  of  the  sai 
material  and  of  areas  proportional  to  the  reactions,  the  amount 
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sinking  due  to  their  elasticity  would  have  been  equal,  and  the  H.M. 
diagram  therefore  would  remain  as  shown  in  Fig.  102. 

*  The  Theorem  of  Three  Moments. — We  will  now  find 
the  relation  which  must  exist  between  the  support  bending 
foments  and  the  loading  for  a  continuous  beam  of  any  number 
of  spans,  the  supports  all  being  on  the  same  level. 

Let  A  B  and  b  c  be  any  two  consecutive  spans  of  length  /j  and 
^2  of  a  continuous  beam  of  any  number  of  spans,  and  let  a  ^  b, 
B/c  (Fig.  104)  be  the  free  B.M.  diagrams  for  the  loading  on  these 


a 


-  ^ 


d.  n' 


^L 


^/a^fic  Line 


(Builders'  Journal.) 

Fig,  104. — Tfiearem  of  Three  Moments, 


spans.  Let  g^  and  Gg  be  the  centroids  of  these  free  B.M. 
diagrams,  and  let  them  be  at  distances  j/^  ^o  respectively  from 
A  and  c,  the  areas  of  the  diagrams  being  respectively  S^  and  Sg. 
Then,  if  M^,  Mb,  Mq  are  the  support  moments  at  A,  b,  and  c 
respectively,  ClapeyrorCs  Theorem  of  Three  Moments  states  that  : 


M^/i  +  2Mb  (A  +  l^  +  Mc/2  =  6  {-^1  +  ^^ 
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We  can  prove  this  with  the  aid  of  Mohr's  Theorem*  as  follows : 
Let  a'  b'  c'  be  the  deflected  form  or  elastic  line  of  the  beam,  then 
if  the  beam  is  of  the  same  material  throughout,  and  of  constant 
cross  section,  the  elastic  line  is  of  the  same  shape  as  that  of  an 
imaginary  cable  loaded  with  the  B.M.  diagrams  and  subjected  to 
a  horizontal  pull  equal  to  E  x  I.  Now  the  tangent  to.  the 
imaginary  cable  is  common  at  the  point  b'.  I^et  such  tangent  be 
at  angle  0  to  the  line  a'  b',  and  let  the  perpendicular  from  a  on  to 
it  be  of  length  p^^  the  tension  in  such  cable  at  b'  being  Tg/; 
then  considering  the  stability  of  the  imaginary  cable  we  have  by 
taking  the  span  a  b  and  taking  moments  round  a'  : 
Tb.  X  /i  =  moment  of  B.M.  diagram  about  a' 

=  Sjj'i  -  moment  of  support  B.M.  diagram  about  a 

=  S,j'i  -  M^^J  X  ^l  -  Mb^^  X  li 

=  s,,v,  -  ^'^^  -  2  uj-y   (i) 

because  the  support   B.M.  diagram   can   be   divided  with  two 

M   /  M  / 

triangles  of  area  -  -^  ^  and      ®  1,  the  distances  of  their  centroids 
22 

/  2  /  A 

from  a'  being  respectively  -^  and   -J.     Now  p^  =  /^  sin  0,  ana 

F  T 
Tb/  =    -    , .  E  I  being  the  horizontal  pull  in  the  cable, 
cos  d  ° 


m  X        E I  A  sin  ^       u  T  /  *      /I 

1  p,  X  /j  =  1  --—  =  E  I  /^  tan  0 


cos  0 

6  0 

...  EI  tan  e  =  ^  -  ^1    -  IMlA  -.....(2) 

/j  6  6 

Now  by  considering  the  second  span,  as  Q  is  the  same  foJ* 
both  spans  and  E I  is  constant,  we  get 

.(3) 


E  I  tan  «  =  -  fe^  -  Mc^«  -  l}^\ 
\   U  6  0      / 


The  -  sign   is   used   because   the   moments    are    taken   i" 
opposite  directions. 

*  See  p.  201. 


tactions  &  Shear  Diagrams  for  Continuous  Beams,    255 
Then  combining  equations  (2)  and  (3)  we  get 

^iZi  _  ?^ii  _  2  MbA  _  _  /S^,  _  Mc_/,  _  2  Mb /A 
/^  6  6  V   A  6  ■     6     / 

or  M^A  +  2Mb(A  +  /.)  +  Mc/.  =  6(?li:i  +  ?^) (4) 

7%/>  is  the  general  formula  applicable  for  all  loadings. 

If  the  loading  is  uniform  over  each  span  and  of  different 
nsities  p^  and  /.,»  we  get 

^i-V'-     8 


larly 


y  =i 


S  -A''/ 


^.  =  ^^ 


n  this  case  we  have 

M^  A  +  2  Mb  (A  +  Z^)  +  Mc  4  =  -(/i  A^  +  A>  4') (5> 

4 
le  load  is  of  the  same  intensity  /  on  the  two  spans  we  get 

M^/i  +  2Mb(/i  +  /2)  +  Mc/2=^(/i^  +  //)  (6> 

4 

Reactions   and   Shear   Diagrams. — As   in  the  case  of 

i  beams,  the  shear  diagrams  for  continuous  beams  will  have 

r  base  lines  shifted,  due  to  the  change  in  slope  of  the  B.M. 

^e. 

Consider  any  support,  say  b,  and  let  r^  be  the  reaction  at  r 

to  the  span  ^  if  the  separate  spans  were  simply  supported,  R^ 

ig  the  corresponding  quantity  for  the  continuous  beam. 


Then  change  in  slope  of  B.M.  curve 


Mb  -  Ma 


A 


^1 
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Similarly  if  r^  R^  are  corresponding  quantities  for  the  spa*' 
.-.  R,  =  r,  +  ^''  7  ^* 

'J'otal  reactionat  b  =  Rg  =  Rj  +  R^  =  r,  +  r^  + 


Mb-M.     Mb 


Then  R,  and  R.,  give  the  ordinates  of  the  shear  diagraH^- 


^'^ 


B  M  Dttyn3m(P^  ^  FtT^) 


D7-4 


as 


Fly.  105. — Contintious  Beam  of  Three  Spans. 

either  side  of  b.      This  will  be  made  clearer  in  the  followi 
numerical  example  : 

A  continuous  girder ^  A  B  c  D  {Fig.  105),  consists  of  three  spans^  :2 
10  ami  15//.  long^  a?iii  the  first  spa?t  carries  20  tons^  the  secojid  15  tor 
and  the  third  10  /^;/j,  uniformly  distributed.  Draw  the  R.M.  and  she* 
diagrams. 

First  draw  the  B.M.  diagrams  as  if  the  separate  spans  were  free 
supported. 

Now  take  the  first  two  spans,  then  by  the  theorem  of  three  moment 


Ma  X  20  +  2  Mb  x  30  +  Mc  x   10  = 


I  f  20 

4\20  ' 


20-^   + 


1-5  .  loA 
10         / 
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But  the  end  A  is  freely  supported.     .'.  Ma  =  o 

.-.  We  get  60  Mb  +  10  Mc  =    —  ('s  +  J^^ 

or  6  Mb  +  Mo  =  237-5 (i) 

Now  consider  the  next  two  spans.     Then  we  have  : 

Mb  X      10+2  Mc  X  25  +  Md  X   15  =  -|-5  .  lo'*  +  -  .  15A 

The  end  D  being  freely  supported,  we  have 

10  Mb  +  50  Mc  =    -  |i2  +  isj 

or  Mb  4-  5  Mc  =  9375 (2) 

^oivix^g  the  two  simultaneous  equations  (i)  and  (2)  we  get 

Mb  =  3775 

Mc    =    1 1 '20 

..  ^uttin^up  these  values  we  get  the  B.M.  diagram  as  shown  on  the 
figure. 

^  S"^t  the  shear  diagram  we  first  calculate  the  reactions  as  follows : 

Rx    =  A  A  +  Ma  -Mb  ^  20  _  3775  1    g.,,  j„„, 

2  /j  2  20 

Rb    =  ^°  +  .5771  +  15  +  26-55  =  „.8g  +  =  „.^,  ,^^, 

2  20  2  TO  V     "  J 

I^C     ^-    '5  26-55    .      'O    1     'I'20  o       . 

G    ==-=    -^  -      ,0    +-2-+     15     =    4-85+     574  =  '0-59  tons 

Rj.   _^  10       11-20  ,  ^ 

^  ^  Y  ~  "75  =    426  tons 


Total         4500  tons 


.    ^^  shear  diagram  then  comes  as  shown  in  the  figure,  the  conti- 
^    V  of  the  beam  altering  only  the  base  lines,  and  not  the  form  of  the 

curves. 

^^  there  are  more  than  three  spans,  consecutive  spans  are  taken  two 
^o^ether,  and  a  series  of  equations  obtained  by  the  theorem  of  three 
"^^nients.  Further  numerical  examples  will  be  found  at  the  end  of 
^^^  chapter. 

*  Continuous  Beams  with  Fixed  Ends. — If  the  end  of 

^  continuous  beam  is  fixed,  the  end  B.M.  is  obtained  by  imagining 
^  beam  to  exist  beyond  the  fixed  end  of  the  same  length,  and 
loaded  in  the  same  manner  as  the  last  beam.  This  is  because  the 
fixing  of  ends  makes  the  beam  horizontal  at  such  ends,  and  this 


256  The  Theory  and  Design  of  Structures, 

occurs  at  the  centre  of  a  continuous  beam  symmetrically 

An  example  of  this  will  be  found  in  the  worked  examples  at  the 

end  of  the  Chapter. 

Equal  Spans  with  constant  Uniform  Load.— In  prac- 
tice the  spans  (/)  are  often  equal,  and  the  uniform  load  (/)  per 
foot  run  constant,  the  extreme  ends  being  freely  supported.  A 
diagram  is  shown  in  Fig.  106,  from  which  the  support  B.M.sand 
reactions  can  readily  be  obtained  for  any  number  of  spans  up  to  six, 

o  o 

o  t  o 


o i o 


o 
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Fuf,  106. — B,M,  and  Reactions  on  Uniformly  Loaded 
Continuous  Beams  of  Equal  Spans. 

Above  the  span  lines  are  the  support  moment  coefficients, 
which  have  to  be  multiplied  by/  Z^. 

Below  the  span  lines  are  the  reaction  coefficients,  which  have 
to  be  multiplied  by  /  /. 

From  these  the  B.M.  and  shear  diagrams  can  be  readily  drawn. 
The  student  should  check  these  by  working  them  through  by 
means  of  the  theorem  of  three  moments. 

*  GRAPHICAL   TREATMENT   OF  CONTINUOUS   BEAMS. 

In  dealing  with  a  considerable  number  of  spans  with  irregular 

loading,  the  application  of  the  theorem  of  three  moments  beconies 

a  somewhat  laborious  process.     Although  the  following  general 

graphical  is  somewhat  involved  and  takes  considerable  time  to 
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t  is  interesting  and  useful,  and  shows  to  what  extent  the 
method  of  reasoning  can  be  pursued, 
der  the  imaginary  cable  of  Mohr*s  theorem  which  gives 
c  line  of  a  beam.  It  is  a  link  polygon  for  the  bending 
,  drawn  with  a  polar  distance  equal  to  E  x  I. 
the  slope  and  position  of  the  first  and  last  links  of  a  link 
re  quite  independent  of  the  exact  distribution  of  the  forces ^ 
^hat  they  have  the  same  resultant  in  magnitude  and  direction. 
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.   107. — Continuous  Beams— Graphical  Treatment. 

will  be  clear  by  considering  the  figure  in  Chapter  III. 

rence  to  this  construction. 

t  shall  see  later,  we  shall  be  able  to  obtain  the  support 
if  we  know  the  support  tangents  to  the  elastic  line.     Let 

107,  represent  a  span  of  length  /  of  a  continuous  beam, 
c  13  represent  the  free  B.M.  curve  for  the  loading  on  it, 
B  b  being  the  support  moments,  Ma  and  Mr.    If  the 

of  the  curve  a  c  b  is  g  then  the  vertical  g  g  is  called  the 

s 
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centroid  vertical^  and  if  the  support  B.M.  curve  be  divided  into  two 
triangles  a  a  b  and  b  ^?  ^,  the  areas  of  such  triangles  act  down  the 
right  and  left  hand  third  lines  x  x  and  v  y.      Now  replace  the 
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jngl< 


actual  B.M.  curve  for  purposes  of  finding  the  elastic  line  by 
forces  acting  down  and  up  the  lines  G  G,  x  x,  v  v. 
On  a  vector  line, 

set  down  i,  2  =  area  of  free  B.M.  curve  a  c  b  = 
„       ,,      o,  I   =  area  of  triangle  a  a  b 
^y        ^^       ^y  2t  =      '>^  ,,        a  b  B 

Then  with  pole  p  at  polar  distance  ( />)  =  EI  if  Aj  ^/  is  dr^^ 
parallel  io  o  v^  d  h  to  i  p,  ^  ^  to  2  p  and  ^  b^  to  3  p,  ^  ^  and  ^  ^ 


S 
=    S3 
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called  the  mid  links,  and  a^  d  and  g  b^  give  the  support 
jents. 

Now  in  our  problem  we  do  not  know  the  position  of  the  points 
id  3,  and  we  sec  that  these  would  be  known  if  the  mid  links 
\  found,  so  that  our  problem  now  reduces  to  that  of  finding 
5  mid  links. 

)n  both  sides  of  the  centroid  vertical  g  g  draw  lines  at  distance 
id  set  down  lengths  i^  2^  equal  to  i,  2  and  join  them  across, 
secting  on  the  centroid  vertical.     These  lines  are  called  the 

lines, 

"J^ow  draw  any  vertical  u  u,  then  clearly  the  intercepts  made  by 
'^ertical  on  the  mid  links  and  cross  lines  are  equal.  From  this 
lows  that  if  a  point  on  one  mid  link  is  known,  a  point  vertically 
w  it  on  the  other  mid  link  can  be  found, 
^ain,  let  the  right-hand  mid  link  of  this  span  meet  the  left- 
l  mid  link  of  the  next  span  in  a  pointy,  Fig.  108,  on  a  vertical 

QQ. 

Then  consider  the  triangles  gj  k,  p  2,  3. 
They  are  similar         /.J- —  =  — ^ 

.-.  /  X  y  ^  =  2, 3  X  A^i 

=  A^i  X  area  b  a  ^ 

Mmilarly  considering  the  triangle  ^i/'^>  ^^  should  have 

.         . ,        Mb  4 
P   y,  J  k  =   -^ .  x^ 

►Vhere  4  is  the  length  of  the  next  span. 
.*.  x^  li  =  X2  I2 
Further  x^  -{■  x^  =  -  (/i  +  l^ 

X      =^1 

/ 1 

*.  Q  Q  is  aj  a  distance  =  -^  from  y  y,  and  is  thus  called  an 

3 
rted  third  line. 


26o  Tfie  Theory  and  Design  of  Structures. 

Determination  of  •  Fixed  Points.'— Let  a  b  c,  Fig.  io8, 
represent  two  consecutive  spans  of  a  continuous  beam,  and  let  the 
third  lines  be  drawn  as  shown. 

Suppose  that  we  know  that  the  right-hand  mid  link  of  the 
span  A  B  passes  through  a  fixed  point  f.  Let  this  mid  link  cut 
the  inverted  third  line  Q  q  in  j  and  the  third  line  y  y  in  l,  then 
L  b'  must  be  a  support  tangent.  Produce  l  b'  to  meet  the  first 
third  line  of  the  span  b  c  in  l',  then  j  \1  is  the  left  hand  mid  link; 
and  then  join  f  b'  and  produce  it  to  meet  j  \1  in  f',  then  i  wiU 
be  a  fixed  point  on  the  mid  links  of  the  second  span.  This  is 
shown  as  follows : 

I^t  the  vertical  through  f'  be  at  distances  Sp  z^  from  the 
third  lines. 

Then  the  triangles  f'  j  n,  f'  k'  l'  are  similar. 

J  N    _  01  -  i  /a  .. 

"   K'l/-        z,         ^^ 

and  triangles  b'  k'  l',  b'  k  l  are  similar. 

.-.      ^'"^^^ (2) 

further  the  triangles  f  l  k,  k  j  n  are  similar. 

...    ^t=^    (3) 

Multiplying  together  (i),  (2)  and  (3),  we  get 

.  ^i_=J.4  _  A/. 
A  +  4 

also  2,  +  2.,  = 

3 

•■•   ^1   -   ^  4  =    -  ^2  +  ^  A 

.    -  ^2  +  ^  A     (lA 

'•   3  ^2  -  '  +  l,A 


f'  is  a  fixed  point. 


^•>  =  /"V^zV^T"  =  constant, 
'1/2  "»"  ^2/1 
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[1  this  way  a  number  of  fixed  points  right  along  the  various 

J  can  be  found  as  hereinafter  further  explained. 

.  fixed  point  is  found  at  the  terminal  spans,  as  follows  : 

ASE  (i).     P'reely  Supported  End. — The  end  B.M.  here 

be  zero,  therefore,  support  tangent  and  mid  link  must  be 
tear,  so  that  a'  is  the  first  fixed  point. 

ASE  (2).  Built-in  or  Fixed  End. — Support  tangent  is 
ontal,  so  that  first  fixed  point  is  where  horizontal  through 
ts  the  first  third  line. 

rraphical  Construction  for  any  Given  Case.— We 
ow  in  a  position  to  set  out  the  construction  for  obtaining  the 

diagram,  which  is  as  follows  : 
)raw  the  free  B.  M.  diagrams  and  the  third  lines,  the  inverted 

lines  and  the  centroid  verticals.  Fig.  109,  shows  a  con- 
us  beam  of  three  spans,  one  end  being  freely  supported  and 
ther  fixed,  x  x  representing  the  left-hand  third  lines,  v  v  the 
•hand  third  lines,  Q  Q  the  inverted  third  lines,  g  g  the 
oid  verticals. 

Tow  draw  the  cross  lines  at  the  bottom  of  the  paper,  such 
being  obtained  by  setting  down  the  areas  S^,  So,  &c.,  of  the 
B.M.  curves  on  vertical  lines  at  each  side  of  the  centroid 
:als  at  distances  representing  the  value  of  E  I  reduced  in 
:  convenient  ratio,  the  scale  of  E  I  being  the  same  as  that  of 
reas.  If  the  support  moments  only  are  required  and  not  the 
ctions,  and  E  I  is  the  same  for  each  span,  E  I  need  not  be 
ilated,  any  convenient  polar  distance  being  taken. 
*,  Pp  and  P,  are  the  intersections  of  the  cross  lines, 
^ow  find  the  fixed  points.  The  end  a  is  fixed,  so  that  k  is 
irst  fixed  point ;  now  set  down  f  f'  equal  to  the  intercept  //^ 
he  cross  lines  and  draw  any  line  f'  j^  to  the  inverted  third 
cutting  Y  V  in  L ;  join  i,  b'  and  produce  to  meet  the  third 
Xj  Xj  in  Lj ;  then  the  intersection  of  i^  j^  and  e'  b'  gives  the 

point  Fj  on  the  second  span.  This  is  repeated  as  shown, 
the  points  f^',  f,,  y^  found. 

fow  start  at   the   other  end    d.     This  is   freely  supported, 

fore,  as  we  have  seen  before,  d'  is  the  first  fixed  point  h.^ 

leans  of  the  cross  lines,  we  then  get  the  corresponding  fixed 

Hj',  and   by  repeating   the  same   construction  as  for  the 
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points  K,    we  get  a  number  of  other  fixed  points  h,',  h,,  h',  h. 
The  mid   links  and  support  tangents  are  now  drawn  in,  and  there 
will  be  two  checks  on  the  accurac)-  of  the  construction,  \\z. : 
(a)  ^NSid  Hnks  must  meet  on  centroid  verticals. 
{b)  ^Vhen  adjacent   mid   Hnks   are  joined,   they   must   pass 

^Vtrough  points  of  support. 
Now,  from  the  points  1,  2,  &c.,  on  the  cross  lines,  draw  parallels 
to  the  svipport  tangents,  and  obtain  the  poles  r,  r,,  r^  and  then 
draw  parallels  to  the  mid  links,  thus  obtaining  the  points  o,  3,  &c. 
Then  2  x  o,  i 

Ma  =  -      / 
'1 
and  so  on,  the  support  moments  then  being  set  up  and  the  true 

B.M.  curve  for  the  continuous  beam  thus  being  found 

Another  interesting  graphical  method  of  finding  the  supix)rt 
moments  in  a  continuous  beam,  has  been  devised  by  Professor 
Claxton  Fidler,  and  will  be  found  in  his  book  on  Bridge 
Construction, 

Advantages    and    Disadvantages    of    Continuous 

Beams. — It   will   be   seen   by  considering  the  B.M.  diagrams 

^°^  continuous  beams,  that  the  maximum  B.M.  is  less  than  that 

^'^^ch  would   occur   if  a  number  of  separate  simply  supported 

^^nos  were  placed  across  the  same  supports  (except  in  the  case 

^vtwo  uniformly  loaded  equal  spans,  when  it  is  the  same),  and 

^"^t  such  maximum  B.M.  occurs  at  the  abutments.     The  prin- 

^^Pal  disadvantages  are: 

{a)  It  is  not  easy  to  ensure  all  the  supports  remaining  at 

exactly  the  same  level. 
{b)  The  method  of  calculation  of  the  stresses  assumes  that  the 
beam  is  of  uniform  cross  section  throughout,  this  condition 
not  being  an  economical  one. 
{c)  The  method  of  calculation  does  not  allow  for  rolling  loads 

which  often  occur  in  practice. 
Many  of  these  disadvantages  can  be  obviated  by  making  sec- 
^'otis  through  the  beam  at  the  points  of  contraflexure,  and  resting 
f'^^  centre  portions  on  the  support  portions,  or  cantilevers.  This 
^^  the  principle  of  the  cantilever  girder  bridge,  and  has  been  used 
^ith  great  success  for  bridges  of  gieat  span.  As  span  of  a  beam 
'^Creases,  the  relative  effect   of  its  own  weight  on  the  stresses 
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increases  rapidly  until  a  span  is  reached,  when  it  is  impossible  to 
use  a  simply  supported  beam,  because  the  stresses  due  to  its 
weight  are  greater  than  the  allowable  stresses.  In  the  case  of  the 
cantilever  girder  bridge,  the  maximum  B.M.  occurs  at  the  sup- 
ports, and  it  is  easier  to  increase  the  strength  at  such  portions 
without  adding  materially  to  the  B.M.  One  of  the  best  examples 
of  this  is  the  Forth  Bridge,  a  good  account  of  which  is  very  instruc- 
tive and  interesting,  and  should  be  consulted  by  those  who  wish 
to  follow  the  design  of  bridges  of  great  span. 

It  is  largely  on  account  of  the  above  disadvantages  that  British 
designers  do  not  commonly  adopt  continuous  beams,  although 
under  favourable  conditions  they  may  be  safely  adopted  with 
considerably  increased  economy. 

Beams  Fixed  at  one  End  and  Freely  Supported  at 
the  other.— If  a  beam  is  fixed  at  one  end  and  freely  supported 
at  the  other,  the  B.M.  and  shear  diagrams  will  be  the  same  as 


{Builders  Journal.) 

Figs,  110  und  l\\,— Beams  Fixed  at  one  End  and 
Sujyported  at  the  othei\ 

for  the  half  of  a  continuous  beam  of  two  equal  spans  of  the  same 
span  as  the  given  beam,  and  loaded  in  the  same  manner. 

This  is  because  fixing  the  end  of  a  beam  makes  such  end 
horizontal,  and  this  is  what  happens  at  the  central  support  of  a 
continuous  beam  with  two  equal  spans  loaded  in  the  same  manner. 
The  consideration  of  the  following  two  standard  cases  should 
make  this  clear. 

{a)  Beam,  Fixed  at  one  end  and  Freely  Supported  ^t 

THE  OTHER,  SUBJECTED  TO  A  UNIFORM   LOAD. — The   B- W' 
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and  shear  diagrams  in  this  case  are  the  same  as  for  one 
span  of  the  first  case  of  continuous  beams  that  we  have 
considered,  and  will  therefore  be  as  shown  in  Fig.  no. 
(I))  Beam,  Fixed  at  one  End  and  Freely  Supported  at 
THE  other,  Subjected  to  a  Central  Load. — Let  the 
central  load  be  W  and  the  span  /. 
Then,  if  b  is  the  fixed  end,  a  the  freely  supported  end,  and  a' 
e  imaginary  freely  supported  end  existing  beyond  the  fixed  end, 
J  have,  by  the  Theorem  of  Three  Moments, 


I422/422/J 
o 
rW/3  ,  w/n 

n767^  16// 


Now  Ma  =  Ma'  =  o 

.'.      2   Mr  .   2  / 


•    M    -3^^ 
..Mb--^ 

The  B.M.  diagram  then  comes  as  shown  in  Fig.  in. 
To  get  the  shear  diagram  we  first  work  out  the  reactions. 
^  W        Ma  -  Mb 

^  W  _  3W/ 

2         16/ 

=  5W 
16 
.    R         iiW 

16 

The  shear  diagram  then  comes  as  shown  in  the  figure. 
We  will  conclude  this  chapter  with  a  further  number  of  worked 
itnples  of  fixed  and  continuous  beams. 

Worked  Examples. 

{})  A  beam  of  20  ft.  span  is  built-in  at  one  end  ami  is  supported  at 
'>oint  ^  feet  from  the  other  end.  Draw  the  B.M  and  shear  diagrams 
'  a  uniform  load  of  \  ton  per  foot  run. 

Let  A  B  (Fig.  112)  be  the  beam,  fixed  at  the  end  A  and  supported 
the  point  C. 

The  portion  B  C  of  the  beam  acts  as  a  cantilever,  and  therefore  the 

M.  at  C  =  Mc  =—  X  5-^—5  =  62 5  ft.  tons. 
22 
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To  find  the  H.M.  at  A,  we  imagine  a  span  AC'  exactly  similar  to  AC 
to  exist  within  the  wall. 

Then,  by  the  Theorem  of  Three  Moments,  we  have  :— 

Mc  X  is  +  2Ma(i5  +  I5)  +  Mc.is  =  |05'+i5') 
but  Mc'  =.Mc  =  6-25 

.-.  60  Ma  +  30  X  625  =  g (2  X  ^V' 

.'.  4  Ma  +  12*5  =  'f 

.  .  4  Ma  =  V   -  '^'5 
4 

=  56-25  -  125=4375 
.-.  Ma  =  lotM  ft-  tons  nearly. 


yrrrnrinJYYYYYrp 

^c^ 

^      1 

^          Bc«i^  H<M«4  imo»)    c^ 

U0. 

4C$ 

^^.--^^Ijeor  (Too*)      ^^ 

L-^ 

(BuiUtrs  Jwrnd.) 

Fig.  112. 

The  IJ.  M.  di;ij,'ram  is  then  as  shown  in  the  figure.     To  get  the 
a(  lion  at  C  we  proceed  exactly  as  in  the  case  of  continuous  beams, 
/.,■.,!<<..   .'.'S  +  Mc.  -M.^i    5^Mc-M» 

'22  15  2    2  5 

■    375  -  '31  +  i'25+  1*25 
3'44  +  2-5 
5 '94  tons. 
The  shear  diagram  then  comes  as  shown  in  the  figure. 
(2)  /I  7-ol led  joist  is  firmly  built-i?i  at  one  ctid^  and  the  other 
rests  free ly  on  the  top  of  a  cast-iron  column.     The  span  of  the  joii> 
\Gfeet^  and  it  carries  a  sini^^le  load  of  10  tons,  \7.  feet  from  th(*xoh 
ends.     Determine  the  reaction  on  the  column,  and  draw  the  B.M. 
shear  dia^i^rams.     {B.Sc.  Lond.  Jgoy). 

Let  A  H  represent  the  beam,  fixed  at  the  end  A,  the  load  bein 
the  point  C,  Fig.  113. 
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free  B.M.  diagram  is  a  triangle  A  D  B,  c  D  being  equal  to 
Wfl^  _  10  X  12  X  4 


16 


=  30  ft.  tons. 


a  of  B.M.  diagram  =  -  x  30  x  16  =  240  sq.  ft.  tons. 

roid  G  of  the  B.M.  diagram  occurs  at  a  distance  3  EC  from 
of  the  beam,  />.,  at  a  distance  9g  ft.  from  A. 


113. — Example  of  Beam  Fixed  at  one  End  and 
Supported  at  other. 


agining  a  span  exactly  similar  to  A  B  to  exist  beyond  the 
I  have,  by  the  Theorem  of  Three  Moments, 

.  2  M.  (.6  +  16)  +  16  Mb,  =  6{54°_^  +  ^4°  ^  9^1 

Mb'  =  Hb  =  o 

,    -,         6  X  2  X  240  X  28 

64  Ma  =        —  ,-— =  7  X  240 

^  16  X  3  /  *t 

7  X  240  _  210 

^^'  =  — 6T 8" 

=  26*25  ft.  tons. 
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The  reaction  on  the  end  B  for  a  freely  supported  beam 

lO    X    12 


=  ri,  = 


=  7'5  tons. 


i6 
.-.   In  this  case  Rb  =  ^b  4-  ^'^  "  ^'*^ 


Mb  -  Ma 
I 


7'S  + 


o  -  2625 
16"" 


=  75  -   1*64 
=  5*86  tons. 

litons  feer  Ft  run  ^^'^  t^  ^'^'^ 

ocxrxyyxxyy)! 


^pnooooc^ 


5^ 


^40'^ 


m' 


-^-♦- 


fl. M.  bioqram 


izo 


4C-* 


Fig.  114. 

(3)  A  continuous  a^inicr  consists  0/  two  unequal  spans  of  looft.c^ 
120//.  rcspcctii'cly.  The  ij^inicr  is  yx)/t.  long  and  or>erhangs  the  e 
supports  at  each  cnd^  and  is  loaded  as  shown  {Fig.  114^.     Draw  > 
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^-  ot.nd  shear  diagrams  and  show  the  points  of  inflexion  and  mag- 
'(fe  of  the  supporting  forces.     (B.Sc.  Land.  JQoy.) 

^n  this  case  the  end  pieces  A  B,  D  E  act  as  cantilevers. 

.*.  Mb  =  40  X   1 5  X  40  ^  ,200  ft.  tons. 

\,         40  X  2  X  40  ,       - 

Md  = —  =  1600  ft.  tons. 

The  free  B.M.  curve  for  span  A  c  is  a  parabola  with  maximum 

*^->*          li  X   100  X   100         o      r.  ^ 
nate  =  -^ =  1875  ft-  tons. 

The  free  B.M.  curve  for  the  span  D  £  is  a  parabola  with  maximum 

^    .          2  X   120  X  120         ,      -    ^ 
nate  = ^ =  3600  ft.  tons. 

Then  applying  the  Theorem  of  Three  Moments  we  have  : 

too  Mb  4-  2  Mc(ioo  4-  120)  +  120  M©  =  -  (i^  x  loo^  -I-  2  x  i2a^) 

4 

.*.  120,000  4-  440  Mc  +  192,000  =  375,000  4-  864,000 

440  Mc  =  927,000 

Mc  =2107  ft.  tons  nearly. 

We  now  proceed  to  the  determination  of  the  reactions. 

I  I    .    Mb  -  Ma  .    I  i    .    Mb  -  Mc 

=  -X40Xi-+'^       -'*^4-xiooxi-H ^  - 

22  40  ,         2  2  100 

==  30  4-  30  4-  75  -  9'o7 

=^  60  4-  64*93  =  124-93  tons 

1  I    .   Mc  -  Mb  .    I                     .    Mc  -  Md 
=  -  X  100  X  I-  H +  -  X  2  X  I20H 

2  2  100  2  120 

=  75  4-  9'07  4-  120  4-  4'22 

=  85 '07  4-  1 24*22  =  209*29   „ 

1  .    Md  -  Mc    .    I                      .    Md  -  Me 
)  =  -  X  2  X  120  H -I-  -  X  2  X  40  H 

2  120  2  ^  40 

=  120  -  4*22  4-40  +  40 

=  115*78  4-  80  =  195*78    „ 

Total      ...       530     tons. 

The  shear  diagrams  then  come  as  shown  on  the  figure,  and  the 
ats  G  H  K  L  are  the  points  of  inflection. 
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•  (4)  A  continuous  beam  of  total  length  L  has  three  spans  and  is 
uniformly  loaded.    Find  the  most  economical,  arrangement  of  the  spans. 

It  follows  from  symmetry  that  in  the  best  arrangement,  the  two  end 
spans  will  be  equal.  Let  the  end  spans  be  of  length  /j  and  the  centre 
span  of  length  l^  Fig.  114//. 

Then     L  =  4  4-  2  /j 

Now  by  the  Theorem  of  Three  Moments  : 

Ma  /,  +  2  Mb(/,  +  4)  +  Mc  /,  =  4  W  +  4') 

4 

From  symmetry  Mc  =  Mb 
also      Ma  =  o. 

.-.    Mb(2/,  +  3'2)=^(A'-4') 


/ 

^ 

f\ 

^ 

f^ 

s. 

/ 

e    \ 

=^ 

•. 

L 

g— 

-    I,    - 

f 

"    u 

Fig,  114cr. 


We  now  require  to  find  the  relation  between  /,  and  4  to  make 
Mb  a  minimum,  and  then  see  if  Mb  is  then  greater  than  the  inter- 
mediate B.M.s  :  if  so,  this  relation  will  give  us  the  most  economical 
arrangement. 

(2  /,  +  3  4) 

Now       /j  =  L  -  2  /, 

^f(L  -  2/,)3  +  /3| 

(3  L  -  6  /,  +  2  /,) 

This  will  be  a  maximum  when    -J-j^  =  o 


i.e.,  when 


d    /V 


dtx 

6L=^/,  +  12  L/^^  -  7/,n   _ 
3L  -~4/i  / 
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len  (3  L  -  4  A)  (-  21  /,2  +  24  /,  L  -  6  L'*) 

+  4  (L3  -  6  L2  /i  +  12  i;^  L  -  7  /,3)  =  o 

56  /i3  -  III  L  /i2  4-  72  /i  i;-^  -  14  L"^  =  o. 

e  solution  of  this  equation  will  be  found  to  be  /,  =  35  L,  such 
»n  being  found  by  plotting. 

us  we  see  that  the  least  value  of  the  support  moments  occur 
the  end  spans  are  each  '35  L  and  the  centre  '3  L.  In  this  case 
termediate  B.M.s  are  less  than  the  support  moments,  so  that  this- 
the  most  economical  arrangement. 


CHAPTER  X. 
•DISTRIBUTION   OF   SHEAR   STRESSES   IN   BEAMS. 

When  a  beam  is  deflected  there  is  a  horizontal*  shearing  stress 
at  every  point  of  the  beam,  resisting  the  sliding  of  one  layer  over 
the  other.      We  have  already  shown   (p.  12)  that  in  an  elastic 
material  a  shear  stress  must  always  be  accompanied  by  a  shear 
stress  of  equal  intensity  at  right  angles  to  it :  in  the  case  of  the 
beam  we  see  that  the  horizontal  and  vertical  shearing  stresses  at 
any  point  of  a  beam  are  equal.     Now  the  total  shearing  force  over 
any  vertical  cross  section  of  a  beam  must  be  equal  to  the  shearing 
force,  obtained,  as  in  previous  chapters,  by  considering  the  forces 
on  the  beam  ;  but  the  intensity  of  stress  will  not  be  the  same 
across  the  section,  so  that  by  dividing  the  shearing  force  S  by  the 
area  of  the  cross  section  A,  as  is  commonly  done,  we  do  not  get 
the  maximum  shear  stress. 

'I'he  existence  of  the  horizontal  shearing  stress  can  be  seen 
clearly  from  the  following  diagrammatic  representation.  Fig.  115 
A  shows  a  short  beam  deflected  under  some  loading.  Now  imagine 
the  beam  to  be  replaced  by  a  number  of  plates  placed  one  above 
the  other.  'I'hey  then  take  the  form  shown  at  b  on  the  figure,  the 
plates  sliding  one  over  the  other  as  shown.  'I'he  second  case  will 
not  be  nearly  as  strong  as  the  first  case,  and  it  is  clear  that  in  case 
A  there  must  be  stresses  tending  to  make  one  layer  slide  over  the 
other. 

We  will  now  obtain  an  expression  for  finding  the  shearing 
stress  at  any  point  of  a  beam,  and  will  consider  later  certain 
special  cases. 

Genp:ral  Case. — Let  a  h,  a^  Bj  (Fig.  1 16)  be  two  cross  sections 
of  a  beam  at  a  short  distance  .v  apart,  and  let  the  cross  section  of 

*  Wc  will  assume  through  this  investigation  that  the  beam  is  horizontal. 
If  it  is  not,  the  words  'parallel  to  the  axis  of  the  beam'  and  'perpendicular 
to  the  axis  of  the  beam '  should  be  substituted  for  'horizontal'  and  'vertical.' 
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such  beam  be  symmetrical  about  a  vertical  axis,  and  let  the  load- 
^^g  be  wholly  transverse.  Then  e  c  g  and  e^  c^  g^,  as  we  have 
previously  seen,  give  the  intensities  of  transverse  stress  at  any 
P^ij^t.  Now  consider  the  portion  of  the  section  a  b  above  any 
^^^e  DD.  Consider  an  element  of  area  a  at  a  point  p  at  distance 
^  N  from  the  neutral  axis. 


® 


(D 


Fig,  115. — Horizontal  Shear  in  Beams, 


Then  we  have  by  the  theory  of  bending  that  the  intensity  of 

Stress  at  P  =yi>  =  — . ,  where  M  is  the  B.M.  at  the  point  and 

I  the  second  moment  of  the  section. 

]VI    X    P  N 

.  •.  Force  on  element  a  =  f^  y.  a  = —  .  a 

.  •.  Total  force  on  area  above  d  d  =  2 .  a 

=  F  =  ^Sa.PN' 
M 


~j  X  first  moment  of  area  above  d  d  about  N.A. 
M 


~Y  y^  a,y 


(0 
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Where  a  is  the  area  above  d  d  and  y  the  distance  of  its  centroid 
from  the  N.A. 

Similarly  taking  the  section  a^  b^  and  taking  the  force  above  a 
line  Pj  Dj  we  have 

=  F   =M, 

II 

Now,  if  X  is  small,  and  the  beam  has  no  abrupt  change  in 
cross  section,  we  may  put  a  =  a^^ y  =  jj,  and  I  =  \y 


Total  force  on  area  above  d^  d^  =  F^  =  — *  x  a^y^ 


F 


(M  -^M^)^^ 
1 


Fig,  110. — Distribution  of  Shear, 


Now  this  difference  in  transverse  force  is  the  shearing  ioKt 
which  has  to  be  carried  along  the  line  d  d^     We  will  write  this 


^,       „    _  (M  -  M.;),a.y,x 


M  -  M  A 

Now,  if  .V  is  very  small,  -Ms  rfie  rate  of  increase  or  de- 

X 

crease  of  the  B.M.,  and  this  we  have  shown  to  be  equal  to  the 
shearing  force  S  at  the  given  point. 

S  X  a  ,y  .X 


:.  We  have  F  -  F^  = 


(3) 


Distribution  of  Shear  Stresses  in  Beams,         275 
Now  the  area  over  which  this  shearing  force  acts  is  equal  to 

F  -  F 
•.  Mean  shearing  stress  along  d  d  =  —  —  ^ 

o  X 

_  S  X  a,y .X 

'^^t:j (^> 

S 
We  can  express  this  in  terms  of  the  mean  stress  m  =  —  over 

whole  section  as  follows  : — 

_  S  .  flr  .^ 

It  will  be  noted  that  a  -x  y  increases  up  to  the  neutral  axis 
then  decreases,  becau§e  the  first  moment  of  the  area  below 
N.A.  is  negative. 
"We  thus  see  that  the  shear  stress  is  a  maximum  at  the  neutral 

It  must  be  remembered  that  x,,  gives  only  the  mean  shear  stress 
ig  D  D.  This  stress  is  not  uniform  along  d  d,  but  for  sections 
ch  are  narrow  at  the  neutral  axis,  the  sections  used  in  practice 
erally  falling  under  this  head,  the  maximum  shear  along  the 
tral  axis  will  be  not  much  greater  than  the  value  of  s^  at  the 
tral  axis  as  given  by  the  above  result.  For  sections  like  the 
are  and  the  circle  the  maximum  shear  along  d  d  will  be  from 
0%  greater  than  the  mean  shear,  while  for  sections  such  as 
oblate  ellipse  or  a  broad  rectangle  the  difference  may  amount 
IS  much  as  25%.  It  is  beyond  our  present  scope  to  go  further 
>  the  question  as  t©  the  variation  of  shear  stress  along  d  d,  but 
should  remember  that  such  stress  is  not  uniform ;  the  maxi- 
m  stress  for  various  cases  has  been  worked  out  by  St.  Venant. 
Consider  the  following  special  cases  (Figs.  117,  118). 
(i)  Rectangular  Section. — Mean  shear  along  a  line  at  dis- 
ce  x  from  N  A.  of  a  rectangle  of  height  h  and  breadth  b 
a.  V 

=  ''^  =  '"-¥i 
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In  this  case  a  =  I-  -  x\b 


k^ 


h^ 


.'.    5x  = 


O-'HM 


*?.« 


6  m 


>^2 


=  6  m 

2 


/>    — 


/Wx)ib 


Reaanqle 


Circle 


Fig.  117. 


This  depends  on  a;-,  so  that  the  curve  showing  the  mean  sher 
stress  at  various  depths  will  be  a  parabola.  The  maximum  valv 
of  s^  occurs  when  x  =  o,  z.e.,  at  the  neutral  axis.     This  gir^ 

^o  =  ^ —  =  I  '5  w.     Thus  we  see  that  in  a  rectangular  beam  th< 

maximum  shear  stress  occurs  at  the  centre,  and  is  equal  to  i'5 
times  the  shearing  force  divided  by  the  area  of  the  section. 
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cuLAR  Section. — ^This  case  is  not  quite  so  simple  as 
s  case,  but  we  can  find  the  shear  stress  at  the  N.A. 
)llows. 

case  we  have 

7rD2 

2D 

16 
/^  =  D 

ttD^     2D 
8     '  3^ 


•^N-A.    =    ^  ■ 


±fn 
=  -=1-33- 

the  mean  shear  stress  along  the  N.A.  is  i^  times  the 
•  stress  over  the  whole  section. 

case  it  is  interesting  to  note  that  the  maximum  shear 
\  the  N.A.  is  i  '45  m. 

E  Section. — Let  a  thin  pipe  be  of  mean  diameter 
:kness  /. 

TT  D  / 

a  = 

2 

D 
D2 

A2    =    ■r' 

^         8 

^   =    2   / 


ttD/       D 

.'.       %.A.  =   /^    X   -g5 =    2  /« 

-j^-X2/ 

t  the  mean  shear  stress  along  the  N.A.  is  twice  the 
r  stress  over  the  whole  section. 
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(4)  X  Section. — ^To  calculate  the  pfoportion  of  the  shearing 
force  carried  by  the  flanges  and  web,  respectively. 

Take  a  beam  of  X  section  of  breadth  b  and  height  hy  and  let 
the  thickness  of  the  flanges  and  the  web  be  /  and  u\  respectively. 


<rr^ 


tu^ 


■75 


:  i^T' 


Fig.  118. 


First  consider  a  horizontal  line  P  P  in  the  flange  at  distance 
X  from  the  top  edge,  Fig.  1 1 8. 

a,y 


Then  mean  shear  along  v  p  =  m, -77-=, 

fir .  0 


=   Jx 


m  .  b  X  (h  -  x) 
b  k^  2 


m 

2  k'^ 


Ahx-  x^ (i) 


This  depends  on  .v-,  so  that  the  curve  showing  the  variation 
of  stress  is  a  parabola. 

When  x  =--  /,  />.,  at  the  junction  of  web  and  flange, 


(2) 


Now  consider  a  horizontal  line  Pj  Pj  in  the  web  at  distance  :^\ 
from  the  top. 

m  .  a  ,  y 


Then  mean  shear  along  p^  Pj 


k^b 
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In  this  case — 

ay  =  first  moment  of  area  above  p^  Pj  about  N.A. 

_  bt{h  -  t)      w  {x^  —  t)  {h  -  x^  -  t) 
~  2  .  2 

[so         b  ^  w'm  general  expression  for  shear  stress. 

m     {bt(h  -  t)           {x^  -  t)  (h  -  x^  -  t)\ 
-  '^=^kA 1^"+^ w  ] 

m     (btih-t)       ,^  ,        ,  .,,\ 

=  TkA         w         ^  (^^1  -x,^-ht  +  f^)] 

^    /,  .n       fnt(h-t)(b-w)  /  . 

The  second  term  of  this  expression  is  constant  for  all  values 
►f  x^  and  the  first  term  is  the  shear  stress  which  would  occur  if 
he  flanges  extended  down  to  p^  p^. 

We  thus  see  that  the  diagram  of  distribution  stress  is  obtained 
is  follow^s  : 

First  draw  a  parabola  a  k  d,  the  centre  ordinate  j  k  of  which 

is  obtained  by  putting  a;  =  -  in  equation  (i). 

2 


2 


k^\2       4/ 


i.e.y    J  K  —    ^  ;;2  I  «        \  I  ~    3^2 


At   the  points   b  and  c   corresponding  to  the  inside  edges 

^f  the   flanges   set   out   G  e   and    h  f  equal   to   the  expression 

"^  t(h  -  t)  (b  -  w)      ^       ^         ^  ,  ^  ^  .    , 

~-~~-^ TTT-^ and  re-draw  the  portion  g  k  h  of  the  parabola 

etween  the  points  e  and  f,  then  the  curve  a  G  e  l  f  H  d  gives 
^e  shear  stress  at  the  various  depths  of  the  cross  section. 

Then   total  shear  carried  by  web  is  equal  to  area  of  piece 
^  L  F  c  of  curve  multiplied  by  width  of  web. 

Now  take  the  case  in  which  /  =  —  and  w  —  —  and  b  =  — , 
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this  being  about  the  proportions  for  a  rolled  steel  joist,  then 

_  JUL.  l!L  _  ]t\ 

~      2   ^'-^  \  lO  100/ 


M  K 


also         G  E  = 


m        9  ^ 
~    2  k''    100 

m     i 

2  k'  \ 

'h^      9  >i2\         m        16  >42 
^4       100/  ~  2  k'  '     100  ~ 

m 

2k^ 

mt{h 

-  t){b  -  w) 

2  k'  W 

m 

h      f)  h     f)  h      20 
10  '  10   '   20       h 

2  k' 

m 

2~k' 

%ik' 
100 

m 

9^2         ^        81^2 

2  k' 

100        2  k'  *    100 

m 

9/^2 

B  E  = 


2  ^2    •      10 

Area  of  curve  belfc=  bc(be  +  -mk) 

3 


Now  in  this  case  I 

12  12 


S    '   2  k^\io        75/ 

b  h^      {b  -  w){h  -  2  if 


h     Ajy      I 

O         V    5   /  12 


h^    _  9  ^ 

24       20      \  5  /      12 
=  '0417  ^"^  -  -0192  h^ 
=  '0225  ^'* 
The  area  of  the  section  =  b  k  -  (b  -  w)  {h  -  2  t) 

h^       g  h     /\  h 
~    2        20    '    5 
=  -14  k' 

I         -0225  h^       .  ^  Q  ,0 

.-.  k'  ■■=    .    = ,9    =  •1608  n' 

A         -14  /^^ 


Distribution  of  Shear  Stresses  in  Beams,  281 

eturning  to  equation  (4)  we  get  area  of  curve  b  e  l  f  c 

10  k^  \    10         75  / 
_  ^m  h  X   I  007  h^ 
"      10  X   '1608  h'^ 

4  X    1C07 
I -608 

=  2505  mh (5> 

ear  carried  by  web  =  2*505  m  h  y.  width  of  web 

I.        ^ 
=  2*505  m  n  X    - 

20 
=  '12^2  m /i^    (6) 

Dw  area  of  whole  section  =  '14  ^2 

.*.  Total  shear  S  on  section  =  '14^2  ^  m 

Shear  carried  by  web  _  '1252  _  ^  ,    0/ 
•'•  Total  shear  "^   7     ^'^  /° 

is  commonly  assumed  in  practice  that  in  plate  and  box 
s  the  whole  of  the  shear  is  carried  by  the  web,  and  the  above 
ation  shows  that  in  an  X  beam,  in  which  the  flanges  are 

in  proportion  to  the  depth  than  in  most  plate  and  box 
s,  this  is  true  within  10%  so  that  in  plate  and  box  girders 
led  according  to  the  common  rules,*  this  assumption  will  be 
justified  for  all  practical  purposes. 

must,  however,  be  remembered  that  in  girders  built  up  of 
and  plates,  such  as  the  comparatively  shallow  and  heavy 
s  used  in  buildings,  that  this  assumption  will  not  be  so 
r  true.  The  error,  however,  lies  on  the  right  side,  because 
resses  in  the  web  will  be  less  than  assumed. 

PHICAL  TREATMENT  FOR  FINDING  DISTRIBUTION 
OF  SHEAR  STRESS  ON  A  CROSS  SECTION. 

Dnsider  the  section,  composed  of  joists  and  plates,  shown  in 
[19.  The  first  step  is  to  *  mass  the  section  up'  about  a 
al  centre  line :  this  is  done  by  drawing  horizontal  lines 
;  the  joists,  and  adding  on  each  side  of  the  centre  joist  the 
*  See  Chapter  XVIII. 
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corresponding  horizontal  ordinate  of  the  outside  joists.    This  gives 
the  section  shown  in  the  figure  (/>.,  ad  =  ab  -f-  b  c  -\-  c d). 
Consider  any  line  p  p.     We  have  shown  that  the  mean  shear 

stress  along  p  p  =  jp  =  ///  .  ^,'-^- 

k^  b 

Now  fl  .  V  =  first  moment   of  area  above  p  p  about  neutral 

axis  X  X,     Draw  the  first  moment  curve  of  the  section  above  x  x 

about  the  line  x  x,  as  explained  on  p.  73.     As   the  section  is 


^C  €,J\^<L 


Fig,  119. 

symmetrical  about  a  vertical  axis,  we  need  draw  the  curve  for  one 
half  of  the  area  only,  x  q  c  being  such  curve. 
Then  a  y,  y  =  2  area  j  x  q  n  x  h, 

.*.  Mean  shear  along  p  p^  =^    -7^  .  -  - 

Now  find  the  sum  curve  j  r  s  of  the  first  moment  curve  taking 

the  polar  distance  /  =    - . 
h 

Then  n  r   x  /  =  area  of  first  moment  curve  above  p  p 
h 


=  area  j  x  q  n 


.*.  Mean  shear  along  p  p  = 


2  N  R  .  ^2 


bJ^'^'         h 

2  N  R 


X   h 


=  m 

o 

But  ^    =    PP=2NP 

N  R 
N   P 


.*.  Mean  shear  along  p  p  =  /^ 
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Then  the  maximum  shear  stress,  which  occurs  at  the  neutral 

.   .         c  s 

IS,  IS  m  .  — . 

C  B 

Note. — Fig.  119  is  diagrammatic  only  and  is  not  drawn  to 
lie.  The  student  should  work  this  case  as  an  example,  taking 
•  plates  20"  X  J"  and  16"  x  6"  beams.  For  accuracy  the 
wing  should  be  done  to  a  large  scale. 

Deflection  of  a  Beam  due  to  Shear. — In  considering 

deflections  of  beams  up  to  the  present  we  have  dealt  only  with 

deflection  due  to  the  bending  moment.  We  will  now  see  to 
it  extent  the  deflection  due  to  shear  is  comparable  with  that 
i  to  the  bending  moment. 

J^t  c  c.  Fig.  120,  represent  a  short  length  x  of  the  centre  line 
i  beam  subjected  to  a  shearing  stress  s. 

Then  the  shear  causes  the  line  c  c  to  take  the  position  c  c^, 

slope  being  &. 

Then  if  G  is  the  shear  modulus,  we  have  o*  =  ;^. 

G 

The  deflection  c  Cj  of  the  short  length  of  beam  ijg  equal  to 

X  <r,  as  IT  is  small 

.'.  Deflection  of  short  length  x  of  beam  = 

.-.  Total  deflection  due  to  shear  =  2    ^  "^ 

G 

Now  we  have  shown  that  s  =  m  .  — ^  where  w  ==  _ ,  S  being 

i  shearing  force  at  the  point,  and  A  the  area  of  the  section. 

If  the.  section  is  uniform  along  its  length,  ^^  ^i^^  be  constant 
i  equal  to,  say,  /3. 


We  have :  deflection  due  to  shear  =  S  jr . 


/3.S 


A.G 

=  ^S^.  S 
A  G 

But  S  .  a:  S  =  area  of  shear  curve  up  to  given  point 

=  B.M.  at  point 

=  M 

•.  Deflection  due  to  shear  =  u  =  -^  .  M (i) 

AG  ^ 
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Now  consider  the  folknring  s3>Bciiil  ^xses :: 
(t)  Isolated  Central  Load. 

Dcllci'tion  at  centre  =  /«  =   -^^  -  — 

A  i»       4 

Aj*  wc  huvc  previously  shown,  the  ^^^"AHrn^jn  ^  in  iSis  case  due 

W  /* 
tu  H.  M.  m  equal  ^^    u  u-  r 

>  "  AG"     4      •   4«EI 

"  "G"  •  A/= 


M 

N 

r 

-< 

/ 

P. 

i 

■ JC  ► 

r. 

c 

<^," 

^Vl/.  l»>. 


Fig,  121. 


I  .ikinibi    .    -  ^  atul  noting  that  1  =  A  ^'- 


{i\  Continuous  Loading. 

s        5  W  /=• 
"        3«4  K  1 
.  ^>  ^  4S  /'     K        I 


^tion  of  Cross  Section  of  Beam  due  to  Shear,     285 

Taking    —  =  ^  as  before, 
Cx        2 

f  =  '4/34'  (3) 

h^ 
tangular  section  /3  =  1*5  and  ^^  =  — ,  h  being  the 

12 

e  beam. 


(2)  becomes  g  =  375  M 

(3)  becomes  ^  =  3  /- j 


vs  from  this  that  if  -    =   — ,  the  deflection  due  to 
/  10 

5  per  cent,  and  3  per  cent,  respectively  of  that  due 

the  two  cases. 

therefore,  that  for  solid  rectangular  beams  in  which 

more  than  10  times  the  depth,  the  deflection  due  to 

ligible. 

however,  be  remembered  that  for  rolled  joists,  plate 

the  like,  the  deflection  due  to  shear  will  be  quite 

for  sections   which   are   deep   compared  with  their 

ge  engineers  often  state  that  the  deflection  of  a  bridge 

n  the  calculated  deflection.      Part  of  this  difference 

to  the  giving  in  the  riveted  connections,  but  certainly 

id  deflection  would  agree  better  with  the  calculated 

the  latter  included  the  shear  deflection.     It  has  been 

lat  this  could  be  remedied  by  taking  E  about  10,000 

\,  in.  instead   of   12,500   in   the  ordinary  deflection 

d  also  be  noted  that  we  have  taken  only  the  strain 
maximum  shear  stress,  neglecting  the  fact  that  it  is 
'his  gives  results  a  little  too  high,  but  is  better  than 
lean  shear  stress. 

ion  of  Cross  Section  of  Beam  due  to  Shear, 

ding  an   expression   for   the    relation    between    the 
the  B.M.  on  a  beam,  we  made  use  of  Bernoulli's 

that  the  cross  section  remains  plane  after  bending, 
causes  tending  to  distort  the  cross  section  are  (i) 
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shear  stress,  (2)  differences  in  lateral  compression  due  to  extension 
in  fibres. 

Consider  two  cross  sections  of  a  beam  at  distance  x  (Fig.  121) 
apart,  and  let  the  B.M.  at  the  sections  be  M  and  Mj  respectively, 
and  consider  points  p  and  Pj  at  distance  y  from  the  centre  line^ 
the  section  being  the  same  at  the  two  points. 

Then  stress  at  p  =   —-,  at  Pj  =  —^ 

. '.  Lateral  compression  strain  at  p  =  17  -^^y  at  p,  =  17  ^=^ 

stress 
because  longitudinal   strain    =    —  t=^—  and   lateral   or  transverse 

x!i 

Strain  =  17  x  longitudinal  strain. 

.'.  Difference  in  lateral  compression  strain  =  =?=.  (Mj  -  M)j 

£  I 

.'.  On  a  short  length  dy  of  the  section,  the  difference  in  lateral 

compression  =  p'  Pj'  =  =—  •  (M^i  -  M)  .  ^^ .  d y 
£  I 

.-.   a  =  slope  of  p  p,    =  —  ^   =  =^r  .    -i ^y 'iy 

^  X  E  I  X 

but  we  have  shown  that  when  x  is  very  small 

-    ^  -■  the  shearing  force  S 

To  find  the  total  change  in  angle  between  any  section  and  the 
line  originally  parallel  to  the  centre  line,  we  must  add  all  the 
elementary  changes  in  angle. 


.-.  Total  change  =  0  =  ^-  ^  fy  .  d y 


S  .  j;  .  J-  _  m  .  r)y'^ 

2   EI       ~    ~2^}Lk^' 


because  ..  =  ^ 
A 
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Now  we  have  previously  shown  that  due  to  the  shear  there  is 
change  of  angle  equal  to  7,^—,-^ 

,\  Total  change  due  to  both  causes 

_  m  fay       ly/A 

Gk^\b    ^     2  E  / 

utting  E  =  5—^  and  n  =  -  this  comes  to  ^^^r,  I  -/    +  —  I 
°  2  4  G  ^^  \  ^         20/ 

From  this  relation  the  slope  at  any  portion  of  the  section  can 

found,  and   the   distorted  form  of  the  cross  section  can  be 

tained.     Our  present  scope  prevents  us  from  dealing  with  this 

eresting  problem  further,  but  what  we  have  given  should  serve 

an  indication  of  the  method  in  which  the  problem  may  be 

acked. 
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Summary  of  Shear,  Bending  and  Deflections 
for  Beams. 


(Span  L). 


Kind  of  Beam. 


Max.  Shear 
=  «.  L 


Max.  RM.     I 
=  w.  WL     ' 


Max.  Defl. 


Simply  1 

supported  j 


Fixed  ... 


Cantilever 


Uniform  . 
Central  . 
Uniform  . 
Central 
Uniform  . 
j  At  End     . 


I 
8 

I 
4 
I 

12 
l_ 

i6 

£ 
2 


48 

I 
"192 


CHAPTER  XI. 

FRAMED    STRUCTURES. 

Introductory. — A  theoretical  framed  structure  is  built  up  of 
lumber  of  straight  bars,  pin-jointed  together  at  their  extremities, 
the  centre  lines  of  the  bars  all  lie  in  the  same  plane,  the  frame 
ermed  2i  plane  frame;  if  in  different  planes,  it  is  termed  a  space 
-me. 

For  the  present,  we  will  deal  only  with  the  plane  frames. 
A  framed  structure  is  designed  so  that,  as  far  as  possible,  there 

only  pure  tension  or  compression  stresses  in  its  members, 
iding  stresses  being  obviated:  In  Continental  and  American 
ctice  it  is  common  to  make  the  framed  structures  pin-jointed, 
:  in  British  practice  the  joints  are  nearly  always  riveted, 
ere  are  points  in  favour  of  both  systems :  In  the  pin-jointed 
nies — or  trusses  as  they  are  called — we  can  determine  the 
-sses  in  the  members  with  greater  certainty  than  in  the  case  in 
ich  the  joints  are  riveted ;  but  on  the  other  hand  the  pins 
en  become  troublesome  to  design,  and  in  the  case  of  failure 

one  pin,  the  structure  probably  collapses,  whereas  in  a 
eted  joint  we  may  have  warning  by  the  giving  of  one  or  two 
ets. 

In  any  case,  the  stresses  are  always  calculated  as  if  the  joints 
^e  pinned.     These  joints  are  often  called  fiodes. 

Kinds  of  Framed  Structures. — A  framed  structure  may 

one  of  three  kinds,  viz.  :  Deficient  or  under-firm ;  perfect  or 
"^^  and  redundant  or  over-firm. 

A  deficient  or  under-firm  frame  is  one  which  has  not  sufficient 
'-^'s  to  keep  it  in  equilibrium  for  all  systems  of  loading.  Such  a 
^^e  is  shown  in  Fig.  122  (i).  For  certain  values  of  the  forces 
-ting  on  it,  the  frame  would  be  in  equilibrium,  but  it  would 
^llapse  if  the  forces  were  changed. 

A  perfect  or  firm  frame  is  one  which  has  a  sufilicient  number 

u 
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of  bars — and  no  more — to  keep  it  in  equilibrium  for  all  systems 
of  loading.     Such  a  frame  is  shown  at  (2)  in  the  figure. 

A  redundant  or  over-firm  frame  is  one  which  has  more  bars 
than  are  necessary  to  keep  it  in  equilibrium  for  all  systems  of 
loading.     Such  a  frame  is  shown  at  (3)  in  the  figure. 


FUj,  122. — Kinds  of  Framed  Structures, 

Objections   to   Deficient   and   Redundant   Frames. 

— If  a  deficient  frame  is  actually  pin-jointed,  it  is  in  unstable 
equilibrium ;  if  its  joints  are  riveted,  then  its  stability  depends 
on  the  stiffness  of  the  joints  and  its  members  are  subjected  to 
bending  stresses  which  it  is  the  object  of  the  framework  to  avoid. 
Redundant  frames  have  the  following  disadvantages  : — 

(i)  Any  stress  in  one  member  caused  by  bad  fitting  or  change 
of  temperature  causes  stresses  in  all  the  other  members. 
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(2)  The  stresses  in  the  members  cannot  be  calculated  by  any 
simple  mathematical  or  graphical  process. 

Such  frames  are  sometimes  called  *  statically  indeterminate/ 
*he  stresses  in  the  members  depend  on  the  relative  sizes  of  such 
lembers  and  the  elastic  properties  of  the  materials  ;  they  can  be 
und  by  the  Principle  of  Least  Work.  Our  present  scope 
events  our  going  further  into  this,  but  the  reader  requiring 
rther  information  should  consult  Statically  Indeterminate 
>uctures,  by  W.  H.  Martin,  published  by  Engineering, 

Semi-member  or  Counterbraced  Frames.  —  Some 
tmes  which  have  the  appearance  of  redundant  frames  act  as 
irfect  frames  and  may  be  treated  as  such.  Fig.  122  (4)  shows 
^ch  a  frame.  'Inhere  are  two  diagonal  bars  b  d  and  a  c,  but 
ich  can  act  in  tension  only,  so  that  if  the  loading  is  such  as 
ould  tend  to  put  one  of  the  diagonals,  say  a  c,  in  compression, 
uch  diagonal  would  go  out  of  action  and  the  frame  would  act  as 
^  B  D  were  the  only  diagonal. 

The  diagonals  a  c  and  b  d  are  called  semi-members  or  counter- 
races  and  are  commonly  used  in  practice,  especially  in  the  centre 
anels  of  railway-bridge  trusses  in  which  the  crossing  of  the  load 
luses  a  reversal  of  the  stress  in  the  diagonals. 

Relation  between  Bars  and  Nodes  in  a  Perfect  or 
irm  Frame. — Consider  a  firm  frame  such  as  shown  at  (2). 

The  first  bar  d  c  has  2  nodes. 

It  requires  two  more  bars  a  d  and  a  c  to  produce  the  next 
)de  a,  and  so  on. 


Fig.  123. 


Therefore,  if  there  are  n  nodes,  2  of  them  go  to  the  first  bar 
d  the  remaining  (n  -  2)  require  2  (n  -  2)  bars. 
. '.  Total  number  of  bars  =  2  («  -  2)  +  i  =  2  «  -  3.    There- 
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fore,  in  a  perfect  or  firm  frame  the  number  of  bars  is  equal  to 
twice  the  number  of  nodes  minus  3. 

If  the  number  of  bars  is  more  than  this,  the  fi'ame  is 
redundant ;  if  less,  the  frame  is  deficient. 

The  student  should  test  this  relation  with  the  framed  structures 
hhown  in  the  following  figures. 

The  converse  of  the  above  statement  does  not  hold.  The 
number  of  ba^s  might  be  =  2  w  -  3,  and  yet  the  frame  might  not 
be  perfect. 

Fig.  123  gives  an  example  of  this.  In  this  case  the  number 
of  nodes  is  12  and  the  number  of  bars  21,  so  that  this  fulfils  the 
alx)ve  condition,  although  it  is  not  a  j^erfect  frame. 

Ties  and  Struts.— If  a  member  of  a  structure  is  in  tension 
it  is  called  a  //>,  and  is  designed  in  the  simple  manner  previously 
ex|)laincd  ;  if  it  is  in  compression  it  is  called  a  strut,  and  has  to 
be  designed  with  an  allowance  for  buckling,  as  will  be  explained 
in  a  subsequent  chapter. 

It  is  desirable  to  distinguish  between  the  ties  and  the  struts  in 
the  drawing  of  a  framed  structure.  This  can  be  done  by  any  of 
the  following  ways  : — 

(1)  By  drawing  the  struts  in  thicker  lines  than  the  ties. 

(2)  l^y  drawing  a  short  single  line  across  the  ties  and  a  double 
line  across  the  struts,  ^..4^''.,  1  and  11. 

(3)  Hy  indicating  the  struts  with  a  plus  sign  and  the  ties  with 
a  minus. 

Loading  of  Framed  Structures.  —  Framed  structures 
must  always  he  taken  as  loaded  at  the  nodes  only.  If  a  given 
bar  is  loaded  between  the  nodes,  then  it  acts  as  a  beam  and  dis- 
tributes to  the  nodes  at  each  end  the  reaction  of  the  beam,  We 
will  (leal  further  with  this  (juestion  later  on. 

Curved  Members  in  Framed  Structures.  —  In  some 
( ases  the  members  or  bars  of  a  framework  are  curved.  For  ob- 
taininji;  the  forcx's  in  the  bars  (not  really  the  stresses,  although  this 
term  is  most  often  used),  we  replace  the  curved  bars  by  straight 
ones  ;  but  it  must  be  carefully  remembered  that  such  bars  must 
be  designed  as  bars  with  eccentric  loads  and  allowance  made  for 
bending  stresses,  as  explained  on  {>.  168.  See  also  the  example 
on  p.  332. 
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STRESSES  IN  PERFECT  OR  FIRM  FRAMED 
STRUCfURES. 

When  the  forces,  including  the  reactions,  acting  on  a  perfect 
frame  are  known,  the  stresses  in  the  individual  members  of  the 
frame  can  be  found  by  any  of  the  following  methods  : — 

(i)  Clerk- Maxwell's  Reciprocal  Figure  method. 

(2)  The  method  of  Moments  or  Sections,  or  Ritter's  method. 

(3)  By  resolution. 

In  any  important  structure  the  stresses  in  all  the  members 
are  obtained  by  one  of  these  methods,  and  those  in  some  of  the 
members  are  checked  by  one  of  the  other  methods. 

RECIPROCAL    FIGURES. 

Two  figures  consisting  of  lines  and  points  lying  in  a  plane  are 
said  to  be  reciprocal  when — 

(i)  To  any  fiode  or  point  of  one  figure  at  which  a  given 
number  of  lines  meet,  there  is  a  corresponding  polygon  in  the 
other  figure,  bounded  by  the  same  number  of  sides. 

(2)  To  every  line  of  one  figure  there  corresponds  a  parallel 
line  in  the  other  figure. 

(3)  To  a  line  of  one  figure  joining  two  nodes  there  corre- 
sponds a  line  in  the  other  figure  separating  the  polygons 
corresponding  to  these  nodes. 

Clerk-Maxwell  enunciated  the  theorem  that  if  one  of  these 
figures  represents  a  framework  with  the  forces  acting  on  it,  the 
other  or  reciprocal  figure  will  give  the  forces  on  the  framework 
and  the  stresses  in  the  individual  members. 

We  .see,  therefore,  that  we  can  find  graphically  the  stresses  in 
a  framework  by  drawing  its  reciprocal  figure. 

Example  of  Simple  Roof  Truss.— Take  the  case  of  the 
simple  roof  truss  shown  in  Fig.  124.  In  this  method  we  will 
adopt  Bow's  notation  of  lettering  or  numbering  the  spaces  between 
the  bars  or  forces.  In  this  case  we  take  the  vertical  loads  on  the 
nodes  as  equal^  the  reactions  then  being  equal  and  vertical. 

To  commence  the  reciprocal  figure  set  down  lengths  i,  2;  2,  3, 
&c.,  on  a  vertical  line  to  represent  the  forces,  to  some  convenient 
scale,  the  reaction  4,  5  being  equal  to  half  the  total  load,   and 
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giving  the  point  5  as  shown.  At  the  left-hand  end  of  the  fruss 
three  lines  meet,  viz.,  5,  i  ;  i,  a*;  a,  5.  On  the  reciprocal  figure, 
therefore,  we  recjuire  a  corresponding  triangle,  so  draw  i,fl  parallel 
to  I,  A,  and  5,  a  parallel  to  5,  a,  their  point  of  intersection  deter- 
mining the  point  a  on  the  reciprocal  figure.     From  a,  draw  a  h 
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Fi(/.  124. — Sfrrsfieti  in  Simple  Roof  Truss, 

parallel  to  a  b,  and  2  l>  parallel  to  2  b,  thus  obtaining  the  point/'; 
then  i>  c  parallel  to  b  c,  and  5  c  j^arallel  to  5  c,  thus  obtaining  the 
point  c,  and  so  on. 

To  serve  as  a  check  on  the  accuracy  of  the  drawing,  the  line 
joining  the  last  point  e  on  the  reciprocal  figure  to  the  point  5 
should  be  parallel  to  the  bar  k  5  of  the  frame. 

Then  the  lengths  of  the  lines  of  the  reciprocal  figure  give— to 
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:ale  to  which  the  loads  were  set  down — the  stresses  in  the 
jponding  bars  of  the  frame. 

0  Distinguish  between  Ties  and  Struts. — To  ascer- 
rhich  members  of  a  framework  are  ties  and  which  are  struts, 
illowing  method  is  adopted  and  can  be  applied  for  all  sys- 
of  loading. 

)nsider  any  one  of  the  nodes  of  the  truss  at  which  the  direction 

1  force  is  known,  say  the  node  x.  Corresponding  to  this 
we  have  the  polygon  1  2  b  a  \  oxv  the  reciprocal  figure.  The 
ion  of  the  force  i  2  is  known  to  be  vertically  downward,  so 
lue  the  arrow-heads  in  this  direction  round  the  polygon 
1 1.  Now  transfer  the  direction  of  these  arrow-heads  to  the 
ponding  bars  close  to  the  given  node.  Then  if  the  arrow- 
on  a  given  bar  points  towards  the  node,  the  bar  is  a  strut ; 
'  it  points  away,  the  bar  is  a  tie.  In  this  way  it  is  seen  that 
irs  I  A,  A  B,  and  b  2  are  all  struts. 

Dw  consider  the  node  Y.  Corresponding  to  this  we  have  the 
)n  ^  adc  $.  Since  a  b  is  a  strut,  the  arrow-head  at  the  node 
Its  towards  the  node,  and  so  the  arrow  heads  go  round  the 
)n  in  the  direction  a  b,  b  c,  c  ^,  5  «,  as  shown.  Transferring 
arrow-heads  to  the  Frame  Diagram,  we  see  that  the  bars  b  c, 
id  5  A  are  all  ties. 

ith  practice  one  can  tell  by  inspection  in  most  cases  whether 
in  bar  is  a  strut  or  a  tie  by  the  following  rule : — If,  on 
ling  the  given  bar  cut  through,  the  forces  would  tend  to  in- 
its  length,  such  bar  is  a  tie ;  if  the  forces  tend  to  decrease 
gth,  the  bar  is  a  stmt. 
sample  of  Warren  Girder  with  Uneven  Loading. 

1  further  example  of  reciprocal  figures,  take  the  example  of 
arren  girder  loaded  as  shown  in  Fig.  125. 

2  must  first  find  the  reactions  before  we  can  proceed  with 
iciprocal  figure.  These  reactions,  found  in  the  ordinary 
ir  by  moments,  come  475  and  5*25  tons  at  the  left  and 
land  ends  respectively.  Choosing  a  suitable  force  scale,  we 
wn  1,2  and  2,  3  to  represent  2  and  5  tons  respectively ;  next 

3,4  to  represent  the  reaction  of  5*25  tons;  and  then  set 
4>  5  j  5>  6  j  3,nd  6,  7  to  represent  i  ton  each,  the  length  7,  i 
ng  back  to  give  the  reaction  475  tons.     We  now  proceed 


296 


The  Theory  and  Design  of  Structures, 


as  before,  drawing  r  a  parallel  to  i  a,  and  7  a  parallel  to  7  a  ;  then 
a  b  and  i  b  parallel  respectively  to  a  b  and  7  b,  and  so  on,  the 
reciprocal  figure  coming  as  shown,  and  /3  coming  parallel  toL3> 
and  thus  serving  as  a  check  on  the  drawing. 

In  cases  of  complicated  frames  where  some  difficulty  is  expe- 
rienced of  getting  the  last  line  to  check,  it  is  well  to  start  t^^ 


^n 


Ftg.  125.—  Wam'en  Girder  unevenly  Loaded, 


reciprocal  figure  from  each  end  of  the  frame,  the  errors  being 
this  way  minimised. 

Points  of  Difficulty  in  Reciprocal  Figures. — In  som 
cases  we  shall  find  that  when  we  attempt  to  draw  the  reciproca 
figure  for  a  framed  structure  we  get  to  a  certain  point  and  can 
proceed  no  further.     If  we  start  drawing  from  the  other  end,  we 
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get  stopped  at  a  corresponding  point.  This  happens  when- 
we  reach  a  point  when  there  are  more  than  two  bars  with 
lown  stresses  in  them. 


Fig,  12Q,  — Stresses  in  French  Roof  Truss, 


he  most  common  example  of  this  is  that  of  the  French  truss 
n  in  Fig.  1 26.  For  simplicity  we  will  take  the  loading  as 
rm,  although  this  is  not  necessary  for  the  problem.  It  will 
en  that  when  the  point  c  on  the  reciprocal  figure  is  reached, 
mnot  proceed  further. 
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The  difficulty  may  be  overcome  by  the  following  methods:— 
(i)  By  calculating  the  stress  in  o  g  by  the  method  of  moments, 
and  then  working  back  from  the  point  g  in  the  reciprocal  figure. 
As  we  shall  see  later,  the  stress  in  o  g  as  determined  by  the 

M 

method  of  moments  is  equal  to  —  ,  where  M  is  the  bending 

h 

moment  at  the  centre  of  the  span  due  to  the  forces,  and  h  is  the 

height  from  the  bar  o  g  to  the  ridge,     o^  is  then  set  out  on  the 

reciprocal  figure  to  represent  this  force  to  the  given  scale,  and  the 

points y^  ^,  d  are  obtained  by  working  backwards  from  the  point  ^^ 

(2)  By  Barry's  method^  according  to  which  the  diagonals  de 
and  E  F  are  replaced  by  a  single  bar  z  f.  We  can  now  proceed 
and  find  the  points  0,/,  and  ^  on  the  reciprocal  figure.  The  diago- 
nals D  E,  E  F  are  now  replaced,  and  by  working  backwards  from 
the  point/ the  points  //,  e  on  the  reciprocal  figure  can  be  found. 

The  remaining  half  of  the  figure  is  drawn  in  exactly  the  same 
way,  and  so  is  not  shown. 

It  will  be  found  that  for  uniform  loading  the  lines  a  b  and  tj 
come  in  the  same  straight  line,  and  so  the  point /could  be  found 
in  this  manner,  but  it  must  be  carefully  borne  in  mind  that  this 
rule  is  not  true  in  the  case  in  which  the  loading  is  irregular. 

Reciprocal  Figures  for  Various  Cases. — Figs.  127-132 
show  the  reciprocal  figures  for  various  forms  of  framed  structures. 

The  student  should  draw  these  out  to  obtain  familiarity  with 
the  construction. 

With  regard  to  the  truss  shown  in  Fig.  132,  we  proceed  as 
follows  : — 

Consider  first  the  forces  on  one  half  of  the  span.  Assuming 
them  uniformly  distributed,  they  are  as  shown  in  the  figure.  No^^? 
since  there  are  i)in  joints  at  b  and  c,  the  reaction  Rb  must  pass 
through  both  b  and  c,  this  being  the  only  force  on  the  right; 
therefore,  h^  joining  b  c,  and  producing  to  meet  the  resultant 
force  W,  and  joining  such  meeting  point  x  to  a,  we  get  the  direc- 
tions of  Ra  and  Rp,  and  the  reciprocal  figure  can  then  be  drawn 
as  shown  The  reciprocal  figure  is  shown  in  the  figure  in  two 
parts,  one  for  each  half  of  the  truss,  to  avoid  complication  of  the 
figure.  The  stresses  are  found  in  a  similar  manner  for  the  forces 
on  the  other  side,  and  the  stresses  are  then  added  together. 
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Fig.  127. — Pratt  and  *  N'  Trusses. 
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—Boicstrhig  Truss  tcifh  Live  Load  on  Half  Spun, 


Fig.  ISO.— Hog  Back  *.V'  Gi refer. 
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129. — Boivstring  Truss  with  Live  Load  on  Half  Span, 


Fig.  ISO.— Hog  Back  *.V'  GircJcr. 
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.^...-crescent  Roof  Truss. 


Fig.  132. — Timas  with  two  portiona  Pin-jointed  together. 
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Reciprocal  Figures  for  Wind  Pressure  on  Roof 
Trusses. — In  the  design  of  roof  trusses  of  span  greater  than  fort)' 
feet,  it  is  necessary  to  determine  the  stresses  due  to  the  wind 
blowing  on  either  side.  The  principal  difficulty  in  obtaining  such 
stresses  consists  in  finding  the  magnitude  and  direction  of  the 
reactions.  There  are  three  principal  ways  of  finding  such  re- 
actions, viz.  : — 

(i)  Assuming  one  end  of  the  truss  fixed  and  one  end  on 
rollers  or  *  free,'  so  that  the  reaction  at  the  free  end  is  vertical. 

(2)  Assuming  one  end  of  the  truss  fixed  and  the  other  end  to 
rest  on  a  metal  plate,  so  that  the  reaction  at  such  end  is  inclined 
to  the  vertical  at  the  angle  of  friction  for  metal  on  metal 
(about  18°). 

(3)  Assuming  each  end  of  the  truss  fixed  and  each  reaction  to 
be  parallel  to  the  resultant  wind  pressure. 

Now  it  is  most  common  in  practice  for  no  provision  to  be 
made  for  movement  of  one  end  of  the  truss,  although  in  some 
instances  rollers  are  provided  at  one  end  and  in  more  instances 
the  holding-down  bolts  are  placed  in  slotted  holes.  It  would 
therefore  at  first  sight  appear  that,  in  the  cases  where  no  such 
provision  is  made,  the  third  method  above  would  be  the  most 
satisfactory.  But  even  in  these  cases  we  prefer  to  use  the  first 
method  ;  because  even  if  both  ends  are  fixed  we  cannot  say  that 
each  end  gives  equal  resistance  to  the  wind,  and  the  stresses 
according  to  the  first  assumption  will  in  most  cases  be  most 
severe.  The  first  method  really  assumes  that  all  the  resistance  to 
the  horizontal  forces  is  given  by  one  end  or  supporting  wall  or 
column,  whereas  the  third  rr.ethod  assumes  that  each  end  gives 
equal  resistance.  Having  decided  on  which  assumption  to  make, 
we  then  proceed  as  follows  : — 

We  will  take  first  the  case  of  a  roof  with  a  straight  rafter- 
Fig.  133  shows  a  sim|)le  case  of  this.  We  will  assume  that  the 
end  A  is  fixed  and  that  the  end  b  is  free,  and  that  the  wind  is 
blowing  on  the  fixed  end.  Having  decided  on  what  wind  pressure 
to  allow  per  sq.  ft.  of  vertical  surface,  we  find  by  the  table  given 
on  p.  50,  the  pressure  for  a  surface  at  inclination  ^.  Multiplying 
the  pressure  by  the  area  exposed  to  the  wind  (/>.,  length  of 
rafter  x  distance  between  trusses  or  principals)  we  get  the  total 
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Fig,  133.— TTind  Pressure  mi  Roof  Truss. 
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wind  pressure  W  which  acts  at  right  angles  to  the  rafter  ancK     af 
the  centre  of  it. 

Now  since  the  end  b  is  free,  the  reaction  Rg  at  this  end  m.  ust 
be  vertical,  so  produce  the  resultant  wind  pressure  W  to  meet  tlie 
vertical  through  b  in  c.  The  only  forces  on  the  structure  are  tht 
wind  pressure  W  and  the  two  reactions  Ra  and  Rb,  so  that  since 
three  forces  in  equilibrium  must  meet  in  a  point,  Ra  must  also 
pass  through  c,  />.,  a  c  gives  the  direction  of  Ra- 

The  wind  pressure  is  considered  as  a  uniform  load,  and  is  thus 
distributed  among  the  nodes  of  the  rafter  in  the  manner  shown 
on  the  figure.  We  are  now  in  a  position  to  draw  the  reci- 
procal figure.  On  a  line  i,  5  parallel  to  the  wind  pressure 
set  down  lengths  i,  2 ;  2,  3,  &c.,  to  represent  the  wind  pressure 
on  each  node,  and  draw  5,  o  vertical  and  i,  o  parallel  to  Ra;  this 
determines  the  point  o.  Now  draw  o  e  parallel  to  o  e  and  2  ^ 
parallel  to  2  e,  and  so  on.  It  will  be  found  that  the  points 
y,  k^  /,  m^  «,  p  on  the  reciprocal  figure  coincide,  thus  showing  tHat 
the  stress  in  several  of  the  bars  is  zero. 

Now  take  the  wind  blowing  from  the  other  side.  Fig.  i  34 
shows  this  case.  The  point  c  in  this  case  comes  above  the  poii^t 
B,  and  the  construction  of  the  reciprocal  figure  can  be  followed 
from  the  Figure. 

Combination  of  Wind  and  Dead  Load  Stresses.  — 
Having  obtained  the  stresses  for  the  dead  load  and  for  the  wind 
blowing  on  either  side  (this  being  equivalent  to  assuming  eitl^er 
side  of  the  truss  to  be  fixed),  we  next  have  to  combine  the  stresses 
by  tabulating  them  in  the  manner  indicated  as  follows : 


Memkkr. 


RS 


Stresses  in  Tons. 


Dead  Load.     Wind  on  Right.      Wind  on  Left.  |  Max.  Stress.  \     Variatio*^- 
+    2-35 


-    3*05        I         5*65         j        ^liS 


To  these  is  added  a  column  for  equivalent  dead  load  if  ti^'s 
method  of  allowing  for  the  variation  is  adopted  as  indicated 
on  p.  45. 

This  method  gives  the  maximum  range  of  stress  which  c^"^ 
occur  according  as  one  side  or  the  other  takes  the  whole  of  t^^ 


Stress  Diagrams  for  Dead  Load  and  Wind, 
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Fig,  134. — Wind  Pressure  <yti  Roof  Truss, 

rizontal  thrust,  and  is  for  this  reason  superior  to  the  method  of 
uming  each  end  to  offer  equal  resistance. 
Combined   Stress   Diagrams  for    Dead   Load    and 
ind. — The  reciprocal  figure  can  be  drawn  for  the  dead  load 
nbined  with  the  wind,  if  desired.    To  get  the  maximum  stresses 
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and  their  variation  by  this  method  it  is  necessary  to  draw  two 
such  combined  diagrams,  corresponding  to  the  wind  blowing  on 
either  side.  It  will  often  be  found  that  the  drawing  of  these  two 
diagrams  is  more  troublesome  than  drawing  the  three  separate 
diagrams — one  for  the  dead  load  alone,  and  two  for  the  wind  on 
either  side. 

Fig.  135  shows  an  example  of  a  combined  diagram  drawn  in 
this  manner. 

The  resultant  of  the  dead  load  and  wind  load  for  each  node  is 
first  found  as  shown  in  the  figure.  The  reactions  have  first  to  be 
determined,  and  this  is  effected  best  by  the  link  and  vector 
polygon  construction  as  follows :  Set  the  loads  down  a  vector 
line  p,  1 ,  2,  3  .  .  .  .  g  and  take  any  pole  o,  preferably  on  the  side 
opposite  to  that  on  which  the  reciprocal  figure  will  come :  thfn 
starting  at  the  fixed  end  p  and  drawing  the  first  link  parallel  to  01, 
draw  the  link  polygon  ^  a^b,  c^d^e^f;  join  p/ and  draw  015 
parallel  to  it,  meeting  the  vertical  through  q  in  15;  then  Q15 
gives  the  reaction  Rq  at  q,  and  1 5  p  gives  the  reaction  Rp  at  p  in 
magnitude  and  direction.  An  alternative  method  which  is  not  so 
convenient  is  to  find  the  resultant  of  all  the  forces  by  the  link  and 
vector  |>olygon  construction,  not  necessarily  starting  the  link 
polygon  at  p,  and  producing  the  resultant  to  meet  the  vertical 
reaction  as  in  the  previous  cases,  and  thus  obtaining  the  direction 
of  Rp.  The  recii>rocal  figure  is  then  drawn  without  much 
difficulty;  15,  14  is  drawn  parallel  to  15,  14  and  r,  14  parallel  to 
I,  14,  thus  fixing  the  point  14  and  so  on,  the  reciprocal  figure 
being  shown  in  the  figure,  which  also  shows  the  manner  in  which 
the  (juestion  of  tie  or  strut  is  settled  for  the  node  2,3,  10,  12, 1 3- 

Wind  on  Roof  with  Curved  Rafter. — This  case  is  more 
complicated  than  the  previous  ones  because  the  wind  pressure 
will  have  different  intensities  according  to  the  slope.    The  manned 
ill  which  such  a  case  is  worked  will  be  clear  from  considerii^S 
Fig.  136.     This  roof  truss  is  of  50  ft.  span  and  8  ft.  rise,  the 
nodes  lying  on  arcs  of  circles,  the  depth  of  the  truss  being  8  ^^* 
The  end  x  is  fixed  and  the  end  v  is  free,  and  the  wind  is  blowi^^ 
on  the  fixed  end.     The  inclination  of  the  bays  2  a,  3  b,  4  d  ^^^ 
measured  and  found  to  be  55 \  37°,  and  19°,  respectively.     Usii^^ 
a  vertical  pressure  of  56  lb.  per  sq.  ft.  the  pressures  on  the  h^^^ 


OAO  AND  WIND  PRESSURE  ON  ROOF  : 

Fig.  135. 


VECTOR  AND  RECIPROCAL  DIAGRAMS. 
(But'Mers  /ouma/,) 


^-RjHS 


hli^  „  curved  Boo/  T.-h»- 

^  n      Wind  FreasMve  on  C'**- 


Loading  of  Framed  Structures. — Local  Bending,      3 1 1 

btaihed  from  tables  or  curves — are  49,  39,  and  23  lb.  per 
\.  respectively.     Multiplying  these  by  area  covered  by  each 

/>.,  length  of  bay  x  distance  between  principals,  the  forces 
ed  by  each  bay  are  2,  1  -58  and  '94  tons  respectively.    Placing 

of  these  at  the  ends  of  the  bays  we  get  the  wind  forces 
he  truss.  Now  set  these  forces  down  on  a  vector  line,  />., 
-  22'  =  I  ton;    2'3  =  2>Z   -=  *79  ton;    34  =  45  =  '47  tons  ; 

joining  2,  3 ;  3, 4  we  get  the  resultant  forces  2,3;  3,  4.  To 
the  values  of  the  reactions  we  draw  parallels  through  the 
is  to  the  resultant  forces  at  them  and  take  any  pole  p  ;  then 
efore  we  start  at  x  and  draw  the  link  polygon  x  m^  n^p,  ^,  the 

link  being  parallel  to  p  2,  and  draw  a  parallel  through  p  to  x  $^ 
rut  the  vertical  through  5  in  6,  then  56  =  Ry,  61  =  Rx- 
ing  obtained  the  point  6  the  stress  diagram  can  be  drawn 
out  much  trouble,  but  great  care  must  be  taken  in  seeing  that 

lines  such  as  2  ^  are  accurately  parallel  to  their  comparatively 
t  bars.  In  some  cases  on  important  work  it  is  advisable  to 
ilate  the  inclination  of  such  bars  in  order  to  get  accurate 
llels  to  them. 

Loading  of  Framed  Structures. — Local  Bending. — 
ust  be  very  carefully  remembered  that  the  stresses  in  a  framed 
:ture  obtained  by  the  method  just  given  are  worked  on  the 
mption  that  the  loading  curves  upon  the  nodes  onfyy  or  that 
J  is  no  local  bending.  If  in  any  actual  case  a  load  curves 
I  one  of  the  members  between  the  nodes,  then  there  will  be 
nding  moment  on  that  member,  and,  treating  thai  member  as 
im,  the  reaction  at  each  end  will  be  treated  as  the  load,  at 
wo  nodes,  from  which  the  reciprocal  diagram  is  obtained, 
^et  A  B,  Fig.  136A,  be  one  of  the  members  of  a  framed  struc- 

and  let  a  load  F  be  applied  at  a  point  c  between  a  and  b. 
1  there  will  be  a  bending  moment  between  a  and  b,  the 
unt  of  which  is  easily  obtained   by  projecting  horizontally 

D  the  base  a^  b,  the  maximum  B.M.  being  equal  to  — V-— - 

>rojecting  vertically,  this  B.M.  diagram  may  be  placed  on  a  b 

hown  in  the  figure.     The  reactions  at  a  and  b  for  a  b  con- 

W  ^         W  ^ 
•ed  as  a  beam  are  equal  to  ^r—  and  — —  respectively.     Then 
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loads /a,  yi  equal  to  these  are  placed  on  the  nodes  a  and  b,  and 
the  reciprocal  figure  is  obtained  by  replacing  the  load  F  by  loads 
/a>/b-  The  method  of  allowing  for  this  should  be  quite  clear 
from  the  following  example  from  practice: — 

A  sarw-tooth  roof  truss ^  shown  in  Fig.  lyj^is  of  20  feet  span,  and 
carries  a  uniform  load  of  ^o  lb.  per  square  foot  of  ground  plan,  the 
principals  being  xofeet  apart.  Shafting  is  carried  from  the  ties,  in  the 
position  sho^un^  each  load  being  10  cwt.  per  truss.     Draw  the  stress 


Fig.  VS6(t.— Local  Betiding  in  Framed  Structures. 

diagram,  and  fitid  the  maximum  stresses  in  the  ties  if  they  are  of 
2  angles,  3^"  x  2.}"  x  I"  placed  f"  apart,  with  short  legs  horizontal  and 
at  the  bottom. 

The  total  load  carried  per  truss,  apart  from  the  shafting,  is  equal  to 
40  X  10  X  20  =  800  lb.  This  is  distributed  along  the  rafters  as  fol- 
lows :— The  bar  2  A  carries  5  x  10  x  40  =  2000  lb.,  1000  lb.  at  each 
end  being  taken  as  the  load  on  the  two  nodes  from  this.  The  bar  3B 
carries  10  x  75  x  40  =  30001b.,  half  being  taken  at  each  end.  Thus 
the  load  at  node  2  A  B  3  is  looo  from  2  A  and  1 500  from  38  =  2500  in 
all.  The  load  of  10  cwt.  on  the  bar  A  8  will  cause  a  B.M.  diagram  as 
shown,  and  will  contribute  its  reactions,  viz.,  750  and  370  lb.  approxi- 
mately at  its  two  ends  ;  this  makes  the  total  force  1,2=  1000  +  750  = 


-  5'      — J* 
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i-iz  7::.-  Tbt  j-aitf  :c  dbc  bar  d6  bas  a  RM.  diagram  as  shown,  and 
r-.cnrrrrgs  56c  7:^-  ii  c^dn  «ad  TTic  two  reactioiis  at  the  ends  of  the 
rr-^w  iTt  ca:i  -e^ir::!:  ::>  rce-feaif  ifce  total  load.  /^.,  |  (8000  +  2240)  = 
5::23  7rL  By  i^rr-ia^  oc^^  ibc  xnds  as  sliown  on  the  figure,  we  can 
rue-*  driT  ^bt  rec::5jr->2aLl  c::a^ran£.  On  scaling  off  from  this  diagram, 
•»c  *«e  liiii  "ise  k«-ccs  :r  ihc  bars  a  Sand  B  3  are  1950 lb.  and  5250 lb. 

NvTl.  — \\>  fci-.e  iiKZ=j«c  -a  A:5  vorking  that  the  lie  is  in  three 
sep&r^aiie  j^i^nx^ii  pcn-;oc::e*i  a:  die  nodes,  although  this  will  be  prob- 
abh-  iirir-je  in  ifectxaC  pcacbce. 

To  obtain  the  ftrcsscs  in  the  bars,  we  sec  from  the  tables,  using  our 
prc^ioc^  Docarxc:.  daat 

I  =  2  X  3-30  =  t-^ ;  A  =  2  X  2T52  =  5'So  \  d^  =  r2o,  //t  =  2*3o 
. .  Z,  =  ^  =  5  38 

1-2 

Zc  =  ^::*^=2lJ. 
2-3 

P       M 
-"-  Taking  bar  a  S.  maximum  tensile  stress  —  -r  -^  ^ 

A        i^i 

1950         +  11  =  2-4  tons  per  sq.  in. 
5-50  X  2240        5-38 

^,  MP 

Maximum  compressi\-e  stress  =  7-  ~~a 

=  J^_ !9So ^  4x>5  tonspersqin. 

2-81       550  X  2240        ^    ^  ^ 

Taking  bar  D6. 

Maximum  tensile  stress  =       -^-'^— 4-  -^-    =  209  tons  per  sq.  ft- 

5-50  X  2240        S'38 

Max.  compressi\e  stress  =    \     -  ^^ =  278  tons  per  sq'"- 

^  28 1        5-50  X  2240  '  ^ 

Roof  Truss  with  Knee  Bracing.— In  order  to  give  to 
roof  trusses  further  rigidity  against  wind  pressure,  *  knee  bracing, 
consisting  of  bars  f,  10:  x,  10,  Fig.  138,  are  often  provided.    ^^^ 
columns  supporting  the  roof  may  be  considered  as  pin-jointed  at 
A  and  H,  and  in  order  to  get  the  maximum  stresses  in  the  truss  we 
will  assume  that  the  support  of  the  column  at  a  is  such  that  it  can 
resist  no  horizontal  force.     We  then  find,  as  in  previous  cases,  the 
resultant  wind  load  Wj  on  the  rafter,  and  then  find  the  wind  load 
w.,  at  the  side.     Producing  these  to  meet,  and  finding  their  resul- 
tant, we  produce  this  resultant  to  meet  Ra  in  J'.    Then,  on  joining 
B  to  )•,  we  get  the  direction  of  Rb-     We  then  get  the  reciprocal 
diagram  (Fig.  138A)  without  much  difficulty  by  starting  at  the  left- 


^. 


Fig,  138. — Roof  Truss  icith  Knee-bracing.^ 


a. — Stress  Diagram  for  Roof  TrvMs  with  Knee-bradng, 
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17501b.  The  load  on  the  bar  d6  has  a  B.M.  diagram  as  shown,  and 
contributes  560  lb.  at  each  end.  The  two  reactions  at  the  ends  of  the 
truss  are  each  equal  to  one-half  the  total  load,  i.e.^  ^  (8000  +  224.0)  = 
5 1 20  lb.  By  setting  down  the  loads  as  shown  on  the  figure,  we  can 
now  draw  the  reciprocal  diagram.  On  scaling  off  from  this  diag'i:'am, 
we  see  that  the  forces  in  the  bars  A  Sand  B  3  are  19501b.  and 5250 lb. 
respectively. 

Note.— We  have  assumed  in  this  working  that  the  tie  is  in  tl^ree 
separate  portions  pin-jointed  at  the  nodes,  although  this  will  be  prob- 
ably untrue  in  actual  practice. 

To  obtain  the  stresses  in  the  bars,  we  see  from  the  tables,  usingj"  our 
previous  notation,  that 

I  =  2  X  3-20  =  6*40 ;  A  =  2  X  2752  =  5*50 ;  dc  =  1*20,  ^t  =  2  'Jo 
...  Zt  =  ^:4o^     .g 

1-2 

Zc  =  ^=  2-8i 

23 

P       M 
.*.  Taking  bar  A  8,  maximum  tensile  stress  =  t-  "^  7" 

1950         4.  i2    ^  ^     ^^^^  in. 

550  X  2240       5-38 

1.,     '  MP 

Maximum  compressive  stress  —  y-  ~~\ 

=  Jl_ 1550 ^  ^^^3        3q.  in. 

2'8i       5'5o  X  2240       ^    ^  ^ 

Taking  bar  D  6, 

Maximum  tensile  stress  = ^— ^ H — —,  =  2*09  tons  per  sq.  ft- 

5  50  X  2240       5 '38  ^  ^ 

Max.  compressive  stress  =    -^    -  ^— ^ =  278  tons  per  sq.i"- 

^  2'8i       550  X  2240  '  ^ 

Roof  Truss  with  Knee  Bracing.— In  order  to  give  to 
roof  trusses  further  rigidity  against  wind  pressure,  '  knee  bracing, 
consisting  of  bars  f,  10;  x,  10,  P'ig.  138,  are  often  provided.    The 
columns  supporting  the  roof  may  be  considered  as  pin- jointed  ^^ 
A  and  B,  and  in  order  to  get  the  maximum  stresses  in  the  truss  we 
will  assume  that  the  support  of  the  column  at  a  is  such  that  it  can 
resist  no  horizontal  force.     We  then  find,  as  in  previous  cases,  the 
resultant  wind  load  w^  on  the  rafter,  and  then  find  the  wind  load 
w.,  at  the  side.     Producing  these  to  meet,  and  finding  their  resul- 
tant, we  produce  this  resultant  to  meet  Ra  in  y.    Then,  on  joining 
\^  to  )',  we  get  the  direction  of  Rb-     We  then  get  the  reciprocal 
diagram  (Fig.  138A)  without  much  difficulty  by  starting  at  the  left- 


Fig.  138. — Roof  Truss  with  Knee-bracing,^ 


a, — Stress  Diagram  for  Roof  Truss  with  Knee-bracing, 
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hand  side,  there  being  no  stress  in  f,  ra.  The  stres-  in  the  knee 
brace.  Xy  la,  is  best  (Mimiaterf  as  fbllowsv  as  it  is  not  easy  to  obtain 
the  point  accurately  trom  the  diagram  : — ^Adopting  the  method  of 
sections  (see  beiow),  if  H  is  the  resultant  horizontal  force  at  b, 
/.£»„  H  =  horizontal  component  of  R«  -  force  8,  9^  and  ir  is  the 
force  7, 3,  then,  taking  moments  round  the  point  c, 

Stress  in  knee  brace  ^  d  =  H,.k  ~  w .x 

.'.  ^stress  m  knee  brace  = 

d 

There  will  be  a  B.M.  in  the  colunm,  the  rnn^TnmTi  value  being 
H  (>*-x),  and  the  diagram  being  as  shown  shaded-  If  the 
columns  are  seiiureiy  dxed  at  the  endsy  the  point  b  may  be  taken 
halfway  up. 

Some  writers  a^ume  that  each  column  bears  one-half  of  the 
total  horizontal  force.  If  we  made  this  assumption  we  should 
find  the  reactions  accordingly,  and  then  proceed  as  befc^e.  Al- 
though in  practice  the  columns  may  usually  thus  share  the  hwi- 
lontal  force,  it  is  not  certain  that  they  wUlf  and  on  oar  assumption 
we  get  the  ma^imimi  posable  stresses^ 

THB   METHOD  OF  MOlUUrrS  OR  SECTIONS. 

This  method  is  also  known  as  Ritter's  method,  because 
Ritter  extended  the  method  and  showed  its  application  to 
several  cases ;  he  deals  with  it  at  length  in  his  book  on 
Bridges  and  Roofs.  In  some  cases^  such  as  parallel  flange 
girders,  it  is  just  as  quick  as  the  reciprocal  figure  method, 
and  in  other  cases  it  is  ver^*  useful  as  a  check  on  the  stresses 
in  «iome  of  the  bars  found  by  the  latter  method.  Let  a  b  c  d 
(Fig.  139)  represent  one  bay  of  a  framed  structure.  Suppose 
we  cut  it  by  a  line  x  x.  Then  since,  if  the  actual  bars  were  cut 
the  whole  structure  would  collapse,  it  follows  that  the  forces  in 
the  bars  a  b,  b  d,  do  must  neutralise  the  forces  acting  on  the 
structure  to  the  right  or  left  of  the  line  xx;  therefore,  the 
moment  of  the  forces  in  these  bars  about  any  point  whatever  must 
he  ecjual  to  the  moment  about  that  point  of  all  the  external  forces 
to  the  right  or  left  of  x  x.  Thus,  by  taking  moments  about  one 
of  the  i)oints  where  two  bars  meet,  we  see,  since  the  moment  of  a 
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about  a  point  in  its  line  of  action  is  zero,  that  the  moment 
;  force  in  the  remaining  bar  about  such  point  is  equal  to  the 
ent  of  the  external  forces  about  that  point.     If,  therefore,  we 


Fig,  139.  — r/i€  Method  of  Momentn. 

re  the  force  in  a  b,  take  moments  about  the  point  d,  then 
ent  of  force  in  a  b  about  d 

=  Ab  X  s  =  moment  of  external  forces  about  d 

=  bending  moment  at  d 

=  Mi, 
imilarly,  to  get  force  in  c  d  take  moments  about  b,  then 

gain,  to  get  force  in  b  d  take  moments  about  e,  where  b  a 

:  D,  produced,  meet,  then 

:  J  =  moment  of  external  forces  to  left  or  right  of  xx  about  k 

n  this  last  case  we  cannot  say  the  B.M.  at  e,  because  that 
d  include  the  moment  about  e  of  the  forces  between  e  and  xx. 
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As  a  simple  example,  take  the  roof  truss  shown  in  Fig.  14a 
In  this  method  it  is  simpler  in  many  cases  to  letter  the  nodes 
than  to  adopt  Bow's  notation. 

Take  first  the  bar  a  b.  If  this  were  cut  through,  the  structure 
would  collapse  and  the  bar  a  j  would  turn  about  the  point  j 
relatively  to  the  remainder  of  the  truss. 

.-.  Force  in  a  b  x  distance  from  j  =  moment  of  forces  to 
right  of  bar  a  b  about  point  j  ; 

/>., /ab  X  5  =  Ra  X   13-33  =  3  X  13*33 

.•./.B  =  ^-f^^  =  8otons 


«3r 


Fiij,  140. — Example  on  Method  of  Moments, 


It  is  clear  that  if  a  b  is  cut  through  it  tends  to  shut  up,  so 
that  a  B  is  a  strut. 

Next  take  the  bar  a  j.     If  it  were  cut  through,  the  structure 
would  collapse,  the  bar  a  b  turning  about  the  j. 

.-.  Force   in   a  j  x  distance  from   b  =  moment  of  forces  to 
right  about  b; 

^>.,  /aj  X  2-8  =  3  X  6-67 
3  X  6*67 
•••  At   =  — ^Tg —  =  7*1  tons 

A  J  will  clearly  open  out  if  cut  through,  and  is  therefore  a  tie. 
Consider  next  the  bar  j  h.    If  cut  through,  the  whole  structure 
collapses  about  the  point  d.     Therefore,  reasoning  as  before. 
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/jH  X  9'5  =  3  X  20  -   i'2  X  13-33  -  1*2  X  6-67  =  36 


.•./m  = 


36 
9  5 


3*68  tons. 


Consider,  finally,  the  bar  j  d.     Then  considering  a  section  sue  h 
J  X  X  as  in  the  general  case,  the  moment  about  any  |)oint  of  the 
)rces  in  the  three  bars  cut  must  be  equal  to  the  moment  of  external 
)rces  about  the  same  point.     Take  moments  about  c  ;  then 
/jD  X  325  +/jH  X  575  =  3  X  13-33  -  12  X  667 
/jD  X  3-25  +  3*68  X  575  =  32 
10-84 
/jD  =  ——  =  3*33  tons. 


^J'^'^ 

^ 

r 

^ 

T^ 

/ 

^ 

\ 

^ 

\ 

^-.-    a ,. 

8 

c 

D 

E 
1 

^ 

P^ 

\ 
s 

C       / 

— 

^ 

~n 

t 

k___ 

L_ 

\^ 

^ 

E 

A^^^^:>-=^-' 

fc"-- 

C 

— 

—V^ 

'"s^ 

4 

ir^ 

Fig.  141. — Method  of  Moments  using  B.M.  Diagram. 

Vertical  Members  in  Method  of  Sections.— If  it  is 

Squired  to  find  the  stress  in  a  vertical  member  of  a  framed 
tructure  by  means  of  the  method  of  sections,  we  have  only  to 
nagine  it  slightly  inclined.  If,  for  example,  the  stress  in  a  d, 
\'  i39>  is  required,  imagine  it  slightly  inclined,  then  two  of  the 
ars  D  G  and  b  a  meet  in  e. 

•'•  /ad  X  «  =  moment  about  e  of  forces  to  right  or  left  of 
iven  section. 

Method  of  Sections  applied  to  Graphical  Con- 
tract ion. — I^t  A  K  G,  P'ig.  141,  be  a  truss  or  other  framed 
ructure  loaded  in  any  manner  and  let  the  B.M.  diagram,  drawn 
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with  a  polar  distance  /,  for  the  given  loading  treated  as  loads  on 
a  simple  beam  be  abed  efg.  Then,  as  previously  explained, 
considering  one  bay, 

Mp  _  /  X  mf 

z  z 


Am 

JEV 

/lv 


Me  _  p  X  /e 

X  X 

moment  of  forces  to  left  of  e  about  p 


y 
y 

Where  (/  and  r  are  points  on  vertical  through  p,  where  /  »^ 
and  e  f  produced  cut  it.     This  follows  from  the  reasoning  for  the 
Jink  and  vector  polygon  construction  given  on  p.  6i. 
Similarly — 

moment  of  forces  to  left  of  f  about  p 
/mk  =  -  - 

p  x  s  r 

~       u 

Where  s  is  point  where  f  g  produced  cuts  vertical  through  p- 

Girders    with    Parallel     Flanges.  —  The    method  of 

-sections  is  particularly  simple  in  the  case  of  girders  with  parallel 

flanges,  because  the  depth  in  each  case  is  constant. 

Let  Fig.  142  represent  a  Linville  truss  loaded  in  any  way. 

.,,,         ^        .  .         Mj,      ^        .  .        Mc 

I  hen  stress  m  c  d  =/ci,  =  -^-;  stress  m  p  o  =  A»o  =  "T 

a  a 

Therefore  to  some  scale  the  B.M.  diagram  gives  the  stresses 
direct,  or  by  drawing  the  B.M.  diagram  with  a  polar  distance 
e(iual  to  the  depth  d,  the  B.M.  diagram  will  gives  the  stresses  to 
the  load  scale. 

When  we  come  to  obtain  the  stresses  in  the  verticals  and 
diagonals,  we  cannot  take  moments  before  because  the  top  and 
bottom  flanges  do  not  meet  at  finite  distances. 

Consider  any  diagonal,  say  o  c;  since  p  o  and  c  D  are 
horizontal,  the  forces  in  them  cannot  have  any  effect  on  the 
vertical  force  acting  on  the  bay.  Therefore,  vertical  component 
of  force  in  o  c  =  resultant  vertical  force  over  bay  ^  what  we  have 
previously  called  the  shearing  force  on  the  bay.     We  thus  see  that 
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in  the  stresses  in  the  diagonals  by  resolving  the  shearing  force 
irection  of  the  diagonal,  />.,  drawing  c  d  parallel  to  o  c  we 
forces  in  o  c.  Similarly,  the  force  in  any  vertical  is  equal 
hearing  force  at  the  given  point,  i>.,  force  in  c  p  =  r  <?. 


-B.M  Dwgram 
'igf.  Ii2.— Method  of  Moments  for  Parallel  Girder. 

der    with    Parallel    Flanges  —  Trigonometrical 
Dn.— In  the  above  case,  if  all  the  diagonals  are  of  the 
igle  the  stresses  can  be  very  simply  calculated  as  follows : 
e  first  the  stresses  in  flanges. 
Ra.  A  B 


d 
R*.  A  B 


=  Ra  cot  e 


=  R.  cot  0 


Ra  .   A  C    -    W,    B  C  .       ^  ,,,   V  ^    .,  r 

=  — ^ =  (2  Ra  -  WJ  cot  0  =/po 

a 

__   Ra.AD- W^ED-W2CD_^,^ 
d 


:(3RA-2W,-W2)cot0-Ax 


on. 
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If  we  take  the  //^  bay  from  end  a,  the  diagonals  remaining  in 
the  same  direction, 
Stress  in  lower  flange 

=  [//  R,  -{n-  i)  VVj  -  («  -  2)  VV, -  W„_J  cot  0 

Stress  in  upper  flange  =[(«  -  i)  R^  -  (//  -  2)  W^ .  .  .  .  W^.a]  cot  fl 
Now  take  the  diagonals. 
Aq  =  ^A  cosec  6 

/bp  =  Ra  cosec  6  -    VVj  cosec  «  =  (Ra  -  ^i)  cosec  9 
and  so  on. 

Stress  in  n^  bay,  the  diagonals  remaining  in  constant  direction, 

/.'"diagonal   =    (Ra    -    \V\   .   .   .   .     -   W^.j)  COSeC  0. 

Finally  take  the  verticals, 

/qb  =  Ra  -  W, 

/pc  -  Ra  -  W,  -  W2 


and  so  on. 


/»^verUcal=    Ra    "    W,  .  .   .  .    -    W„) 

C  D   E  F 


2>Tons 


STons 


Fig,  143. 


Example. — Take   the  Warren   girder  shown   in    Fig.    143.    For 
H)  =  60',  cot  0  =  '577  .  cosec  0  =  1*155. 

.'.  /an  =  5  cot  60°  =  5  X  '577  =  2-885  tons  =/hj 

/nm  =(5x3-2)  cot  60"  =  13  X  '577  =  7-501  tons  =/jk 

/ml  =  (5  X  5  -  2  X  3  -  2)  cot  60"  =  17  X  '577  =  9*909  tons  =/kl 
/bc  =  (5  X'2)  cot  60''  =  5770  tons  =/gf 

/cD  =  (5  X  4  -  2  X  2)  cot  60°  =  16  X  *577         =  9*232  tons  =/fe 
/de  =  (5  X  6  -  2  X  4  -  2  X  2)  cot  60°  =  18  X  '577  =;=  10*386  tons  =/ed 


/ab  =/bn  =  5  cosec  60'  =  5  x  1-155  =  5775  tons  =/hg  =/gj 
/nc  =/cm  =  (5  -  2)  cosec  60°  =  3  x  1-155  =  3*465  tons  =/jf  =/fk 
7md=/dl  =  (5  -  2  -  2)  cosec  60°=  1*155=  ^'^55  tons  =/ke  =/el 
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Stresses  in  Framed  Structures  by  Resolution. — This 

method  consists  in  resolving  the  resultant  force  acting  on  any 
particular  section  in  the  three  directions  of  the  three  bars  cut  by 
the  section.  It  is  particularly  applicable  to  finding  the  stresses  in 
verticals  and  diagonals  of  girders,  with  non-parallel  flanges,  sub- 
jected to  travelling  loads. 

Let  ABCD,  Fig.  144,  be  one  bay  of  a  framed  structure,  and 
let  F  be  the  resultant  force  acting  on  it.  The  line  x  x  cuts  three 
bars  A  B,  B  D,  D  c,  and  the  stresses  in  these  bars  must  have  a 
resultant  equal  and  opposite  to  F. 

X 


Fig,  144. — Resolution  Method, 


Produce  one  of  the  bars,  say  a  b,  to  meet  the  line  of  action  of 
F  in  «,  and  join  a  to  d,  the  point  of  intersection  of  the  other  two. 

Set  down  a  line  ^  ^r  to  represent  F,  and  draw  b  d  parallel  to 
a  D  and  ^^/  parallel  to  a  b  ;  then  draw  b  e  parallel  to  d  c  and  de 
parallel  to  d  b. 

Then  ^^  =  F^b;    be  ^  F^c ;   de  =  Fbd- 

Stresses  in  Framed  Structures  from  Line  of  Pres- 
sure.— If  we  have  any  framed  structure,  and  the  line  of  pressure 
for  the  forces  on  it  is  known  (see  p.  139),  we  can  readily 
determine  the  stresses  by  the  method  of  moments.  In  arches 
and  other  similar  structures  the  whole  real  difficulty  lies  in  finding 
the  line  of  pressure,  because  the  reactions  have  to  be  determined 
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before  such  line  can  be  drawn.     We  will  deal  later  with  this  m 
Chapter  XIII. 

Let  A  B  E  c  D,  Fig.  145,  be  a  portion  of  a  framed  structure,  and 
let  abed  be  the  line  of  pressure,  the  resultant  forces  fot  '^^ 
separate  portions  being  F,  F^,  Fg. 


F'uj.  145. — Stressen  from  Line  of  Pressure. 

Then  to  get/^e  take  moments  about  c. 
Then  /^b  x  ^^  =  F^  x  ^^ 
r      _  r  ^    X   x^ 

/aK     —     7 

To  get  stress  in  d  c  take  moments  round  a. 
Then  /i,c  x  ^^  =  F  x  x^ 

r                 F      X     rCo 
/dC   =     7 

To  get/c    produce  a  b  and  d  c  to  meet,  and  let  perpendicular 
distances  from  this  point  to  a  c  and  I)  c  be  respectively  k  and  j. 


Then  /^c  = 


_  F^   X  y 
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esses  in  Parallel  Flange-framed  Girders  with 
m  Rolling  Loads. — In  finding  the  stresses  in  a  parallel- 
imed  girder  with  a  uniform  roHing  load  of  length  not  less 
span,  the  maximum  stresses  in  the  flanges  are  obtained 
lethod  of  moments  or  reciprocal  figures  by  considering 
1   fully  covered.      To   get  the  position  of  the  load  to 


I. — Maxvnxum  Stresses  in  Diagoiuds  for  Rolling  Loads, 

maximum   stresses   in   the   diagonals    we    proceed   as 

le  the  span  into  a  number  of  equal  parts,  one  less  than 
ber  of  bays,  obtaining  points  such  as  a,  Fig.  146.  On  a 
il  base  line  a^  b^  set  up  and  down  lengths  Aj  c,  b^  d,  each 

-^ —  ( — i~~)    where  p  is  the  intensity  of  the  load,  L 

I,  and  b  the  number  of  bays.  Through  c  and  d  draw 
s  with  vertices  at  b^  and  a^  and  project  points  such  as  a 
meet  these  parabolas  in  points  such  as  ^,  e\  and  project 
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horizontally  across  the  bays  as  shown.  Then  the  maximum 
stresses  in  the  diagonals  are  obtained  from  this  stepped  curve,  as 
explained  on  p.  321. 

The  proof  of  this  construction  is  as  follows  :  Let  each  bay 
be  of  length  j',  and  let  the  load  have  gone  a  distance  x  ht^ori^ 
the  end  E  of  the  tfi^  bay. 

1)  x^ 
Then  shear  at  e  =  Sg  =  Ra  -  - — >  since  the  portion/ a- of 

2  J 

the  load  is  distributed  as  ^ —  at  f  and  p x  \  i ^latE. 

2  J  ^      \  2y) 

Now  Rx  X  L  =  /j2  ^  2/y  ^ (^  _  i)py'i. 

+  ny\^Pl^px(.  -  0  +Z^'(«  +  X);. (.) 

=  pf  ['±Z.%  +  '^  +  „p^y  .,»_M^1I^  ^tlM 

1.2J  2  ^  2  2  2 

=  -    \y'  U^'  -  n  -\-  rt)  +  2  nxy  -\-  xA 

=  ^/:r  -f-  n}\     (3) 

2  L  I  ] 

...  s,  =^  r^*''--^  ''y^'  .  "^'x         (4) 

2  I  L  )'  j 

This  is  maximum  when  ^-      ^  =  o 

,        2  (.V  -f  //  1'        2  a; 
I.e.,  when  -     _  ^  q 

i-  J' 

/'.£'.,   (.V  +  ^'J').i'  =  X  L 

A-  (L  -  ,r)  =  //]••-' 

_       //  1'-       _       ;/  .  y-      _      n  ,  y 
{VT'-y)  -  (/^y  -  y)  =  (^^^"T) 

i.e.,  X  =  ;i  X  the  length  of  one  bay  4-  one  less  than  the 
number  of  bays. 
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Putting  this  value  in  equation  (4)  we  get — 

/_«:  '1   /!^  _  i\  =    /  ^-'.1'-     /^'  _  fj_\ 

2'{b  -  if  IL      yi        2  (/>  -   if  •  \L       LJ 

^    /  .  w^y  /; /  n"-  U  .  b 

2  !,(//-   i)  ~  2  .  L.  ^  (/i  -   1) 

-     /  •  «'  1^ 

This  is  obviously  a  parabola. 
At  end  n  =  {l>  -   i) 


e    _  /  ■  (^  -   I)  .  L      /L 


(^^-^) 


SUPERPOSED  FRAMED  STRUCTURES. 

Many  framed  structures,  which  are  in  reality  redundant 
*umes,  are  often  treated  for  the  purpose  of  finding  the  stresses 
>^  them  as  being  composed  of  a  number  of  superposed  firm 
'ames,  the  load  being  equally  divided  between  them,  and  the 
tresses  in  bars  common  to  the  frames  being  added  together. 

The  following  trusses  show  typical  cases  of  this  kind  : 

Lattice  Girder  (Fig.  147). — This  can  be  broken  up  into 
Wo  N  or  Linville  girders  as  shown  in  the  figure  at  (2)  and  (3), 
he  reciprocal  figures  for  which  are  obtained  quite  simply  and 
re  shown  in  the  figure  at  (4)  and  (5).  The  stresses  in  the  bars 
ommon  to  (2)  and  (3)  are  added  together  to  get  the  stresses  in 
he  actual  truss  (i). 

Whipple-Murphy  Truss. — This  form  of  truss  is  shown  in 
?ig.  148,  which  shows  the  manner  in  which  it  can  be  broken  up, 
4)  being  the  reciprocal  figure  for  the  portion  (2)  and  (5)  that  for 
he  portion  (3).  If  the  loading  is  not  equal,  the  diagrams  are 
irawn  in  a^  similar  manner,  and  do  not  present  any  difficulty. 
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Figr.  147. — Lattice  Girder. 
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Figr.  148. —  Whipple- Murphy  Truss. 
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Bollman  and  Fink  Trusses  are  of  the  form  shown  in 
Fig.  149,  these  trusses  being  used  largely  in  America  and  on 
the  Continent  for  timber  bridges.  We  can  obtain  the  stresses 
in  one  diagram  for  these  trusses,  the  same  method  being 
also  applicable  to  the  Lattice  and  Whipple- Murphy  trusses. 
It  is  based  on  the  fact  that  where  a  vertical  member  is  con- 
nected to  the  horizontal  member  without  inclined  members, 
e.g,^  bars  b  c  and  k  g  in  the  Fink  truss,  the  load  in  such  verticals 
must  be  the  load  at  the  given  node.  Take  the  Fink  truss,  which 
is  loaded  unevenly,  and  letter  every  space,  then  b  c  and  a  k  are 
the  same  bar,  and  so  on.  Set  down  the  loads  r,  2  ;  2, 3;  3,4; 
4>  5  J  5»  I-  Through  5  draw  parallels  to  5  a,  5  k,  then  since  the 
stress  in  A  K  is  equal  to  the  load  i,  2  the  line  5  a,  5  ^  are  pro- 
duced until  the  vertical  intei;cept  is  equal  to  1,2;  this  determines 
the  points  a,  k^  the  points  /,  h  being  similarly  obtained.  These 
points  having  been  obtained  the  stress  diagram  can  be  drawn 
according  to  the  ordinary  rules  and  comes  as  shown. 

Next  take  the  Bollman  truss  shown  in  the  figure.  The  stress 
diagram  is  in  this  case  more  troublesome,  but  can  be  obtained  as 
follows.  (The  figure  shows  the  diagram  for  half  the  figure,  the 
loading  being  uniform).  From  7  draw  7  ^,  7  ^  parallel  to  7  e,  7  k, 
and  produce  them  until  the  vertical  intercept  ^  >^  is  equal  to  the 
load  I,  2,  thus  obtaining  the  points  e  and  k.  In  similar  manner 
obtain  the  points  /,  r,  5,  s .  From  /  and  k  the  pointy  is  obtained 
by  drawing  parallels  to  k  j,  L  j ;  and  d^  u  are  then  found  by  making 
j  d  =■  force  i,  2,  y //  =  force  2,  3  ;  (/  being  found  in  similar 
manner.  /  is  next  obtained  ;  either  by  finding  r\  or  in  our  case 
with  uniform  loading  by  placing  /  the  same  distance  below  the 
horizontal  through  7  as  ^  is  above.  (/  /,  q  t'  are  then  drawn 
parallel  to  qt,  q'  t'  until  //'  =  load  3,  4.  Then  in  similar  manner 
the  i^oints  /,  //,  c  and  then  n,  ^a;^  b  are  obtained  ;  a,/,  m  then  being 
easily  found. 

Further  Worked  Examples  on  Framed  Structures. 
— The  following  additional  worked  examples  should  be  of  value 
in  clearing  up  some  points  of  difficulty  which  often  arise: — 

( I )  Find^  the  stresses  171  the  roof  truss  shown  in  Fig.  1 50,  taking 
suitable  loadiiig.     Is  the  ciiTiied  T  bar  strong  enough  ? 

Taking   the   load,   including    the   wind    pressure,   as  40  lb.  per 
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i'"* 


(Builders'  Journal.) 


Fig.  loO.— Curved  Tie  Roof  Truss. 

sq.  ft.  of  ground  plan,  we  get  the  load  carried  by  the  truss  equal  to 
2_15  ^  .^3_x_40^  108  cwt.,  about.  Dividing  this  load  up  in  propor- 
tion to  the  length  of  the  different  portions  of  the  rafters,  we  get  the 
loads  on  the  various  nodes  as  shown  in  the  frame  diagram.  Fig.  2,  in 
which  the  curved  tie  is  replaced  by  two  straight  ties,  Ao,  a'o.    F^^^ 
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Fig.  3. 

(Builders  Journal.) 

Fig.  151. — French  Truss  with  unusual  Loading. 


rame  diagram  the  reciprocal  diagram  shown  in  F'ig.  3  is  obtained 
ding  to  the  ordinary  rules.  Scaling  off  from  this  figure,  we  get 
)rce  P  in  the  tie  bar  Ao  equal  to  I20cwr.,  or  6  tons.  The  maxi- 
distance  jr  between  the  straight  tie  and  the  curved  tie  is  I'Sft.,, 
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or  1*3  X  12  ins.,  so  that  the  bending  moment  due  to  this  is  equal  io 

P  X,     The  combined  stress  in  the  T  bar  is  equal  to-    ~\    \^  "^  ~j^) 

where  A  is  the  area  of  cross  section  of  the  bar,  k  the  radius  oi  gyra- 
tion, and  d  the  distance  from  the  centroid  of  the  section  to  the  td.%t. 
From  the  tables  we  see  that  for  a  4  by  4  by  ^  T>  A  =  375  sq.  in.; 
k^  —  1*44  in.  units  ;  d  =  ri6  ins.     Therefore  in  our  case  maximum 

•1      .  6     /         13  X  12  X  ri6\    ^  6  X  13*5  , 

tensile  stress  =  I  i  4-  -^ — —    I  =  ^^-^  =  2r6tons 

375  V  1-44  /  375 

per  sq.  in.  This  is  too  much.  For  two  5  x  3^  x  ^,  placed  with  long 
legs  vertical,  the  maximum  stress  would  come  about  9*5  tons  per  sq.  in. 
This  is  also  high,  but  the  i  in.  bolts  have. a  strengthening  effect,  and 
the  timbers  are  heavier  than  necessary  to  carry  their  stresses,  so  that 
this  would  probably  be  safe. 

(2)  Explain  how  to  draw  the  reciprocal  figure  and  so  obtain  the 
stresses  for  the  roof  truss  loaded  as  shown  in  full  lines  in  Fig.  151.  h 
it  correct  to  draw  the  diagram  by  assuming  that  the  loads  X  and  Yare 
transferred  to  the  positions  shown  dotted  f 

To  obtain  the  stress  diagram  for  this  case  we  must  first  calculate 
the  stress  in  the  bar  o  H,  by  the  method  of  moments.  This  is  obtained 
by  taking  the  moments  about  the  node  z  of  all  the  forces  to  one  side 
of  it,  and  dividing  by  the  vertical  distance  from  z  of  the  bar  0  H. 
Taking  the  loads  X,  Y,  as  equal  to  the  loads  i,  2,  &c.,  and  equal  to 
W,  this  gives  the  force  in  O  H  equal  to  4*88  W.  If  the  loads  have  not 
this  value,  their  actual  value  must  be  used  in  calculating  the  moment 
.ibout  the  point  z.  The  points  1,  2,  3,  4,  &c.,  are  then  placed  on  a 
vertical  line,  as  shown  in  Fig.  2  to  represent  the  loads,  and  Oj/ms 
drawn  horizontal,  equal  to  the  value  calculated  for  the  stress  in  0  H 
(4'88  W  in  this  case).  Having  obtained  the  point  ^,  the  reciprocal 
figure  is  then  drawn  by  the  ordinary  rules,  and  comes  as  shown  in 
Fig.  2.  This  diagram  would  not  be  the  same  as  if  the  loads  werein 
the  position  shown  dotted  in  Fig.  i.  This  will  be  seen  by  considering 
P^ift-  3?  which  shows  the  reciprocal  figure  drawn  for  the  loads  X,  Y,  m 
the  dotted  position.  The  force  in  O  H  in  this  case  comes  4*59  tons  by 
the  method  of  moments,  but  this  need  not  have  been  calculated  in  this 
case,  as  the  diagram  could  have  been  obtained  by  Barr's  method  of 
replacing  the  bar  D  E,  E  F,  by  a  single  bar.  A  comparison  of  Figs.  2 
and  3  will  show  the  difference  in  the  stresses  for  the  two  methods  of 
loading. 

Stresses  in  Tripods  and  Shear  Legs. — Although  the 
treatment  of  space  frames  is  beyond  our  present  scope,  we  will 
deal  with  the  stresses  in  shear  legs  or  tripods. 
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V  the  structure  in  plan  and  elevation,  and  let  \V  be  the 
A,  A  B  being  the  back  leg  and  ad,  a  e  the  fore  legs. 
W  down  a  b  and  doicn  /he plane  of  the  other  two  legs,  i.e., 
I  b  equal  to  W  and  draw  b  c  parallel  to  a  b,  and  a  c  i)arallel 
then  b  c  '\%  the  force  in  b  c.  Now  swing  the  shear  legs 
orizontally  in  order  to  get  a^  d  e,  the  true  shape  of  the 
a  D  E,  then  setting  out  a  c  horizontally  and  drawing  a  d 
parallel  to  e  a.,,  d  a.,  respectively,  we  get  the  stresses  in 
legs. 


Fig,  152.— Stresses  in  Shear  Legs. 


CHAPTER  XII. 
COLUMNS,    STANCHIONS,  AND   STRUTS. 

The  question  or  strength  of  columns  or  compression  members 
is  of  ver>'  great  importance,  and  has  formed  a  field  of  discussion 
and  investigation  for  many  years.  Interest  in  the  subject  has 
recently  been  aroused  by  the  regrettable  failure  of  the  Quebec 
Bridge,  and  within  the  next  few  years  many  investigators  will  pro- 
bably direct  their  energy  towards  giving  us  further  information  in 
this  direction.  Although  the  subject  certainly  presents  difficulties, 
much  of  the  confusion  which  is  in  the  minds  of  many  draughts- 
men and  designers  is  undoubtedly  due  to  insufficient  grasp  of  the 
meaning  of  the  various  formulae  in  use.  We  will  endeavour  to 
make  this  subject  quite  clear  by  approaching  it  in  the  following 
manner,  which  the  author  believes  to  be  new. 

In  the  de-ign  of  a  tie  bar  we  use  a  constant  working  stress, 
that  is  to  say,  the  stress  does  not  depend  on  the  shape  or  the 
length  of  the  tie ;  but  in  struts  or  compression  members  the  working 
stress  dei)ends  on  the  shape  and  the  length  and  the  manner  in 
which  the  ends  are  fixed.  The  quantity  which  determines  the 
working  stress,  and  thus  the  strength  of  a  pin  jointed  strut,  column, 
or  stanchion  is  equal  to 

length  of  column  _ 

L^asf  radius  of  gxration  about  centroid 
This  quantity  we  will  call  the  Buckling  F  actor  of  the  strut. 

For  struts  with  ends  fixed  in  other  ways  the  buckling  factor  is 
obtained  by  dividing  the  c^uk'alent  length  of  the  strut  by  the  least 
radius  of  gyration.  We  will  show  later  how  the  equivalent  length 
is  obtained. 

The  reason  why  a  variable  working  stress  has  to  be  used  is 
that  struts  fail  by  buckling  and  not  by  crushing,  unless  their  length 
is  cMroinelv  small.  If  for  some  reason  the  centre  line  of  a  strut 
is  not  quite  straight  or  the  load  comes  out  of  centre,  there  are 
bending  stresses  caused  in  the  material,  and  the  distortion  due  to 
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hese  bending  stresses  tends  to  increase  the  eccentricity,  and  failure 
nay  ultimately  occur  due  to  this  reason. 

Strut  Formulae. — A  large  number  of  formulae,  some  theo- 
etical  and  some  empirical,  have  been  proposed  for  obtaining  the 
working  stress  in  compression  in  terms  of  the  buckling  factor  of 
he  strut  and  of  the  crushing  strength  of  the  material.  Before 
hese  formulae  can  logically  be  compared  we  must  be  careful  to 
ee  that  they  are  for  the  same  crushing  strength,  and  for  the  same 
aanner  of  fixing  the  ends  of  the  strut.  We  will  consider  the 
Dllowdng : — 

(a)  Euler's  Formula. — This  formula  is  intended  for  long 
tmts  in  which  the  direct  stress  is  negligible  compared  with  the 
►uckling  stress.     It  is  usually  given  in  the  following  form  : — 

P    _    TT^    E  I 

rhere  P  =  the  breaking  load  (not  the  working  load) 

E  =  Young's  modulus 

I  =  least  moment  of  inertia 

L  =  length  of  pin-jointed  strut. 
We  will  now  put  it  into  more  convenient  use  for  practice  as 
ollows : — 

.    P       ,       1-        ^  ^2EA/^2 

.'.  —  =  breakmg  stress  =  — —^ — 

V2  —      ^2 


m 


Adopting  a  factor  of  safety  of  5,  we  get 

Working  stress  =  /p  =  breaking  stress  ^  ^ 

For  mild  steel,  E  =  13,000  tons  per  sq.  in. 

.    ^       TT^E       25,600^ 
/.  /p=  y^  =  -^^  tons  per  sq.  m. 

For  wTought  iron  E  =  12,500 

.    /.  _  24,600 
•  •  / p  ^2  »»         " 

Sinrilarly  for  cast  iron /p  =  i^i|^      ,, 

for  timber    /p  =  I^        „        „ 
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Proof  of  Euler's  Formula. — The  proof  of  Euler's  formula 
is  found  by  many  students  to  be  somewhat  difficult  to  follow,  as  it 
involves  the  solution  of  a  differential  equation.  Suppose  that  a 
column  in  some  way  or  other  becomes  deflected  as  shown  in 
Fig.  153  (i).  Then  there  are  bending  stresses  induced  in  it,  and 
the  strut  will  exert  a  force  P  on  the  supports  tending  to  straighten 
itself.  Now,  if  the  load  on  the  strut  is  less  than  P,  the  strut  will 
straighten,  and  so  is  safe :  but  if  the  load  is  greater  than  P,  the 
strut  will  continue  to  deflect,  and  will  ultimately  break.  When 
the  load  is  equal  to  P,  the  strut  is  in  unstable  equilibrium,  and 
so  P  is  called  the  critical^  or  buckling^  or  crippling  load. 

Consider  a  point  a  on  the  strut 

The  B.M.  at  A  =  Ma  =  Px 

Now,  if  R  is  the  radius  of  curvature, 

1   ^   -  d'^x   ^    M    ^  P  ^ 
R  dy^         EI       EI 

'"df  =E-I-^=   -^-^    ^'^ 

assuming  that  I  is  constant,  or  that  the  strut  is  of  uniform  section. 
The  general  solution  of  this  differential  equation  is 

a;  =  A  cos  my  H-  B  sin  my   (2) 

where  A  and  B  are  constants,  which  are  obtained  as  follows  :— 

When  y  =   ~- —  and ,  a-  =  o 

2  2 

.-.  o  =  A  cos H-  B  sm (3) 

2  2 

o  =  A  cos H-  Bsm (4) 

2  2 

=  A  cos -  B  sm 

2  2 

.*.  B  must  =  o 


X  =  Kzo^my    (s) 


When  J  =  o,  x  is  finite,  .*.  A  is  not  zero 


.-  .  m\i 

\  if  A  cos =  o 

2 

cos  ^ —  must  =  o 
2 
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The  general  solution  for  this  condition  is  that 
;w  L  _  niz 

2  y. 


n-  TT- 


P 

E  i      u 


^         u     (^) 

The  lowest  value  of  P  is  given  by  ;/  =  i,  and  as  this  is  the 
lost  important  for  us,  we  write  the  result  as 

^-  E  I 


-  L-'      (7) 

It  should  be  noted  that  P  is  independent  of  the  quantity  x,  so 
hat  the  force  necessary  to  keep  the  strut  deflected  at  large  radius 
if  curvature  is  the  same  as  that  to  keep  it  at  a  small  radius,  and 
o  if  the  load  is  the  least  amount  greater  than  P  the  strut  will  go 
•n  deflecting,  and  so  break. 

Use  of  Euler's  Formula. — It  must  be  remembered  that  in 
his  formula  we  have  not  taken  into  account  the  direct  compression 
tress  on  the  strut.  If  the  safe  stress  given  by  Euler's  formula  is 
;reater  than  the  safe  compressive  stress  for  very  short  lengths  of 
he  material,  then  obviously  we  should  not  use  Euler's  result. 
Thus,  if  Euler  for  mild  steel  gives /p  greater  than  6  tons  per  sq.  in. 
\re  should  use  6  tons  per  sq.  in. 

Method  of  Fixing  Ends  —  Equivalent  Length  of 
Strut. — In  the  above  working  we  have  considered  the  ends 
IS  pin-jointed.  If  the  ends  are  fixed  in  any  other  way  we 
nust  take  as  the  length  of  the  strut  the  length  of  the  equivalent 
)in-jointed  strut;  this  we  will  call  the  equivalent  length  of  the 
4rut. 

Now  consider  the  following  methods  of  fixing  the  ends  (see 
%  153)- 

(i)  Pin  Joints  at  Each  End. — This  is  the  standard  case. 

(2)  Both  Ends  P'ixed  in  Position  and  Direction. — In  this 
ase  the  buckled  form  is  as  shown  in  the  figure,  and  b  c  is  the 
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equivalent  length,  />.,  a  pin-jointed  strut  of  length  b  c  is  as  strong 
as  the  fixed  strut 

L 


*.  in  this  case  equivalent  length  of  strut  = 
Buckling  factor  = 


2 

L 

2k 


F'kj.  153. — Methods  of  Fleeing  Ends  of  Columns. 

(3)  Both  Ends  Fixed  in  Direction  only. — The  buckled 
form  in  this  case  is  as  shown  in  the  figure.  On  comparing  with 
Case  I,  it  will  be  seen  that  the  portion  b  c  is  equivalent  to  one- 
half  the  strut  in  Case  i,  and  so  in  this  case,  since  b  c  =  — 

2 

equivalent  length  of  strut  =  L 
.  *.  Buckling  factor  =  c  =  — 


Simt  Fonniilce — Rankive's  Formula, 


341 


(4)  One  End  Fixed  in  Direction  and  Position,  other 
End  Pin-jointed. — It  will  be  clear  from  the  figure  that  in  this  case 

2  L 

equivalent  length  of  strut  = 

3 
2  L 

.*.  Buckling  factor  =  r  =    —  ■ 

3^ 

(5)  One  End  Fixed  in  Direction  and  Position,  other  End 

Free. — In  this  case 

equivalent  length  of  strut  =  2  L 

2  L 

.*.  Buckling  factor  —  c  =  -—- 

k 

Summary  of  Values  of  Buckling  Factors. 


Case  I. 

Case  2. 

Case  3. 

Case  4. 

2L 
3>& 

Case  5. 

Buckling  factor 
=  c 

L 

k 

L 

2  k 

L 

k 

2L 

k 

These  values  should  be  used  in  Euler's  and  the  other  formulae 
involving  the  buckling  factor. 

{d)  Rankine's  Formula. — This  formula  is  sometimes  called 
the  Gordon-Rankine  formula,  and  is  of  the  form 

Jo 


/p  = 


/c 


Where  i  -\-  a,c^ 

fc  =  safe  compressive  stress  for  very  short  lengths  of  the  material 
a  =  a  constant  depending  on  the  material 
c  =  buckling  factor  of  the  strut 
yjj  =  working  stress  per  sq.  in.  for  the  strut. 
The  following  values  of  a  may  be  taken  according  to  different 
authorities. 

to  ,  /.  =  6  tons  per  sq.  in. 


Mild  steel  a  = 
Wrought  iron  a  = 
Cast  iron  a  - 
Timber  a  = 


90C0 

I 
9000 

I 
2500 


to 


to 


0000 

I 
8000' 

I 
1800 

I 


,  /c  =  4 

, /c  =  7 

/c=-5 


In  each  case  we  prefer  to  use  the  lower  value  of  the  constant  a. 
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There  is  a  very  large  amount  of  variation  in  the  values  of  the 
constants  as  given  by  various  authorities,  and  in  comparing  the 
above  with  those  given  by  others,  the  reader  should  be  careful  to 
compare  the  safe  stresses  given  with  the  above  figures  with  the  safe 
stresses  given  by  others,  because  the  value  of  fc  also  varies  in  the 
various  forms  of  the  formula  and  thus,  although  the  constants  may 
be  different,  the  resulting  safe  stress  may  be  nearly  the  same. 
Care  must  also  be  taken  to  see  whether  pin-jointed  or  fixed  ends 
are  taken  as  the  standard  case. 

Construction  of  Rankine's  Formula. — Rankine's  formula 
may  be  looked  upon  as  a  corrected  form  of  Euler's. 

If  r  is  ver}'  small,  i.e.,  if  the  strut  is  very  short,  the  term  a  c-  is 
negligible,  and  so  we  get         fp  =  fc 

This  is,  of  course,  the  result  which  we  ought  to  obtain. 

If  r  is  great,  i.e.,  if  the  strut  is  very  long,  the  term  at^yaW  be  so 
great  that  i  may  be  neglected  in  comparison  with  it,  and  so  we  get 

f       11^  E 
This  will  give  the  same  result  as  Euler  if  ^—  =  

«  5 

■c  ^'-  E       25,600  ^ 

t,e.,  if  a  =   — —  =    ^1—-  =  4267 

5/c  o 

Although  some  writers  state  that  constants  obtained  in  this 

manner  agree   with  experinie'ntal   results,  the  constants  are  not 

usually  calculated  theoretically  in  this  way,  but  are  obtained  from 

experiments. 

It  is  believed  that  the  figures  recommended  above  will  agree 
well  with  the  best  practice. 

It  is  interesting  to  note  that  in  one  form  of  Rankine's  formula, 
giving  the  breaking  or  crippling  stress,  viz. 

/  is  the  stress  at  the  elastic  limit. 

In  an  earlier  chapter  we  pointed  out  the  desirability  of  obtain- 
ing the  working  stresses  from  elastic  limit,  i.e.,  basing  the  factor 
of  safety  on  the  elastic  limit. 

An  interesting  and  important  recent  paper  by  Mr.  C.  P. 
Buchanan,  in  Engineering  News,  Dec.    26th,    1907  —  published 
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after  the  Quebec  Bridge  disaster — gives  the  results  of  tests  on  full- 
size  built-up  columns  such  as  are  actually  used  in  bridge  practice. 
The  tests  extend  over  a  period  of  fourteen  years,  and  show  that 
even  for  the  short  columns  the  buckling  or  crippling  stress  is  not 
more  than  90  per  cent,  of  the  tensile  yield  point  (see  p.  4). 

We  thus  see  that  in  columns  as  actually  used  in  practice,  the 
buckling  stress  is  certainly  not  more  than  the  elastic  limit  stress, 
and  so  the  only  reasonable  factor  of  safety  is  that  based  on  the 
elastic  limit 

(c)  Straight  Line  Formula.  — These  empirical  formulae  are 
used  principally  in  America,  and  give  very  good  approximations 
for  rough  working.     They  are  of  the  form 

=  /c  (i   -  e,c) 
Where  /p  and  /c  are  as  before 

^  =  a  constant  depending  on  the  material. 
The  following  values  of  ^  may  be  taken  : — 

For  mild  steel  e     =     "0053 

„    wrought  iron      e     =      '0053 
„    cast  iron  e     =      *oo8 

„    timber  e     =      "0083 

As  in  Rankine's  formula  the  values  of  constants  var)^  consider- 
ably according  to  different  authorities. 

(d)  Johnson's  Parabolic  Formula. — This  is  also  an 
empirical  formula  devised  to  agree  with  Euler  for  long  lengths,  and 
to  agree  with  the  ordinar)'  compression  strength  for  short  lengths. 
It  is  of  the  form 

-/.(■-  s-.^) 

^  is  a  constant  of  such  value  as  to  make  the  cur\e  of  /p  plotted 
against  c  tangential  to  Euler,  and  the  curve  is  used  up  to  the  point 
where  it  meets  the  Euler  curve. 

The  following  values  may  be  taken  for  ^ : — 

For  mild  steel  g  =  -000057 
„  wrought  iron  g  =  -000039 
„    cast  iron  g-     ^      '00016 
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(e)  Gordon's  Formula. — This  formula  is  often  confused 
with  Rankine's,  and  was  used  largely  for  some  time,  but  it  is  now 
quickly  going  out  of  use  in  favour  of  the  Rankine  formula.  This 
is  probably  due  to  the  fact  that  designers  are  now  more  used  to 
making  calculations  involving  the  radius  of  gyration,  a  quantity 
which  practical  men  have  usually  looked  upon  with  suspicion. 
Now  that  tables  are  published  giving  k  for  most  sections,  it  is  as 
easy  to  use  as  the  diameter  d, 

Gordon's  formula  is  of  the  form 

/c 


/p  = 


I  +/ 


©' 


Where /c/p,  and  L  have  their  usual  meaning. 

j  is  a  constant  depending  on  the  material  and  on  the  shape  of 

the  section, 
d  is  the  least  diameter  or  breadth  of  the  section. 
The  objection  to  this  formula  as  compared  with  Rankine's  lies 
in  the  fact  that  one  has  to  use  different  constants  for  different 
shapes  of  section  for  the  same  material.      Otherwise  it  is  very 
similar  to  Rankine's. 

The  following  values  for  j  may  be  taken,  f^  being  the  same  as 
in  Rankine  : — 


J 

Shape  ok  Section 

Mild 
Steel 

Wrought 
Iron 

Cast 
Iron 

Timber 

Solid  circle 

I 
370 

I 
500 

I 
no 

1 
125 

Hollow  circle 

I 
600 

I 
800 

I 
180 

I 
200 

L,  T,  H,  &c. 

I 
3^ 

I 
400 

I 
90 

100 

Built-up  sections   ... 

I 
400 

I 
550 

— 

— 

Rectangle  (solid)  ... 

I 
50^ 

I 
700 

I 
120 

1 
160 
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f)  Fidler's  Formula. — The  reader  is  referred  to  Fidler's 

%e  Construction  for  a  very  complete   analysis   of  the   strut 

lem. 

'he  formula  which   Mr.  Fidler   obtains  gives   the  breaking 

s,  and  is: 


m 


mum  breaking  stress 

\'here/  =  ultimate  pure  compressive  strength  of  material 

TT-  E 

R  =  Eulers  breaking  stress  =  — — 
m  =  a  constant  of  average  value  1*2. 

'he  following  values  of /p,  the  safe  stress  in  tons  per  sq.  in. 
struts,  are  suggested  by  Fidler  and  are  used  by  some 
)rities. 


Mild  Steel 


Pin  Ends     I  Fixed  Ends 


Wrought  Iron- 


Cast  Iron 


I 


Pin  Ends       Fixed  Ends  '     Pin  Ends     ■  Fixed  Ends 


5-20 

5*29 

392 

3'99 

8-07 

865 

476 

5*09 

3*^4 

389 

568 

7-56 

4*02 

4-83 

3-17 

3*73 

3*35 

6*io 

3*15 

4*45 

2 '60 

3-48 

1*96 

4-68 

2*40 

4*00 

2-03 

3-17 

1-29 

3*35 

1-83 

3*46 

1-57 

2-82 

•93 

2-37 

' 

1-42 

2*96 

1-24 

2*48 

70 

178 

) 

I-I3 

2-51 

•98 

2-14 

•56 

1*40 

) 

•91 

213 

•80 

1-84 

•43 

ri4 

Use  of  Strut  Formulae. — Fig.  154  shows  curves  of /p  for 
I  steel  for  various  values  of  the  buckling  factor  according  to 
first  four  formulae.  It  is  advisable  to  draw  such  a  curve  to  a 
i  scale,  choosing  one  of  the   formulae— say  Rankine — with 


6000 ' 
p  is  required 


such  curve  can  then  be  used  whenever  the  value 
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It  will  be  remembered  that  /p  gives  the  safe  stress  per  sq.  in. 
for  struts  with  central  loads.  If  the  loads  are  eccentric  we  must 
proceed  as  described  lat^r. 

Then  if  A  =  area  of  section  of  strut, 

Safe  load  =  P^  =  /p  .  A. 

If,  as  often  occurs  in  practice,  we  are  given  the  load  but  have 


6 

^ 

5^~C- 

?> 

a    EuIeR  FOfi 

MWA. 

'l^ 

5 

\ 

~^> 

V 

\ 

U 

4 

.     f.- 

^ 

■^: 

■-^v 

2) 

WIGHT  U 

NE  . 

T4 

^^ 

v^ 

t 

s 

nN 

^ 

i. 

\ 

2   ** 

^v 

J^P> 

(0 

(b$)'^ 

■V 

^ 

X 

<<: 

^^^^ 

r 

^**: 

^ 

"^ 

\; 

^ 

10  ^  60  «0  100  CK>  HO  I&0 

Buckling  Factdr^  -X? 

/''t(/.  154.— CfO't'^A* /or  various  Coliunn  or  Strut  Formuhv. 

not  designed  the  section,  so  that  we  do  not  know  the  buckling 
factor,  we  can  often  get  a  rough  idea  by  taking  a  trial  value  of/p 
equal  to  about  §/c,  />.,  4  tons  per  sq.  in.  for  steel,  and  finding 
the  area  recjuisite  for  this  stress.  This  will  give  us  an  idea  of  the 
area  recjuired,  and  we  can  choose  a  section  w^ith  roughly  this  area, 
and  see  by  finding  its  buckling  factor  what  is  the  safe  load  on  it. 
Many  of  the  leading  constructional  steelwork  firms  publish 
tables  of  safe  loads  on  various  struts.  Having  previously  checked 
one  or  two  to  see  that  these  firms  work  with  similar  formulae,  ^ve 
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:an  choose  a  suitable  section  for  our  case,  and  then  apply  our 
ormula  and  see  if  such  section  is  satisfactory. 

Braced  Columns,  Struts,  and  Stanchions.— Struts  are 
•ften  formed  of  rolled  sections  such  as  beams  and  channels  braced 
Dgether  by  dis^onal  bracihg  or  plates.  The  strut  that  failed  in 
be  Quebec  Bridge  was  a  braced  strut,  and  the  report  of  the 
'ommission  states  that  there  is  not  yet  sufficient  information  for 
le  design  of  such  struts  for  very  heavy  loads.  For  ordinary 
omparatively  light  work,  however,  braced  struts  such  as  shown 
1  Fig.  154a  are  satisfactory  and  economical.  The  unbraced 
;ngth  of  one  of  the  beams  or  channels  must  be  such  that  the  load 
er  sq.  in.  on  them  is  not  more  than  the  safe  stress  for  them  con- 
idered  as  struts.  We  can  get  an  idea  of  the  maximum  unbraced 
ingth  as  follows : — 

Let    c  =  buckling  factor  of  whole  strut. 

„    ^1  =  least  radius  of  gyration  of  one  channel  or  beam. 

„     P  =  total  load  carried  by  strut. 

„  2  A  =  total  area  of  strut. 

„     S  =  maximum  unbraced  length  of  channel  or  beam. 

Then,  using  Euler's  Formula,  — -  =        ,  =  -r 
°  2  A       5  r-       r"-^ 

Each  channel  or  beam  carries  \  load 


A    -stress  =-^3,1    =  -^- 

.  B      Bk;^ 

' '  C-'          Si 

.-.  ^  =  k^c 

Equivalent  length  of  strut 

L 

Least  radius  of  gyration  of  whole  strut 

=  k 

Or,  since  c 

S 
L 

.*.  -^  =  least  number  of  panels  =    - 

_        Least  radius  of  gyration  of  whole  strut 
Least  radius  of  gyration  of  channel  or  beam. 

As  a  rule  a  spacing  of  2  to  3  times  the  breadth  B  or  30°  to  45' 
iclination  of  the  diagonals  will  be  found  to  be  satisfactory,  and 
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in  practice  would  be  adopted,  unless  the  calculation  required  them 
to  be  less. 

The  strength  of  the  strut  in  this  case  is  calculated  as  if  the 
section  consisted  of  the  two  channels  or  beams  held  at  the 
requisite  distance  apart.     See  worked  Example  No.  4. 

Least  Radius  of  Gyration. — The  least  radius  of  gyration 
will  be  about  or  at  right  angles  to  an  axis  of  symmetry  if  there  be 
one,  so  that  in  this  case  we  need  only  calculate  k  for  the  axis  of 
symmetry  and  at  right  angles  to  it.  If  there  is  no  such  axis  we 
should  proceed  as  indicated  on  p.  67. 

Examples  on  Struts,  &c.,  with  Central  Loads. — The 
following  numerical  examples  should  make  the  question  of  the 
question  of  the  design  of  struts,  &c.,  clear. 

(i)  A  10"  X  6"  X  42  Standard  Z  beajn  of  mild  steel  is  used  as  a 
stanchion^  the  length  being  id  ft.  and  OTie  end  being  fixed  and  one  end 
pin-jointed.     Find  the  safe  load  for  it  to  carry. 
From  the  table  of  standard  sections  we  see  : — 
A  =  12*35  sq.  in. 
Least  k  =  I  "36 

.-.  Buckling  factor  =  c  =  ^^^ivalent  length  ^  2  L 

1-36  Ik 

2  X   16  X   12  ,      ^ 

= 2 —  =  94*2  about 

.  •.  Safe  stress  =  ^  =  —^  using  Rankine's  formula 


=  243  tons  per  sq.  m. 


I  +  1*47 
.*.  Safe  load  =  12*35  X  2*43  =  30  tons. 

(2)  A  solid  cast-iron  column^  6  inches  in  diafneter  and  1 5  feet  long^ 
is  fixed  at  the  lower  end  and  carries  a  load  at  its  free  upper  end. 
Calculate  the  load  the  column  will  safely  carry ^  assuming  a  reasonable 
factor  of  safety,     {B,Sc,  Lond.  1907.) 

In  this  case  ^=--=  1*5" 
4 
Equivalent  length  =  2  L  =  30 

_  equivalent  length  _  30  x  12 
-'-  k  -      I'S 
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7 
.*.  Safe  stress  per  sq.  in.  =/p  =  240  x  240 

'  "*■      1800 

^       7 

~    I  +  32 

=  '212  tons  per  sq.  in. 

.*.  Safe  load  =  -212  x -^^  =  6  tons 

4 

A          ,.       ,     T7  ,      /•       T^  E      12,000 
According  to  Euler  /p  = j  —     ' 

12,000 
_ _  .2o3 

240  X  240 

,,  -   ,     J       *2o8  X  TT  X  36         00 

.-.  Safe  load  =       *^    =  5*88  tons. 

4  ^ 

(3)  -<4  j/^t'/  rolled  joist  is  used  as  a  strut  with  built-in  ends,  the 
length  of  the  strut  being  1 5  feet.  Find  from  the  data  given  below,  the 
cross  section  of  the  joist ^  if  it  has  to  support  a  compressive  load  of 
40  tons  with  a  factor  of  safety  of  ^. 

{a)  The  total  depth  of  the  cross  section  of  the  joist  is  twice  the  width 
of  the  flanges^  and  the  thickness  of  metal  is  to  be  i  of  the  width 
of  the  flanges, 
(b)  The  crushing  strength  of  a  short  strut  of  this  quality  of  steel  n 

24  tons  per  square  inch. 
{c)  The  constant  in  Rankine  forfnula  is  -7 .   (B.Sc.  Lond.  igoj) 

In  this  problem  we  must  first  find  the  breaking  stress  from  the 

formula.     In  this  case   we   do  not  use  the  equivalent  length  of  the 

strut  because  the  constant  is  given  for  fixed  ends. 

24 
Breaking  stress  = 


36,000  \^/ 


.-.  Safe  stress     =  breakingstress  ^ 


6 


4      I + ^oooi^y 

Now  let  A  =  area  of  section 

and  let  B  =  breadth  of  flange 

then  2  B  =  depth  of  beam 

o-  =  thickness  of  metal. 

2  B  X  B       B  /     ,,       2  B\ 
Then   A  = g +  -g-(^2B--g-; 

B-      7  B-^       It;  B^ 
=  —  +  ^-^  =  i^-^  =  -4687  B2 
4         32  32  ^     ^ 
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lie  least  radius  of  gyration  will  be  about  an  axis  perpendicular  to 

langes. 

4     12      4      Vs/ 

B*        7  B* 

.    .2       J         0^428  B« 
•  *   =  A  -  -4687  B^  =  °5i8B- 

Safe  stress  =  ^ 

I  + 

6 


A         I    I    L5X  12  X  15  X  12 
^         *  "*"    36,000  X  -0518  B2 


40 


*  •    4687  B'^       I  +  -^3^, 

••    (^  +  ITlT3^)=i--4687B2 
=  -15  X  -4687  B^ 
.-.  B^  (-15  X  -4687  X  -518)  -  -518  B2  -  9  =  o 
3-64  B*  -  51-8  B2-  900=0 
The  solution  of  this  quadratic  gives 

B2  =  24*6  nearly 
say  B  =  5 

.  Adopt  a  joist  10"  x  5"  with  metal  -j-  thick. 

o 

/e  could  work  this  problem  roughly  by  the  given  rule,  as  follows  : 


take  /p  = 

2 
3^ 

6  =  4 

.-.  A  = 

4? 
4 

=  10  sq.  in. 

15  B2 
*   32 
B2  = 

:  10 

10 

] 

8 

/- 

X  32  _  64 

15     3 

B  = 

-  =  4-62,  say 

5' 

41 

0  A   steel  column  m  a  bridge-truss  has  ptn-jointed  ends  and  is 
et  long.    It  consists  of  two  standard  10"  x  3^"  x  28*21  lb,  channels 
'd  4i    inches  apart.      Find  a  safe  load  for  the  section,      (See 
154A). 

)n  looking  up  the  tables,  we  see  that  for  a  10"  x  3^"  x  28*2 1  lb. 
inel, 

A  =  8-296 

>^max.  =  377 

kxBixi.  =  '994 

)ist.  of  C.  G.  from  edge  =  P  =  '933 
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Then  for  whole  strut 

k^x  =  377 

=  3-1832  +  -994^ 

.-.  >^xx=  3*33 

Length 26  x  12 

~~  Least  radius  of  gyration  ~      3*33 

=  93'6 

=  2*44 
.*.   Safe  load  =  2*44  x  area 

=  2*44  X  2  X  8*296 
=  40*4    say    40  tons 

STRUTS  WITH  ECCENTRIC  LOADING. 

If  the  thrust  in  a  strut  is  out  of  the  centre,  />.,  where  there  is 
bending  moment  as  well  as  direct  thrust  on  the  strut,  we  cannot 
use  the  same  rules  for  design  as  in  the  ordinary  case. 

In  such  case  we  may  proceed  as  follows  :  Let  the  load  W  be 
at  distance  x  from  the  centroid  of  the  cross  section,  then 
M  =  W.^  (Fig.  155). 

Case  i — Very  Short  Struts. — If  the  length  is  less  than 
10  times  the  least  diameter  of  the  strut,  the  stresses  are  obtained 
as  shown  on  p.  169. 

,      W  ^   M 

M  _  W 
•^'  ■"  Zt       A 

T       ,_•  ^        W  ^  W^' 

In  this  case  fc=  ~k   "^  "v~ 

~  A         ~^k^ 

A        ^  j^  xdc 

This  gives  the  safe  load  W  for  a  compressive  stress /c.  This 
case  is  fully  dealt  with  in  Chapter  VI. 
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Case  2— Struts  Longer  than  10  Diametkrs. — In  this  case 
must  make  some  allowance  for  buckling  tendencies,  and  we 
/  proceed  as  follows. 
As  in  the  previous  case  we  have  : 

W  /         xd\ 
Combined  compressive  stress  =  ^  I  i  +  —7^) 

Cerfrpi^l  Line- 

w 


^«/>- 


-4 


3C- 


Fig.  155. — Columns  with  Eccentric  Loads, 

Now  in  this  case  this  compressive  stress  should  not  be  more 
1  the  safe  stress  per  sq.  in.  obtained  by  considering  flie 
kling  formulae. 

W/     ^xd\ 

W_         /p 

.    ,      ,                      Safe  central  load  on  strut 
Safe  eccentric  load  on  strut   =  ; — 1 

jre  X    =  eccentricity  of  load 

dc  =  distance  from  centroid  to  edge  of  section  nearest  load 

k    =  radius  of  gyration  about  axis  perpendicular  to   the 

plane  containing  the  centroid  and  the  load. 

A  A 
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This  formula  may  be  put  into  a  form  which  is  sometimes 
more  useful  as  follows  : 

Let  Wj  be  the  central  load,  which  is  equivalent  to  the 
eccentric  load  W. 


Then     Wi  =  w(f  +  ^') 


VV 

Then  -^  may  be  called  the  eccentricity  factor  for  the  strut. 

In  using  this  formula  it  should  be  noted  that  it  is  worked 
on  the  assumption  that  the  buckling  will  take  place  in  the  plane 
of  the  figure,  and  so  the  value  of '^  for  the  strut  in  this  direction 
should  be  used  in  finding  the  safe  central  load. 

If  the  safe  eccentric  load  according  to  this  formula  comes 
more  than  the  safe  central  load  for  the  least  value  of  k  (this  can 
of  course  only  occur  when  the  least  value  of  k  is  about  the  axis 
D  b),  the  lower  value  should  of  course  be  used 

Stanchions  with  Web  and  Flange  Connections.— 
The  loads  on  stanchions  are  often  communicated  from  girders 
connected  by  cleats,  &c.,  to  the  web  or  flange  of  the  stanchion. 
If  such  connections  come  on  one  side  only,  or  if  the  loads 
communicated  from  the  two  sides  are  not  equal,  the  load  will  not 
be  central,  and  allowance  for  the  eccentricity  should  be  made. 

Numerical  Example.—^  mild  steel  stanchion  lo  feet  long  and 
with  ends  fixed  has  the  section  shown  in  Fig.  /jj.      Find  the  safe 
central  load  and  also  the  safe  loads  communicated  at  the  points  B  ani^- 
In  this  case  A  =  40*59  sq.  ins. 

^XX   =      4*87     »       )j 

k\x  =     3'4i    n     j> 

.'.    buckling  factor  =  r  =  — 7  = =  52*8 

^  2  k      2x3-41 

6  ^  _6_  ^ 

•■•    ->^P  ~  ",      .     5-^-8  ^■  52-8  1-464        ^  ^° 

'  6CXX3 

.'.    Safe  central  load  =  40*59  x  4*10  =  166  tons  nearly. 

Load  at  C—  x  =  2*25  +  '575  =  2725 

.-.    dc  =  6" 
xdc  _  2725  X  6 


^•-  3-41^ 


1-41 


Safe  eccentric  load  at  C  =  — ; — —-  =  49  tons  nearly. 
1+141 
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Load  at  B. — We  must  now  first  calculate /pas  if  ^xx  were  minimum 

30  X  12         , 
lus  of  gyration,  t,e,,  c  =  ^  ^  ^.g^  =  30-9. 

• '  -^P'  "^       ■    36-0  X  36^  ^  4*89 
'  "^      6000 
X  =  6" 
^c  =  6" 
.rrt'c       6x6 

-  4*80  X  40*59 

Safe  eccentric  load  at  B  =      /■    Zr^ 

_  4-89  X  40-59 

2*52 
=  777  tons  nearly. 
In  this   case  the  eccentricity  factors  for  C  and  B  are  2 '41  and 
—  =  2 '14  respectively. 

A  rough  rule  is  to  use  2\  and  \\  as  eccentricity  factors  for  flange 
d  web  connections  respectively,  but  such  rule  is  not  very  good  for 
e  above  case.  It  is  more  nearly  true  for  Z  beams  used  as 
inchions. 

Cast-iron  Struts  Eccentrically  Loaded. — In  dealing 
th  cast-iron  struts  with  eccentric  loads  it  must  be  remembered 
at  they  will  probably  fail  by  tension. 

The  safe  load  W  from  the  tension  standpoint 
_      /.A 

r^'  -  0 

lere  /t  is  the  safe  tensile  stress,  and  this  should  be  compared 
th  the  safe  load  from  the  compression  standpoint,  and  the 
wer  value  adopted. 

Conclusion.  —  In  concluding  the  chapter  on  struts,  we 
ould  like  to  emphasise  again  the  fact  that  the  chief  difficulty 
is  in  the  choice  of  the  safe  stresses  per  sq.  in.  for  various  values 

the  buckling  factor.  In  using  various  formulae  for  obtaining 
ch  stresses,  the  reader  is  warned  that  he  should  be  very  careful 
•  see  that  they  are  based  either  on  the  results  of  very  reliable 
:periments,  or  that  they  conform  to  the  two  conditions  that  for 
^ry  small  values  of  the  buckling  factor  they  agree  with  the  safe, 
ire  compressive  stress,  and  for  large   values  they  agree   with 
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Euler's  results.  The  best  thing  to  work  from  is  a  curve  plotted 
as  suggested,  or  a  table  as  given  for  Fidler*s  formula,  or  as  given 
in  Messrs  Dorman,  Long,  &  Co.'s  Section  Book. 

The  worked  example  on  eccentric  loading  of  stanchions 
should  show  how  quickly  the  strength  is  reduced  for  a  small 
eccentricity,  and  thus  how  desirable  it  is  in  practice  to  have  the 
loads  as  central  as  possible. 

We  will  deal  with  further  practical  points  in  connection  with 
stanchions  and  with  stanchion  caps,  bases,  and  foundations  in 
Chapter  XVI. 


CHAPTER   XIII. 
SUSPENSION    BRIDGES   AND   ARCHES. 

SUSPENSION   BRIDGES. 

Stresses  in  Hanging  Cables. — Suppose  a  number  of 
jhts  Wj,  Wg,  Wg,  be  suspended  from  points  (Fig.  156),  on  a 
e  held  between  two  points  a  and  e  ;  then  if  the  cable  is  perfectly 
ble  it  must  be  straight  between  the  loads.  Consider  the  point 
hich  Wj  acts ;  the  load  W^  is  kept  in  equilibrium  by  the  two 


e--" 


—-^^.2)' 


\:£    H       I 


Fig,  156. — Stresses  in  Loaded  Cable, 

sions  Tj  and  Tg,  and  therefore  these  three  forces  can  be  repre- 
ted  by  the  triangle  i,  2,  o.  Similarly  W^  is  kept  in  equilibrium 
^"2  and  Tg,  and  these  forces  are  represented  by  the  triangle 
•y  0,  and  so  on  for  all  of  the  weights.  Since  all  the  loading  on 
cable  is  vertical,  there  can  be  no  difference  in  the  horizontal 
'ponent  of  the  tension  in  the  cable  at  various  points  along  the 
^-  It  will  be  seen  from  the  vector  figure  that  such  is  the  case 
^  o  X  is  the  horizontal  component  of  each  of  the  tensions.  It 
t>e  seen  by  comparing  the  two  figures  that  they  bear  to  each 
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other  the  relation  of  link  and  vector  p)olygons,  and  so  we  get  the 
following  rule  tor  loaded  cables  : 

The  shape  which  a  loaded  cable  takes  up  is  the  same  as  the  link 
poiygjn  for  the  ^ven  load  system  drawn  from  one  support  to  the  other 
K*zth  a  polar  distance  equal  to  the  horizontal  component  H  of  the  pull 
in  the  cable. 

Theoretical  Arcix.  —  Since  there  is  only  tension  in  the 
cable,  the  portions  between  the  loads  could  be  replaced  by  pin- 
jointed  links.  If  the  whole  were  then  inverted  to  the  dotted  posi- 
tion, there  would  be  compression  only  in  the  members,  a  b'  c'  d  e 
would  then  be  the  theoretical  arch  for  the  given  system  of  loading. 

Saspension  Bridge  with  a  Uniform  Load. — Take  the 
case  of  a  suspension  bridge  carrying  a  uniform  load  by  a  number 


F\(f.  157. — SHMpenMion  Brief ge  irith   Uniform  Load. 

of  cables.  Let  the  span  be  L  (Fig.  157),  the  dip  or  sag  of  the  cabled, 
and  the  weight  carried  by  each  cable  W.  Then  the  shape  of  the 
cables  will  be  parabolic,  because  the  link  polygon  or  B.M.  Diagram 
for  a  uniform  load  is  a  parabola,  and  the  horizontal  pull  and  the 
maximum  tension  in  the  cable  can  be  obtained  by  considering 
one-half  b  c  of  the  cable  It  is  kept  in  equilibrium  by  the  three 
forces  Tb  the  tension  of  the  cable  at  b,  H  the  horizontal  pull  at  c, 

and        the  load  on  half  the  cable.     The  forces  meet  at  a  point, 

2 
and  by  taking  moments  about  b  we  get 

H    X  ^ 


H  =- 


W        L 

—    X   — 

2  4 

W  L 

8^ 
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It  will  be  noted  that  this  is  the  same  as  the  force  in  the  flange 
Lt  the  centre  of  a  framed  girder,  and  as  the  approximate  force  in 
:he  flange  of  a  plate  girder  of  the  same  depth  and  span.  The 
:ension  at  any  point  p  in  the  cable  can  be  obtained  by  drawing 
0/  on  the  vector  figure  parallel  to  the  cable  at  the  given  points. 
The  value  of  the  maximum  tension  T^  or  Tg  can  be  found  from 
the  vector  diagram  as  follows  : 

o  i'^  =  o  32  +  3  i'-^ 


H'^  + 


(?)' 


^    VV2J.2  W2 

64  d:'  "^  ~i 

.-.  If  A  is  the  area  of  the  cable  and/ the  safe  tensile  stress 

Length  of  Cable. — If  a  cable  is  hung  in  a  parabolic  cun-e 
►f  span  L  and  dip  d,  then  the  length  of  the  rope  is  approximately 
iven  by 

--^-^ 

orS  =  L  +  '23^         (Trau  twine.) 

Stresses  in  Anchor  Cables.  —  There  are  two  chief 
lethods  by  which  the  cables  of  suspension  bridges  are  anchored 
own : — 

(i)  In  the  first  method  the  cable  passes  continuously  over 
oilers  at  the  top  of  the  pier. 

In.  this  case  the  tension  will  be  the  same  in  the  anchor  cable 
s  the  maximum  tension  T,  but  if  the  inclinations  of  the  anchor 
nd  bridge  cables  are  not  the  same,  there  will  be  a  horizontal  over- 
urning  force  on  the  pier  and,  as  the  latter  will  be  of  considerable 
leight,  the  effect  of  this  force  in  causing  bending  moment  at  the 
>ase  will  be  rather  great. 
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In  Fig.  I  ^2ij  let  a  b  and  a  e  ht  equal  to  the  tension  in  the 
cable,  then  b  c  and  d  e  zie  the  horizontal  components  of  the 
tension 

.*.  be  -  e  d  =  horizontal  force  acting  on  pier 
=  T  (sin  6  -  sin  a) 

=  H  ^  -  ^^\ 

\         sin  6/ 

a  c  and  a  d  are  the  vertical  components  of  tension 
.\  a  c  '\-  a  e  ^  total  vertical  pressure  on  pier 
=  T  (cos  ^  +  cos  a) 

W 

But  T  cos  0  =  —  (see  Fig.  157) 

.  *.  Vertical  pressure  on  pier  =  _  / 1  +  £25_^  j 
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(2)  In  the  second  method  the  anchor  and  bridge  cables  are 
attached  to  saddles  mounted  on  rollers  on  the  top  of  the  pier.  As 
a  resii!  of  this,  the  tensions  in  the  anchor  and  bridge  cables  will 
not  always  be  the  same,  but  there  will  be  no  horizontal  force  on 
the  pier. 

To  get  the  tension  1\  in  the  anchor  cable  set  out  a  ^  =  T, 
Fig.  159,  and  resolve  horizontally  and  vertically ;  then  <^^  is  the 
horizontal  component  of  the  tension.  Since  there  is  no  hori- 
zontal pull  on  the  pier,  the  horizontal  component  of  T^  must  be 
equal  to  b  c.  Therefore  draw  a  e  in  the  direction  of  the  anchor 
cable  until  the  horizontal  component  de  is  equal  to  b  c^  then  a  e 
gives  the  tension  T^. 

Then  we  have  b  c  =  d  e 

/>.,  T  sin  ^  =  Tj  sin  a 
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The  vertical  pressure  on  pier  =  T  cos  0  +  Tj  cos  a 

^        ^    .    T  sin  0  .  cos  a 

=  T  cos  0  +  -. 

sin  a 

=  T  cos  0  (i  +  tan  0  cot  a) 

W 
=   —  (i  +  tan  0  cot  a) 

2  ^  ' 


Fig.  159. — Stresses  in  Anchor  Cables. 


Stiffened  Suspension  Bridges. — Suspension  bridges  are 
suitable  for  rolling  loads,  since  the  shape  changes  as  the  load 
)sses  and  oscillations  are  then  set  up.  In  order  to  lessen  these 
:illations  they  are  often  *  stiffened '  by  means  of  stiffening  girders, 
these  girders  are  pin-jointed  or  hinged  at  their  centres,  and  are 
iply  supported  at  their  ends,  the  stresses  in  them  can  be  ascer- 
ned  simply  as  follows  : — 

Pin-jointed  Stiffening  Girders. — Load  Uniform  over 
\LF  Span. — Take  first  the  case  of  a  uniform  load  covering  half 
t  span,  then  the  B.M.  curve  a  eclb,  Fig.  160,  ifor  this  load  can 

made  to  pass  through  the  point  r,  by  suitably  choosing  the 
lar  distance  /.  Let  H  be  the  horizontal  component  of  the  pull 
the  cables,  then  the  moment  of  H  about  r  =  -  H  x  //,  while 
I  B.M.  due  to  the  load  at  r  =  /  x  d. 

.'.  Resultant  B.M  at  r  =  (p  -  H)  d.  Since  there  is  a  pin 
nt  at  c  the  resultant  B.M.  must  equal  zero,  .*.  /  =  H. 

Consider  any  point  m  on  the  cable  through  which  a  vertical 
drawn  cutting  the  B.M.  curve  in  /  and  the  horizontal  through 

Then  resultant  B.M.  at  m 
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Now  B.M.  at  c  due  to  load 


8*2         16 


.-.  H  X  </  =  ^  -     or  H  =  ^^--— 
16  \(}d 

We  see  from  the  above  reasoning  that  cross-hatched  cunes 
givf  the  BM.  acting  on  the  girders.  These  two  curves  are  them- 
selves parabolas,  and  the  maximum  ordinate  of  each  is  equal 


^5A,^VVjA7^ 


/}'Bns  /oerjtrun 


8.  M  Diagram 


Fiq.  KM). — SuHpension  Bridge  2vifh  Hinged 
Stiffening  Girders, 

This  can  be  shown  for  the  mid  point  f  oi  b  c  as  follows  :— 

Ordinate  of  |)arabola         =  \  d 
„  straight  line  =  \  d 

.'.  Resultant  B.M.  at/=H(^d--d)  =  H.-d 

42^  4 

16^/4         64 
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Similarly  considering  the  point  e  in  the  portion  c  a 

Ordinate  of  parabola         =  hj  =  ^  d 

4 


"B.M.  curve     ~  h  e  =^  ^  ^  ^ 

L      /.L     L 
■4          4*8 

16 

(i.e.,  he  ^  d) 

Resultant  B.M.  at  ^  =  ^^"  - 
16 

-  H  .  3rf 

4 

16 

64            64 

Summing  up  the  above  results,  we  see  that  between  a  and  c 
the  girder  pulls  down  on  the  cable,  and  is  thus  subjected  to  a 

downward  uniform  load  of  intensity  - ,  while  between  c  and  b 

the  cable  pulls  up  on  the  girder,  and  thus  the  girder  is  subjected 

to  an  upward  uniform  load  of  intensity  -,  the  B.M.  diagrams 

being  as  shown. 

Uniform  Load  over  Whole  Span. — In  this  case  there  is 
no  B.M.  on  the  girders,  the  whole  behaving  as  an  unstiffened 
suspension  bridge. 

Irregular  Load. — If  the  load  is  irregular,  the  B.M.  is 
obtained  as  above  by  drawing  the  B.M.  curve  to  pass  through  c, 
and  taking  the  distance  between  the  parabola  and  this  B.M.  curve, 
and  multiplying  by  the  polar  distance  to  get  the  B.M.  on  the 
girder.  The  construction  in  this  case  is  the  same  inverted  as  for 
a  three-pinned  arch  (p.  375). 

^Isolated  Load  rolling  over  Suspension  Bridge 
Stiffened  with  Pin-jointed  Girders. — Let  an  isolated  load 
W  per  cable  roll  over  a  stiffened  suspension  bridge,  a  c  b.  Fig.  161. 

When  the  load  is  at  distance  a  from  the  end  a,  and  is  on  the 

portion  d  c,  the  B.M.  on  the   stiffening  girder  c  e  at  a  point 

corresponding  to  m  on  the   cable  is  equal  to  H  x  Im.     This 

R     L 
is    a    maximum    when     H     is   a    maximum,    and    H  =     ^—r- 

d  being  as  before  the  dip  of  the  cable,  so  that  H  is  a  maximum 
when    Rb   is   a  maximum,  />.,  when  W  is   above  the  point  a 
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Thus    the    maximum    negative   B.M.   curve    is   a   parabola  of 

height     -  -  ,  since  the  ordinate  of  the  parabola  is  ^  d^  so  that  the 


B.M   =H.(j^-i./)  =  ^.I^ 


Ad    4 


WL 
16 


Aiw:  b,M.  Diagrams 

Fig.  \Q\.— Hinged  Stiffening  Girders  vMh  Isolated 
Rolling  Load, 

Now  consider  a  point  between  d  and  f  at  distance  x  from  !)• 
\V  b         VVa.L       , 


_y^^T  (l^x _a.gh\ 

V    L  2d    ) 

I         L  2d    j 

=  ™{-»(-L-f7)}     ■ '" 
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As  a  increases,  this  decreases,  so  that  the  B.M.  is  a  maximum 
1st  as  the  load  leaves  the  given  point.  Now  take  a  point  beyond 
le  load  at  a  distance  j  from  the  centre  c. 


L,de 


Then  My  =  Re  (-  +j^-  H.de 

{{h'-)-^) <-> 


L 

This  increases  as  a  increases,  so  that  B.M.  is  a  maximum  just 
.s  the  load  reaches  the  given  point. 

We  thus  see  that  when  the  load  is  on  one  of  the  girders  the 
B.M.  is  a  maximum  at  any  point  when  the  load  just  reaches  it. 

Therefore,  putting  a  =  ~  -  y  in  equation  (2),  we  get 
2 


Max.M,=  _Al_i{(I^+^)-t..^.} 


Now^^  =  d  -  YY  '-y^ 


»'(t-^)(--^¥> 

L 

W^(^-j^)(l+2j) 

L2  

=  ^(L2-4y)     (4> 


•(3) 
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The  maximum  value  will  occur  when 
-  --^=  o, /.^.,  L'-^  -  4^  +j(-8j)  =  o 

J  =     , —  /.^.,  '289  L 

.*.   Maximum  B.M.  occurs  when  load  is  '289  L  from  centre. 

W  x-289L(L2-i:') 
Then  M  =  -^ ^^  =  -096  W  L 

The  maximum  B.M.  diagram  is  then  as  shown  in  the  figure, 
the  positive  and  negative  B.M.s  being  measured  above  and  below 
the  base  line  respectively. 

^Uniform    Load    rolling    over   Suspension   Bridge 

Stiffened  with  Pin-jointed  Girders. — Let  a  uniform  load  of 

intensity  /  per  cable  be  rolling  over  the  span,  and  let  the  front 

have  reached  the  point  g,  Fig.  162.     Then  the  B.M.  at  any  point 

along  the  girder  c  b'  when  the  load  is  on  the  other  side  will  be 

R     / 
proportional  to  H  =  -^  ,  and  so  the  maximum  B.M.  at  each 

point  along  c  b'  will  occur  when  Rb  is  a  maximum,  />.,when  the 
front  of  the  load  reaches  c. 

Now  consider  a  point  e  between  c  and  g  and  at  distance  j' 
from  c. 

Me  =  Rb .  Bj  E  -  W.d 


=  Rb.(/+j)-- 


D 


This  increases  as  Rr  increases,  />.,  as  the  load  comes  farther 
on  to  the  span. 
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Next  consider  a  point  f  between  a^  and  g  and  at  distance  z 
3m  c. 

Mf  =   Rb  .  Bj  F  -  H  .  ^/i  ^Pil^ 

By  reasoning  similar  to  above,  Rb  .  b^  f  -  H  ^/j  =  Rb  2  (  i  +  ^  ) 

.•■  M,.R..  (.  +  £)- /i£^>' (,) 


£1£^(,,.). 


/  (z  -  xf 


•(3) 


This  will  decrease  as  x  increases  if  — ,— ^  is  negative. 

d  X  ° 


Mar  fl  /^  Owicjrams 

Fig,  102,,— Hinged  Stiffenivy  Girders  icith  Uniform 
Rolling  Load, 

=  -/{^^/-•)-(-x)} 
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=     -  P{lz{l-Z)^-X{2r^-'IZ-Z^)} 
=     -  P{lz{l-Z)^-X{2l^z){l-Z)} 

=   ^  {l-z)  {/Z  +  X  (2  t+z)}    (4) 

Now  (/-  z)  must  be  positive,-  because  z  must  be  <  /. 
Above  expression  is  negative. 
B.M.  decreases  as  x  increases. 
B.M.  increases  as  x  decreases. 
B.M.  increases  as  load  comes  further  on  the  span. 
Max.  B.M.  at  all  points  on  span  a'c  occurs  when  front  of 
load  reaches  c. 

Therefore  curves  of  maximum  positive  and  negative  B.M.  are 
as  shown  on  the  figure,  the  max.  B.M.  in  each  case  being 

i6  64 

^Stiffening  Girders  not  Pin-jointed  at  Centre.— If  the 
stiffening  girders  are  not  pin-jointed  at  the  centre  they  will  have  to 
bear  considerable  stresses  due  to  the  difference  in  dip  due  to 
changes  in  temperature,  and  such  stresses  may  amount  to  as 
much  as  half  the  safe  stresses.  In  this  case  the  stresses  are  more 
difificult  to  calculate,  but  in  the  case  of  uniform  loading  they  may 
be  obtained  as  follows  : 

Let  A  c  B,  Fig.  163,  be  a  suspension  bridge  cable  provided 
with  a  stiffening  girder  a^  b^  supported  at  the  ends,'  and  let  a 
uniform  load  of  intensity  /  per  cable,  rolling  on  the  bridge,  have 
reached  the  point  e  at  distance  x  from  a^.  Then,  since  the  cable 
is  made  to  hang  as  a  parabola,  there  must  be  a  uniform  load  of 
intensity  </  pulling  down  on  the  cable  and  therefore  up  on  the 
stiffening  girder. 

Then  we  have  total  load  on  cable  =  ^  L  —  p  x 

■■■  ^  =  ¥ '" 

/r    _  x\ 
.'.  p  X  and  q  L  form  a  couple  of  moment  =  p  x  ^ 
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couple  must  be  balanced  by  the  reactions  R^,  and  Rb. 


(L  -  X) 


Max  5  M  b'laarams 
;.  163. — Stiffening  Girder  witJiout  Central  Hinge. 
consider  a  point  f  between  e  and  a,  and  at    distance 


M.  atF  =  Mf  =  R^.  (j.)  -  (/  -  ^)^  ... 

2 

__  />xy  (L  -  x)  (  x\y^ 


.(3) 


2  L 
2  L 


l^rjj/  -  y| 


2  L 


.(4) 


consider  a  point  g  betweeen  e  and  b^  and  at  distance 
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Then  ^^  =  ^^,z  -  {p  -  q)x.L  -  ?^  (5) 


_p  x{\.  -  x){x  -  z)  ^^ 

2  L  ' 

In  equations  (4)  and  (6)  the  B.M.    =   o  when  x  =  j'  and 
X  =  z  respectively. 

.'.  Front  of  load  is  always  a  point  of  contraflexure  of  the 
girder,  and  we  will  assume  that  B.M.  in  a^  e  is  a  maximum  at  the 

X 

mid  point,  />.,  when  j  =  -. 
2 

.-.  Maximiim  B.M.  in  a,  e  =  ^  (^  "  ^)  .  ^ 

2  L  4 

=  M=^^'<^-^)  (7) 

This  is  a  maximum  when  — —  =  o 
ax 

i.e.^  when  2  x  {L,  -  x)  -\-  x'^  {-  1)  =  o 

i.e.,  X  =  (8) 

3 
Thus  the  maximum  B.M.  occurs  when  the  load  covers  two- 
thirds  of  the  span,  and  is  equal  to 

Maximum  B.M.  on  span  =  -^  .  —  .  ^ —    =  - — (9) 

8  L     3        9  54 

The  maximum  B.M.  is  therefore  equal  to^ and  occurs  at 

54 
one-third  of  the  span. 

The  maximum  B.M.  diagrams  are  then  of  the  form  shown  in 
the  figure,  the  dotted  diagram  being  for  the  load  approaching 
from  the  other  side. 

ARCHES. 

An  arch  may  be  looked  upon  as  an  inverted  suspension  bridge 
or  vice  versa,  the  cable  in  the  suspension  bridge  being  in  tension 
and  the  portions  of  the  arch  being  in  compression.    For  any  given 


Line  of  Pressure  or  Linear  Arch, 
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itn  of  loading  a  theoretical  arch  can  be  designed  so  as  to  be 

impression  only,  the  centre  line  of  the  arch  coinciding,  as  we 

I  show  later,  with  the   link  polygon  drawn  with  the  polar 

mce  equal   to   the   horizontal   component  of  the  thrust   in 

arch. 

f  an  arch  were  made  up  of  jointed  links  as  in  a  cable,  it 


Fig.  \^.— Stresses  in  Arches,     Eddy's  Theorem. 


i  be  in  unstable  equilibrium,  as  it  would  collapse  if  the  load 
altered,  and  so  in  practice  we  have  to  make  it  capable  of 

ing  bending  moment 

he  arch  is  a  structure  of  great  antiquity  and  of  considerable 

:y,  and  is  also  a  very  economic  structure. 

.ine  of  Pressure  or  Linear  Arch. — For  any  given 
if  the  link  polygon  be  drawn  for  the  loading  on  it  with  a 
distance  equal  to  the  horizontal  thrust  in  the  arch,  such 

;on  is  called  the  line  of  pressure  or  linear  arch.     Throughout 
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this  chapter  we  will  use  the  former  term  as  we  have  previously 
used  this  in  similar  connections  (see  p.  138). 

Eddy's  Theorem.— Let  a  bc,  Fig.  164,  be  the  centre-line 
of  an  arch  loaded  in  any  manner,  and  suppose  that  the  line  of 
pressure  is  abcdef.  Then  take  any  point  p  on  the  arch  and 
draw  a  vertical  through  p,  cutting  the  line  of  pressure  in  l  and  the 
line  af'm  m. 

Then  B.  M.  at  p  =  l  m  x  polar  dist.  -  moment  of  H  about  p. 

=    LMXH-PM.H 

=  H  (lm  -  pm)  =    -  H  (pi) 
=    -  H  .  ^. 
Therefore  the  £,Af.  at  any  point  of  an  arch  is  equal  to  tk pro- 
duct of  the  Horizontal  Thrust  into  the  vertical  intercept  betiveen  tk 
centre  line  of  the  arch  and  the  line  of  pressure. 
This  is  Eddy's  Theorem. 

Stresses  in  Arch. — To  obtain  the  stresses  in  the  arch 
consider  the  point  p,  and  first  resolve  thef  corresponding  thrust 
Oj  3  along  and  perpendicular  to  the  direction  of  the  centre  line  of 
the  arch  at  the  given  point,  thus  obtaining  a  thrust  Q  and  a 
shearing  force  S. 

Then  if  A,  Zc,  Zt,/c,/t  have  their  usual  values,  we  have 


Maximum  compressive  stress  =  f^ 


Maximum  tensile  stress  =  /t 


\^ 

M 

Zc 

h 

H 
Z 

C 

M 

"z. 

Q 
A 

H.i 

Zc 

Q 

A    

S 

A 

:i) 


Mean  shear  stress  over  section         =  -—     (3) 

A 

Determination  of  Horizontal  Thrust  (H).— It  follows 
from  the  foregoing  that  as  soon  as  we  have  determined  the 
horizontal  thrust  (H)  in  an  arch,  we  can  easily  determine  the 
stresses  in  it.  Practically,  the  whole  difficulty  in  the  design  of 
arches  consists  in  the  determination  of  this  horizontal  thrust.    ^^ 
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n  be  determined  accurately  by   quite   simple  means  in  three 
ses  only,  viz. : 

(i)  A  parabolic  arch  uniformly  loaded. 

(2)  A  parabolic  arch  with  uniform  load  over  half  span. 

(3)  A  three-pinned  arch. 

In  other  cases,  we  shall  have  to  find  the  horizontal  thrust  by 
ians  of  the  Theory  of  Rigid  Arches,  which  we  will  deal 
th  later.     We  will  now  deal  with  these  simple  cases  in  turn. 

Parabolic  Arch  Uniformly  Loaded  (Fig.  165).— In 
is  case  the  line  of  pressure  coincides  with  the  centre  line  of  the 


crXTprYirrfrrp^ 


Fig,  165. — Parabolic  Arch  toith  Uniform  Load, 


:h,  so  that  the  moment  of  the  horizontal  thrust  about  the  centre 
ist  be  equal  to  the  B.  M.  at  the  centre,  that  is  — r— 


H  X  r 


or  H  = 


pjl 

8 
p_U 

8  r 


In  this  case  there  will  be  no  B.M.  on  the  arch,  and  the  thrust 
at  any  point  p  on  the  arch  is  obtained  by  drawing  through 
on  the  vector  line  a  line  at  direction  a  parallel  to  the  direction 
the  arch  at  the  given  point,  or  else  obtain  the  thrust  by 
culation  since 

Q  =  H  sec  a 
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Parabolic  Arch  with  Uniform  Load  over  Half 
Span. — It  follows  from  symmetry  that,  in  the  case  of  the 
parabolic  arch  uniformly  loaded,  the  load  on  each  half  of  the 
span  must  contribute  equally  to  the  horizontal  thrust,  so  that  in 
the  present  case  the  horizontal  thrust  will^be  half  that  of  the 
previous  case.     Therefore,  in  this  case, 


H  = 


16  r 


and  the  line  of  pressure  comes  as  shown  on  Fig.  r66. 


Fig.  166. — Parabolic  Arch  half  covered  ivith 
Unifoi*7n  Load. 

Three-pinned  Arches. — If  an  arch  is  provided  with  three 
pin-joints  or  hinges — in  most  cases  one  at  the  fop  or  crown,  and 
one  at  each  end  of  the  abutments  or  springings  —  \ht  line  of 
pressure  must  pass  through  each  of  these  three  joints,  since  there 
can  be  no  B.M.  there,  and  the  horizontal  thrust  can  be  determined 
by  this  means,  as  follows  : 

Let  A,  B,  c,  Fig.  167,  be  an  arch  with  pin -joints  at 
A,  B,  and  c,  and  let  it  be  subjected  to  any  load  system  o,  1,2,  3, 4- 
Set  down  the  loads  on  a  vector  line  o,  4  and  taking  any  pole  Pi 
draw  the  link  polygon  abed  ^/—preferably  well  above  or  below 
the  arch  to  avoid  confusion.  Draw  p^  x  parallel  to  the  closing 
link  a  /  and  draw  a  horizontal  line  through  x  and  a  vertical 
through  Pj,  thus  obtaining  a  new  pole  P2.  If  a  fresh  link  polygoi^ 
were  drawn  with  p^,  the  ordinates  would  be  the  same  as  those  of 
the  polygon  a  b  c  d  ef^hui  the  base  would  be  horizontal 

Through  c  draw  a  vertical  line  cutting  the  link  polygon  in^if^ 
and  A  B  in  D. 
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P    X    X  iT  /i 

Then  if  a  point  o  on  p^  x  be  taken  so  that  o  X  =    -    — ^— , 

't  link  polygon  would  pass  through  c,  because  the  ordinates  of 
s  link  polygon  are  inversely  proportional  to  the  polar  distance. 
If  the  link  polygon  a  b^  c^  d^  e^  b  be  drawn  with  the  new  pole 
this  link  polygon  is  the  line  of  pressure,  and  oX  gives  the 
rizontal  thrust  H. 


/.«?., 


c  D 


Fig,  167. — Three-piiiiied  Arch. 

Having  obtained  the  horizontal  thrust  and  the  line  of  pressure, 

stresses  are  obtained  as  previously  explained. 

Three-pinned  arches  have  thus  the  advantage  that  the  stresses 

hem  are  easily  determined  ;  they  have  also  the  advantage  that 

y  have  no  stresses  due  to  change  in  temperature.     Compared 

1  rigid  arches,  they  have  the  disadvantage  that  the  deflections 

greater. 

Line   of    Pressure   through    any   Three   Points.  — 

hough  the  joints  in  a  three-pinned  arch  are  almost  invariably 

practice  placed  as  indicated  in  Fig.  167,  they  need  not  theo- 

cally  be  so.     In  fact,  the  stresses  would  be  less  if  one  pin 
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were  placed  at  the  crown  and  the  other  two  between  the  crown 
and  the  springings.  The  following  construction*  will  enable  us  to 
draw  the  line  of  pressure  through  any  three  points,  and  will  thus 


Fuj.  168. — Link  Polygon  through  three  given  Points. 

enable   us   to   deal  with  the  case  in  which  the  three  pins  are 
l)laced  in  any  position. 

Let  A  c  15,  Fig.  1 68,  be  an  arch  or  other  structure  subjected  to 
any  load  system  o,  i,  2,  3,  4,  and  let  it  be  required  to  draw  a  link 
polygon  through  the  three  points  d,  c,  e. 
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Setting  down  the  loads  on  a  vector  line  o,  4,  and  taking  any 
ole  p,  draw  the  link  polygon  a  b  c  d  e  f.  Let  the  links  a  b,  d  e, 
cross  the  spaces  in  which  the  outside  points  d  e  lie,  be  produced 
3  meet  in  q.  Take  any  point  j  on  the  vertical  through  q  and 
oin  J  D,  J  E,  and  from  the  corresponding  points  o,  3  on  the  vector 
liagram  draw  o  P2,  3  p.j  parallel  to  j  d,  j  e,  thus  obtaining  a  new 
)ole  Pg.  With  this  pole  draw  the  portion  of  the  link  polygon 
3  b^  ^j  d-^  E. 

Join  D  E,  and  draw  a  vertical  through  c  cutting  d  e  in  l  and 
:he  link  polygon  in  k. 

Now  take  a  new  pole  o  on  the  horizontal  through  p^  such  that 
o  :r  _  K  L 

Pq  JC         c  L  V 

K  L  X  p.,  X 


^"2 

O  X  = 


C  L 


Then  the  link  polygon  a^  b^  c^  d.^  e^f^  drawn  with  the  pole  o 
kill  pass  through  the  three  points  d,  c,  e. 

Rolling  Loads  on  Three  -  pinned  Arches.  —  The 
►ending  moments  on  a  three-pinned  arch  as  a  load  crosses  will 
►e  the  same  as  those  on  a  suspension  bridge  stiffened  with  pin- 
ointed  girders,  and  so  will  be  as  shown  in  Figs.  161  and  162,  for 
solated  and  uniform  loads. 


*  RIGID   ARCHES. 
General  Conditions  of  Strain. — We  will  first  find  the  re- 
ation  between  the  shape  of  an  arch  and  the  thrust  and  B.M.  for 


Fig,  169. — Rigid  Arches. 

^e  general  case,  and  will  then  take  the  application  to  specia) 
^inds  of  arches. 

Let  p  be  any  point  on  an  unstrained  arch  a  p  c.  Fig.  1 69,  the 
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ordinates  of  p  being  x  and  y,  and  let  the  inclination  of  the  arch  at 
p  to  the  vertical  be  0  and  the  inclination  at  a,  a. 

Consider  a  short  length  h  s  oi  the  arch  at  p,  then  we  have : 

^  =  |-« w 

R  being  the  radius  of  curvature  at  p  and  h  d  the  angle  between 
the  tangents  at  the  extremities  of  the  short  length. 

Also  ^  X  =  bs  .  sin  e  =  R  sin  t^  ^  0  (2) 

^  Y  =  bs.  cose  =  Rcosd  bo (3) 

After  strain  let  the  various  quantities  be  written  with  subscript 
i;  then  we  have  after  strain — 

^>  =  .^, w 

b  x^  =  b  s^  sin  6^  =  Rj  sin  0^  b  6^  (5) 

^  Yj  =  5  i\  cos  6^  =  Rj  cos  6^  bO^ (6) 

.  *.  X  -  Xj  =  jc  =  change  in  horizontal  position  of  p 

=  S  1 5  J  sin  6  -  b  s^  sin  6^^  J 

=  ^  lb  s  (sin  6  -  sin  O-^)  -  (b  s-^^  -  bs)  sin  0^ \ 

=  2  {^  5  .  2  cos  i—/^)  sin  {tlJi\-(bs,  -  bs)  sin  ii}^ 

=  I,  hs  .  cos  «  («  -  0^)  -  (bs^  -  bs)  sin  O^^r (?) 

because  since  f^  -  f^^  is  very  small,  we  may  write 


I  -^ j  =  cos  i^  and  sm  j i  j  = 


cos    ^        ^  '      —     rr^c    H    nnri    cit^    I  11      —  L 

2 


Now  we  have  already  proved  that  for  bending  generally— 

L  _  ^  =  Jl 
R        Rj        EI 

Vr        rJ  ~  bs        bs^ 
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^h^  _  h%^     be^     8  6^ 

b  S  b  S  b  S  b  Sj 

b  S  b  S   \  ^  -^1       / 

(8) 


C-^iT^) 


^he  term  — ^ being  of  the  second  order  and  negligible 


■■■''-''^  =  {i-k)'- 


= 

M 
EI  * 

bs 

NowO 

= 

a   + 

l,b6 

A 

»i 

= 

«1   + 

lb  6^ 

.'.  d  -  e^  =  (a  -  a^)  +  i^be  -  :^be^ 

A  A 

=  (a  -  oj)  +  I A  e  -  *  dj) 

•=(a    -   a,)   +  ||^j-*^  (9) 

Again  j^ i  =  unital  strain  of  bs  =  =r-^, 

Q  being   the   thrust ;    E,  Young's   modulus ;    and  A,  the  cross- 
sectional  area. 

We  may  also  write  to  first  approximation — 

^^1     -     ^'     =    ±0:  (10) 

bs,  EA  ^     ^ 

Putting  these  results  in  equation  (7)  we  get — 

x  =  f  {(|^^+(»  -«i)).*^cose-^.a5,siii»i) 

-  i{- (<-».)  ^  I  ^')-¥?} <■■' 
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O  ^  X 
Since,  as  we  shall  show  later,  the  term    ^   .  ^  is  comparatively 

small,  we  may  replace  it  by  ^ 
....  =  , .-„„.l{*v|M^-%-}     (.. 


This  will  be  clear  from  consideration  of  the  curve  of  S 


EI 


plotted  against  y  (Fig.  170). 

.-.Wehave.  =  v(a^a,  -f  ^-^j  -  sj-^^  ^  ^}   (13) 

This  is  the  general  expression  for  the  horizontal  movement  of 
the  point  p  due  to  the  given  loading. 


I, 


Fig.  170. 

Again  considering  the  vertical  displacement, 
Y  -  Y^  =  change  in  vertical  position  of  p 

=^  2  I  ^  5  cos  ii  -  b  s^  cos  BA 

--  S  I  ^  5  (cos  ^    -    cos  Q^)    +    {h  S^    -    hs)  COS  f^i  \ 


2  <  0  5  .  2  sm i 


{ 


+  (5  Jj    -    hs)  COS  t/] 


=  li 


2  |((^i   -  f^)  .  ^  J  sin  6)  -t-  (^  jj  -  5  j)  COS  d\ 


Two-pinned  Arch. 


;vSi 


.(13./) 


Using  the  same  reasoning  as  before — 

-         x^«      «i  +  --^-i-;^  r  I    El  EAJ 

This  gives  the  general  expression  for  the  vertical  movement  »»f 
the  point  p  due  to  the  given  loading. 

Now  consider  the  following  special  cases. 
Two-pinned  Arch,  />.,  an  arch  with  pin  joints  at  a  and  r.. 
[n  this  case  as  the  span  is  inextensible,  x  for  the  iK)int  b   -  o,  and 
{  for  point  b   =  o. 
.*.   We  have  for  point  b 


o  =    -  2;     --  - 


fM  V  ^5 


E  1 


E  A  I 


(14) 
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Fig.  171.  —  TwO'piniied  Arch, 

Now  M  depends  on  the  loading  and  on  the  horizontal  thrust. 

Let  o,  1,  2,  3,  4  be  the  load  system,  Fig.  171,  and  let  a  be d ef 
be  the  link  polygon  drawn  with  a  trial  polar  distance  H., ;  also  let 
the  ordinate  of  the  link  polygon  at  the  point  p  be  m. 

Then  if  H  is  the  horizontal  thrust,  the  B.M.  at  the  point  P 
=  M  =  H  X  Y  -  Ho .  ;// 


My.  ^x 
EI 


-   ^ 


Ho 


;;/  Y  h  s 
E  I 
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.-.  From  equation  (14) 

I  H  y2  6  X  ^  ^  Hq^y^x        I  Q^  ^ 
A       EI  A         EI  A     EA       ° 

.  •.  Assuming  k  is  constant 

H  =  —^ /  (is) 

2  V2  2  Y^  ^  J 

We  will  now  find  a  superior  limit  for  the  second  term.    For 
flat  arches  Q  is  nearly  equal  to  H. 

B  By 

Taking  arch  as  parabola  Sy2^x=  2S.y6j.- 


A 

A                         2 

=  2   X   I  St  moment  of  area  about  base  a  b  (approx.) 

15 

=   ^.H  (approx) 

Putting  this  in  (15) 

HoSw  y 
•    H  -         * 

H  X  IS  >t2 

A 

8ri 

Ho  2  ///  Y 

(.6 

B 

2Y- 

A 

('  -  'i;)  

The  term ^^  /^  is  neglected  by  many  writers  who  give 

H  =  "°'"^. 

(0 

SY- 


Procedure  to  find  H. — We  see,  therefore,  that  in  order  to 
find  the  horizontal  thrust  for  a  two-pinned  arch  we  first  draw  a 
trial  line  of  pressure  with  a  polar  distance  Ho,  arid  then  draw  a 


Thrust  in  Two-pinned  Arch  due  to  Temperature,     385 

imber  of  vertical  lines,  say  10  or  preferably  20,  at  equal  distances 
ong  the  arch  apart.  We  then  add  together  the  products  of  the 
dinates  of  the  arch  and  the  trial  line  of  pressure,  and  also  add 
e  squares  of  the  ordinates  arch — thus  obtaining  quantities  which 
i  will  call  the  load-arch  sum  and  the  arch-square  sum  respectively. 

The  horizontal  thrust  =  Hq  x   — , — \ approximately 

arch-square  sum 

more  accurately  as  shown  in  equation  (16)  above. 

The  link  polygon  drawn  with  this  polar  distance  gives  the  true 
le  of  pressure,  and  the  stresses  are  obtained  as  explained  on 
372. 

If  the  arch  is  parabolic  the  arch-square  sum  is  -^  r-. 

o 

Thrust  in  Two-pinned  Arch  due  to  Changes  in 
emperature. — Let  the  temperature  be  /  degrees  above  that  at 
lich  the  arch  was  erected  and  let  /3  be  the  coefficient  of  expan- 
)n  of  the  material.  Suppose  that  the  increase  in  temperature 
uses  a  horizontal  thrust  Ht.  Then,  if  free  to  expand,  the  span 
)uld  become  L  (i  4-  /3  /)  =  L  4-  L  /[3  /.  As  the  supports  keep 
e  span  fixed  the  stresses  will  be  the  same  as  if  we  had  given 
e  support  a  movement  inwards  of  L  /3  /. 

That  is  coming  back  to  our  general  expression  of  equation  (13). 


.,,  =  v(.-,.l^')-i{ 


I     My  ^5  _  l^  .  hx 
A*       EI  A      E  A 


In  this  case  Ht  is  the  only  force  acting,  so  that  M  =  Ht  y 


=  H. 


A 

S  y2  ^  J 


EI 


fi  +  ^-J j  approx.  (Seep.  382.) 

For  flat  arches,  of  dimensions  such  that  -^—-^  is  negligible^ 
may  take  h  s  =  h  x. 
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In  this  case  ^—  =  no.  of  sections  of  arch  taken  to  obtain  the 

h  S 

arch  square  sum  =  n 

ThenH,  -        ^l^fl^         (  ) 

arch-square  sum 

Doubly  Built-in  Arches. — Now  take  the  case  of  an  arch 
in  which  the  ends  of  the  arch  are  fixed  in  direction  as  well  as  in 
position. 

Using  the  same  notation  as  in  the  general  case  on  p.  378,  we 
5ee  that  considering  the  point  b, 

X  =  o 

Y  =  o 

«  -  »i  =  o 

Also  considering  the  point  a. 

a   -  ttj  =  o 
From  equation  (9). 


B 


M 


»   -   «i   =  («   -   ai)  +  S  ^^  b  s 
A   E  I 

We  see  that  for  the  point  b, 

A    E  I 


^  M  (^  s  =  o ^. (20) 


A 

From  equation  (13)  we  have 

A   I     El  E  A  /  ^ 

Neglecting  the  second  term  we  get 

^M  Y  b  s  =  o (22) 

A 

Similarly  from  equation  (13  a)  we  get 

^  Mxb  s  =  o  (23) 

A 

Now  let  a,  /^,  Cj  d,  e.  Fig.  172,  be  a  trial  link  polygon  drawn 
■  with  a  polar  distance  Ho  and  let  u  u  be  a  line — called  the  reduced 
base — such  that  S  ^  =  o  and  S  ^  x  =  o. 

Let  a^  b^  c^  d^  e^  be  the  true  line  of  pressure  of  the  arch,  and 
z  z  the  reduced  base  of  the  arch  ;  and  let  the  reduced  base  u  u  cut 
the  trial  link  polygon  in  points  v  v^,  which  projected  vertically 
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upwards  cut  z  z  in  T  Ty  Then  these  points  t  Tj  must  line  on 
-he  true  line  of  pressure,  since  this  is  the  trial  link  polygon  drawn 
•o  a  different  vertical  scale. 

As  soon,  therefore,  as  we  have  found  the  true  horizontal  thrust 
rt,  we  can  draw  the  true  line  of  pressure,  since  it  must  pass 
through  T  and  x^. 


0 

^ 

1 

P     c 

a 

3 

2 

1 

tr^ 

2 

"^l^ 

yf 
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'9 
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^> 
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c 

Fig,  \T1,—Arch  with  Eiida  Built-in, 
Now,  M^j  =  H(P/^  -fh)hs 

/.  SM  =  H  SP^.5^  -  HoS^.^J 

=  o,  since  u  u  and  z  z  are  the  reduced  bases. 

Therefore  equation  (20)  is  satisfied. 

Again,  SMx^j  =  H2P^.x^5-Ho2^.x5j 

»  o 

Therefore  equation  (23)  is  satisfied. 

c  c 
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From  equation  (22) 


B 

S  M  Y  ^5  =  o 

A 


,-.  S(H.P^-  Ho^)Y^5=  o 


.-.  HSy.P^  =  Hoi.Y.^ 

A  A 

.-.  Ho  2  Y .  ri  -  Ho  S  Y  .  ^ 

A  A 

Ho^'.Y.^ 

.-.  H  =  -^ (24) 

2.  Yr^ 

A 

Now,  if  the  arch  is  symmetrical,  ^^  is  constant. 
Now,  ^.Y.ri=  i(ri  \  gk)r^  =  I  rj2  \  gk^r^ 

B  B 

=  S  r '^  +  o  =  2  r  2 

A  A 

S  Y^  =  S(/'i  +^>^)^  =  Sr^^  +^>^2^ 

A  A  A  A 

B  B 

=  2^1^  +  0  =  2r,  ^ 

A  A 

.-.  H  =  "^i'''^- (35) 

u 

This  is  the  same  as  for  the  two-pinned  arch,  except  that  the 
ordinates  r^  and  q  are  measured  from  the  reduced  bases. 
TT  _  Ho  X  reduced  load-arch  sum 
reduced  arch-square  sum. 

The  procedure  is  thus  the  same  as  in  the  previous  case,  when 
the  reduced  bases  have  been  determined.  When  H  has  been 
determined  in  this  way,  the  line  of  pressure  is  drawn  through  t 
and  T^,  and  the  stresses  are  obtained  as  before. 

The  expression  (25)  can  be  shown,  as  similarly  in  the  two- 
pinned  arch,  to  be  more  correctly  expressed  as 

H  =  -"-i^ii:    I 

This  corrective  term  is  more  important  in  this  case. 
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The  Determination  of  the  Reduced  Base  Lines. — 

conditions  giving  the  position  of  the  reduced  base  lines  are 
3st  the  same  as  those  for  the  base  line  of  the  B.M.  curve  of 
iam  with  fixed  ends,  if  the  number  of  elements  taken  is  large 
jgh,  and  so  the  position  of  the  reduced  base  can  be  found  as 
vn  on  p.  232  for  the  fixed  beam. 

fn  symmetrical  flat  curves — as  the  arch  will  nearly  always  be — 
height  of  the  reduced  base  line  above  the  base  will  be  equal 

,       area  between  arch  and  base 

:ie  mean  ordmate,  or  equal  to 

^  span 

in  the  case  of  the  parabolic  arch  will  be  -  r. 

3 
Thrust  in  Doubly  Built-in  Arches  due  to  Tempera- 

e.— By  similar  reasoning  to  that  on  p.  383  we  get 

In  this  case  the  only  load  is  horizontal,  and  line  of  pressure 

es  up  into  the  reduced  base  line. 

.*.  Reduced  base  line  is  line  of  pressure  for   temperature 

sses. 

.'.  Ht  acts  along  base  line 

.-.  M  =  Ht  X  r 

L 


taking  h  s  =  h  x  = 


n 


EI^,=  {^|.v}  (..«*') 


NowlrY  =  Sa^ 

.     TT  EI«/3/ 

.  .    Ht  = 


erm  depe 


k 
[f,  as  before,  we  neglect  the  term  depending  on  -  we  get 

X?  1  ^  n  J. 

H.  = 


reduced  arch-square  sum 
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Lire  Load  cm  Rigid  Arches. — In  dealing  with  live  loads 
cc  ripd  niches  k  b  gencialbr  assumed  that  the  maximum  stresses 
oncTzr  when  ooe^iaif  of  the  span  is  covered.  The  actual  amount 
o<r  5^iia  wbich  has  to  he  coTCfed  to  produce  the  maximum  stresses 
Es  xrches  depends  on  the  ratio  of  the  rise  to  the  span,  and  on 
ihe  narzre  «  the  kad.  and  b  a  very  troublesome  problem  to 
deternairae.  For  a  circalar  arch  with  a  uniform  load  it  is  very 
Eearfy  |  of  the  span.  In  most  cases  the  assumption  of  half-span 
15  cksc  enoogfa.  and  it  has  the  advantage  of  not  requiring  a 
sepime  cikruiation  from  the  thrust  due  to  dead  load. 

If  the  dead  load  is  uniform  and  of  intensity  /,  and  produces 
a  hofinmial  thrust  H,  and  if  the  live  load  is  uniform  and  of 
in^enshy  /.,  and  produces  a  horizontal  thrust  Hj  when  the  span 
15  ha!f  covered-  then 

Note  on  DmiKdiig  for  Arches. — In  ordinary  compara- 
tively flat  arches  the  distances  between  the  centre  line  of  the 
arch  and  the  line  of  pressure  will  be  extremely  small,  and  thus 
the  bending  moments  will  be  difficult  to  determine  accurately. 
For  this  reason  it  is  desirable  to  magnify  the  vertical  ordinates  of 
the  arch  five  or  ten  times — a  circular  arch  thus  becoming  elliptical— 
:r.  dealing  with  the  stresses  in  arches.  If  this  is  done,  the  polar 
cisiar.ce  for  obtaining  the  line  of  pressure  must  be  reduced  in  the 
same  ratio. 

Ihe  above  treatment  of  rigid  arches  is  necessarily  incomplete 
owing  to  our  lack  of  space  to  deal  at  greater  length  with  it. 
For  the  best  theoretical  treatment  the  reader  should  consult 
Thi  Graphics  of  Metal  Arches^  by  L.  W.  Atcherley  and  Prof.  Karl 
Pearson,  F.R.S.  i  Drapers'  Company  Research  Memoirs,  Technical 
Series  III.,  published  by  Dulau  &  Co.,  London). 

Masonr\-  arches  are  dealt  with  in  the  next  chapter. 


CHAPTER   XIV. 
MASONRY   STRUCTURES. 

General  Conditions  of  Stability. — Masonrj^  structures 
re  generally  designed  so  that  there  is  only  compression  stress 
etween  the  blocks  of  which  the  structure  is  composed.  Although 
lortar  has  some  tensile  strength,  it  is  usual  in  British  practice  to 
ssume  that  the  mortar  can  bear  no  tensile  stress,  and  also  that 
le  adhesion  between  the  masonry  and  the  mortar  is  negligible, 
D  that  the  shear  or  tangential  force  must  not  be  greater  than  the 
atural  friction  between  masonry  and  masonry.  We  have,  there- 
Dre,  the  following  conditions  to  be  satisfied  in  masonry  structures. 

(i)  There  must  be  no  tensile  stress  across  a  cross  section. 

(2)  The  maximum  compressive  stress  must  be  within  the 
afe  stress  for  the  material. 

(3)  The  shearing  force  must  not  be  greater  than  the  natural 
riction  between  the  masonry. 


Fig,  173. 

Condition  i.  —  Let  db  (Fig.  173)  represent  the  cross 
action  of  a  masonry  structure,  c  being  the  centroid,  and  let  the 
ne  of  pressure  (see  p.  138)  cut  the  cross  section  at  the  load-poijit 
.,  R  being  the  resultant  force  on  the  cross  section.  Then  R  can 
e  resolved  into  a  shearing  force  S  and  a  direct  thrust  Q.     Then 
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the  direct  compression  stress  per  sq.  in.  =  ^  where  A  =  area  of 

cross  section. 

There  will  also   be   a   bending   moment   equal  to  Q  x  ce 

=  Q  X  a:,  and  if  k  is  the  radius  of  the  cross  section  there  will  be 

M       O  X  jc  X  ^ 
a  compression  stress  due  to  bending  equal  to^  ^  ^        syi — ^ 

M       Q  X  ^'  X  //t 
and  a  tensile  stress  equal  to  ^  =  -^^ — -r—r:^ 

^     !_•    J  •  /•      Q  ,  Q^^c 

.-.    Combmed  compressive  stress  =/,  =  ^  +  ^ 


=?(-'it). 


Combined  tensile  stress  =  A  =    .   ,./  ~  -^ 
•^         A>^^       A 


A  V/^*^ 
Our  first  condition  is  that  there  must  be  no  tensile  stress. 

.*.     -^  -   I   must  be  negative, 
.*.     -^  must  be  less  than  i, 

.'.    The  maximum  possible  value  of  ^  is  given  by 

;^=  ^ (^> 

Now  consider  the  following  special  cases  (Fig.  174) : 
(a)  Solid  Rectangular  Cross  Section. — This  is  the  most  usual 
case  in  masonry  structures. 

If  D  B  =  b.    hP'  =     -    and  dc  =  d.  =  - 
'  12  *       2 

.'.    Our  limiting  condition  becomes  x  =  —  ^7  =  7 
^  12       ^       6 

.'.    E  may  lie  anywhere  between  points  f  and  G,  whose  distance 

b 
apart  =  -•     f  g   is  called  the  Middle  Third  of  the  cross  section- 

3  .       .  .  -^ 

Therefore  E  must  lie  within  the  middle  third.     This  is  called  the 

Law  of  the  Middle  Third. 


VZZZZ^ZZZZZM 
it= 'A -^^e 

^zzzzzzzzzzz^\ 


m 


^cgb 


-• — — —  cl 


Fig,  174. — 3fasonry  Structures, 
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With  regard  to  this  law  it  must  be  carefully  remembered  that 
it  applies  to  rectangular  cross  sections,  and  is  not  applicable,  as 
sometimes  stated,  to  all  masonry  structures. 

(b)  Solid  Circular  Cross  Section.  —  If  d  is  the  diameter  of 

d'^  d 

the  circle,  k-  =  -;  and  d^  =  di  =  - 

'  l6  2 

.  •.    Our  limiting  condition  becomes  ^  =  "^  ^  >  ~  o 
.*.    E  may  lie  anywhere  between  points  f  and  g,  whose  distance 
apart  =  -•     Therefore  in  this  case  the  line  of  pressure  must  lie 
within  the  middle  quarter  of  the  cross  section. 

{c)  Hollow  Rectangular  Cross  Section, — Let  the  cross  section 
be   a   hollow   rectangle    of  the    section    shown    in    the  figure, 

el^  -  {e  -  2t'){b  -  2tf  ^  ^    c     A 

then  k'^  = ,    ,       . 777-77 -TTT  and  f  g  can  be  found 

12  \eb  -  (e  -  2t)  {0  -  2t)) 

from  this. 

{d)  Hollow   Circular   Cross  Section, — Let  the  cross  section 

be   a  ring  of  internal  diameter  ^j,  and   external  diameter  d. 

inen/e   -  ^^^^,  _  ^^^  ^^ 

.-.    In  this  case      .r  =         ^        '^  j  =  -  -5—. 
16  a  Zd 

d-  +  d;^  ,  . 

•■•    ^«=       4^         ^'^ 

In  the  case  where  the  ring  is  thin,  fg  approaches  the  value 

2d^^d 

4d       2 

Therefore,  in  this  case  the  line  of  pressure  must  line  within 

the  middle  half  of  the  cross  section. 

Condition  2.  —  If  the  line  of  pressure  is  in  the  limiting 
position  and  the  section  is  symmetrical,  so  that  d^  •=  d^^  the  value 

of /c  from  equation  (i)  becomes  equal  to  ^  ( i  +  -^\ 

.^-^ <5) 
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of         X .  -\       Q  /         5  ^\ 
i^or  rectangular  sections/;  =  ¥"1     ^  ~^\  ^  A\^  ^  T")"*^^^ 

I  12    i 

2  O    . 
Therefore  the  second  condition  in  such  a  case  is  that  -^  is 

A 

vithin  the  safe  compressive  stress  for  the  material. 

Condition  3.  —  If  /i  is  the  coefficient  of  friction  for  the 
naterial,  the  frictional  force  =  fi  Q, 

.  •.   S  must  not  be  >  /i  Q, 
S 

/>.,  tan  6       „       ,,       >  /i 

3ut  if  tan  0  =  ^,  <^  is  called  the  angle  of  friction.  There  our 
:ondition  now  becomes  that  Q  must  not  be  greater  than  the  angle 
}f  friction  for  masonry  on  masonry.  This  angle  varies  for 
iifferent  kinds  of  masonry,  but  is  in  the  neighbourhood  of  30°. 
some  writers  gives  34**  to  38°. 

In  most  cases  it  will  be  found  that  if  the  first  condition  is 
satisfied,  the  second  two  will  be  satisfied  also. 

Cores. — Given  any  cross  section  of  an  elastic  material,  then 
there  is  an  area  within  that  cross  section  such  that  if  the  line  of 
pressure  falls  within  such  area  there  will  be  no  tensile  stress  in  the 
material,  but  if  the  line  of  pressure  falls  outside  such  area  there 
will  be  tensile  stress  ;  this  area  is  called  the  core  of  the  cross 
section. 

It  can  be  proved  that  *  if  the  neutral  axis  turns  round  a  point 
the  load  point  runs  along  a  straight  line.' 

In  the  case  when  the  load  point  falls  on  the  edge  of  the  core 
the  stress  is  zero  at  the  edge  of  the  section,  see  Fig.  176,  and  so 
the  neutral  axis  is  at  the  edge.  Now  consider  the  rectangular 
section  K  l  m  n,  Fig.  175.  WTien  the  N.A.  is  along  l  m,  f  is  the 
load  point,  and  when  the  N.A.  is  along  k  l,  j  is  the  load  point, 
and,  therefore,  as  the  N.A.  turns  about  the  point  l  the  load  point 
must  move  along  the  line  f  j.  Therefore,  for  a  rectangle  the 
core  is  a  diamond-shaped  figure  as  shown. 

For  a  circle,  the  core  is  a  circle  of  diameter  — . 
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For  other  sections  the  core  can  be  easily  obtained,  but  the 
rectangle  and  the  circle  are  the  most  common  masonry  sections 
which  occur  in  practice. 


F\(j,  175. — Cores  of  Sections, 

Distribution   of  Stress   over  Cross   Section.  — The 

distribution  of  stress  over  the  cross  section  of  a  masonry  structure 
will  be  as  indicated  on  p.  i68,  for  combined  bending  and  direct 
stresses. 


Fig,  176. 


In  the  case  in  which  the  line  of  pressure  is  in  the  limiting 
position  so  that  tension  is  just  about  to  come  on  the  cross  section 
the  distribution  of  stresses  is  as  shown  in  Fig.  176. 


When,  as  is  common,  dc 


V  2  Q 

^t,  D  J  =  -^ 
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Difficulties  of  Theory  of  Masonry  Structures. —  In 
isidering  the  stability  of  masonry  structures  according  to  the 
it  condition  as  to  there  being  no  tensile  stress,  it  must  be 
nembered  that  the  rule  of  the  middle  third  for  rectangular 
:tions,  and  the  corresponding  rules  for  other  sections,  are  based 

the  assumption  that  masonry  is  an  elastic  material,  although, 
1  matter  of  fact,  this  assumption  is  not  really  justified.  It  is, 
refore,  not  surprising  to  find  many  writers  stating  that  these 
s  are  unsatisfactory ;  they  are  generally  alleged  to  err  on  the 

side,  and  some  authorities  state  that  in  rectangular  sections 
line  of  pressure  may  safely  lie  within  the  middle  half.     There 

however,  other  difficulties  even  if  the  material  were  elastic, 
-h  occur  in  such  structures  as  dams.  These  difficulties  lie 
^fiy  from  the  fact  that  secondary  stresses  due  to  shear— which 
comparatively  negligible  in  the  case  of  beams  whose  length  is 
It  compared  with  their  depth — are  quite  appreciable  in  these 
ctures.  A  considerable  amount  of  investigation  has  been 
ied  out  recently  on  this  point,  and  we  will  refer  to  this  point 
n  in  dealing  with  dams.  It  is  to  be  hoped  that  within  a  few 
rs  some  exhaustive  experimental  work  may  be  done  on  the 
feet  of  masonry  structures.  For  the  present,  we  must  be 
ied  by  the  rules  which  we  have  formulated  above. 

Wray's  Rule  for  Uncemented  Blocks. — In  the  case 
Me  blocks  merely  rest  on  each  other,  Wray's  rule  is  to  take  the 
<imum  intensity  of  pressure  as  equal  to  twice  the  normal 
iponent  of  the  thrust  divided  by  three  times  the  distance  from 
load  point  to  the  nearest  edge,  provided  such  distance  be  not 
ater  than  one-third  the  base.  Then  such  intensity  must  be 
hin  the  safe  pressure  for  the  material. 

MASONRY     DAMS. 

The  stability  of  masonry  dams  or  retaining  walls  for  water  can 
determined  by  the  above-mentioned  rules.  Consider  first  the 
I  of  a  dam  with  a  vertical  face  and  a  straight  slope  or  batter 
the  back. 

Let  A  B  c  D,  Fig.  177,  be  the  section  of  a  dam.  The  centroid 
found  by  the  construction  given  on  p.  87,  />.,  by  joining  the 


y/.  ^h£  A  ki3Tj  OKd  Desigm  of  Structures. 

r^f  yJrr^  -ic  a  c  vr^  %  re  2iid  making  c  h  =  b  d,  b  k  =  a  c,  and 


XiTT  -iceader  tiae  sab^lhy  pn-foot  iemgth  of  the  dam. 

-T-  -   -  -    •       u  %i-         IT  (A  C  +   B  d)  .  A  B 

The  wcifiX:  o«  trse  dam  =  \\  =  ,  where  w 

is  r:e  ^cizr::  p^er  ciibi-c  fooc  of  the  material  When  the  resenoir 
ii  e^:cy  :3ic  liae  *A  ;«s>iire  cuts  the  base  in  the  load  point  l, 
iTL'i  iJrjt  ciscoiidon  of  die  stresses  on  the  base  is  as  shown  on 
:r.e  n^jre,  »here 

B  e 


.      W  /        6  L  f\ 


XoiT  consider  the  case  when  the  reservoir  is  full,  the  height 
of  water  being  H. 

Then  the  total  pressure  per  ft.  length  of  the  dam  =  P  =  area 
of  wetted  surface  x  pressure  at  depth  of  centroid 

2  2 

where  o  =  wt.  per  cub.  ft.  of  water  =  62*4  lb.  about. 

This  pressure  in  a  dam  is  at  right  angles  to  the  face,  and  acts 

LJ 

at  the  centre  of  pressure  o,  />.,  at  distance  —  from  b.     This  can 

3 
be  seen   clearly  from    the   figure,   where   N  Q  b   represents  the 
pressures   at   various   depths   and    b  q  =  p  H  ;    then   resultant 

H  .  H  _  p  H^ 
2        ~~     2 

centroid  of  the  A .  i-e.,  at  distance  —  from  b. 

3 

Produce  P  to  meet  the  line  of  action  of  the  weight — i.e.,  the 

vertical  through  G — in  the  point  a,  and  to  some  convenient  scale 

draw  a  b  vertically  =  \V  and  b  c  horizontally  =  P ;  then  \i  a  c  cuts 

n  D  in  M,  M  is  the  load  point  in  which  the  line  of  pressure  cuts 

the  base  when  the  reservoir  is  full.     As  the  water  in  the  reser\oir 

rises,  the  line  of  pressure  gradually  moves  from  the  point  l  to  the 

point  M.     Then  m  must  lie  within  the  middle  third. 


pressure  P  =  area  of  A  b  n  q  =  ^       '        = and  acts  at  the 


"^^  ^77.^^, 


Qsori 


^Di 


'«^«. 
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Wben  rfie  resenrotr  b  fiilL  the  distribution  of  the  stresses  on 
the  base  is  as  shown  oa  the  bgure,  where 


W /        6  r  m\ 
\V  /         6  F  m\ 


ScnnL — la  this  case  a  m  is  not  strictly  the  line  of  pressure  for 
the  dam.  It  is  really  the  tangent  to  the  line  of  pressure  at  the 
point  My.  and  it  determines  the  stresses  on  the  base,  which  is  the 
weakest  section.  If  we  required  the  stresses  over  any  other 
section,  we  should  have  to  go  through  a  similar  construction  for 
such  section  treated  as  the  base.  We  will  show  in  the  next 
e^Eample  how  the  whole  line  of  pressure  can  be  drawn. 

Dam  with  Curved  Flank. — If  a  dam  has  a  curved  flank 
and  a  straight  or  curved  face,  the  line  of  pressure  can  be  drawn 
as  follows:  Consider  the  dam  shown  in  Fig.  178.  Make  a 
number  of  horizontal  sections  i,  i  j  2,  2  ....  5,  5,  and  find  the 
centroids  Gp  g^  ....  c^  of  each  of  the  sections  by  the  construction 
already  gi\'en.  Consider,  as  before,  the  stability  of  a  slice  cut  out 
of  the  dam,  a  foot  or  other  unit  distance  in  length  in  a  direction 
at  right  angles  to  the  plane  of  the  paper.  Now  find  the  resultant 
water  pressures  Pj,  P.,  ....  P5  on  the  portion  of  the  dam  above 
each  of  the  given  sections  when  the  reservoir  is  full :  for  instance, 
P^  is  the  resultant  water  pressure  on  the  portion  of  the  dam  above 
the  line  4,  4,  and  acts  at  two  thirds  of  the  depth  of  the  line  4,  4^ 
and  is  at  right  angles  to  the  face  of  the  dam.  If  the  face  of  the 
dam  is  appreciably  curved,  the  resultant  pressures  must  be  found 
from  the  pressures  on  the  separate  portions  by  means  of  a  link 
and  vector  polygon  construction.  We  now  require  the  centroid 
of  the  section  of  the  dam  above  each  section,  and  may  proceed 
as  follows :  Draw  verticals  through  each  of  the  centroids  0^,  Go,  &c., 
and  on  a  vertical  vector  line  set  out  lengths  o,  i  ;  i,  2  .  .  .  .  4>  5j 
to  represent  the  weights  of  each  of  the  sections ;  then  take  any 
pole  o  and  draw  a  link  polygon  a,  b^  c,  d^  e^f  the  first  and  last 
links  meeting  in  a.  Then  produce  each  link  back  to  meet  a  b, 
f  e  meeting  it  in/  and  so  on.  Through  a  draw  a  vertical  to  cut 
5,  5  in  L^,  through  /  draw  a  vertical  to  cut  4,  4  in  L4  and  so  on. 


Dam  with  Curved  Flank, 
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:hen  joining  up  the  points  l^,  l^,  &c.,  we  get  the  line  of  pressure 
for  the  reservoir  empty  as  shown.  Through  ix)ints  such  as 
L5,  L4,  &c.,  draw  verticals  to  meet  the  water  pressures  p^,  p^,  &c., 
in  F5,  F4,  &c.     Then  combining  P^  with  the  total  weight  of  the 


Fig,  178. — Dam  tcith  Curved  Back, 


dam  above  5,  5  as  shown  in  the  preceding  example  and  drawing 
Fg  Eg  parallel  to  the  resultant  thrust,  we  get  the  load  point  Er,. 
Similarly,  E^  is  obtained  by  combining  P^  with  the  total  weight 
above  4,  4,  and  drawing  a  parallel  through  f^  and  so  on,  and  by 
joining  up  the  points  f^,  f^,  &c.,  we  get  the  line  of  pressure  when 
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fmlL  The  distribution  of  stress  over  any  section  is  obtained  as 
pre\-iously  explained.  It  will  be  seen  that  in  the  above  example 
the  lines  of  pressure  lie  well  within  the  middle  third,  the  y^oiii 
section  being  2,  2. 


Fig,  179. — Trapezoidal  Dam, 

In  the  figure  many  lines  have  been  omitted  to  prevent  tne 
confusion  which  would  otherwise  occur  when  reduced  to  so  small 
a  scale.  The  student  should  work  such  an  example  to  a  large 
scale  to  obtain  familiarity  with  the  method. 

Calculation  for  Width  of  Base  of  Trapezoidal  Dam. 
— Let  A  B  c  D,  Fig.  179,  be  a  section  of  a  trapezoidal  dam  with  a 
vertical  face,  and  let  a  e  be  of  length  a  and  c  d  of  length  l^,  the 
height  of  the  dam  being  A.  We  require  to  find  the  value  of  ^to 
just  keep  the  line  of  pressure  o  L  within  the  middle  third  of  the 
section. 
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We  first  require  the  position  of  e,  the  point  where  the  vertical 
through  G  the  centroid  of  the  section  cuts  the  base  ;  let  this  be  at 
distance  x  from  d.  Then  we  have,  dividing  the  section  up  into 
a  rectangle  and  taking  moments  round  d, 

^^iL'i^Jb  -  a){b  +  2a)\ 
2\  3  ^ 

=  ^fyf>'  +  ab  +  a^^ 

.'.  X  = — (i) 

3{a  +  b)  ^  ^ 

Now  if  the  weight  per  cubic  foot  of  the  masonry  and  water  are 
o.nd  |0  respectively, 

Total  water  pressure  per  foot    =    P   =  ^ — 

•  u.    r                                  \\7       w  ia  ■\-  b)  h 
„     weight  of  masonry     „        =  W  =  — ^^ — 

Now     ii^  -  -^-  -   -  --^A 

O  E        W        7V  (a  -\-  b) 

.'.  i'  =         P^ 
"  ^        7V  {a  -{•  b) 

^  ~  37v{a  +  b) ^^^ 

Then  if  the  line  of  pressure  is  to  lie  within  the  middle  third, 
-  have : 

X  +  y  =  Y (3) 

a^  -\-  ab  -\-  l^  3  P  h  2        _  ^  b 

'  ■'         3  a  +  ^  3  a;  (a  +  ^)  ^ 

d^  ^  ab  +  b'^  +^~  =  2b(a  -^  b) 

a^  -{-  ab  +  b'^  +^—  ^  2ab  +  2b'^ 
w 

...  ^  +  a^  -  a2  -  ^-.^  =  o     (4) 

w 

When  a,  h^  p,  and  w  are  given,  b  can  be  found  by  the  above 
aadratic  equation. 

D  D 
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Triaxgclar  Sbctiox. — If  the  dam   is   of  triangular  cross 
section  a  =  a. 

..  weget^  =  A     Ap 
^    w 

Rectangular  Section. — In  this  case  a  =  h^ 

^    w 

NUSJERICAL  Example. — A   masonry  dam  of  trapezoidal  section 
is  2^  ft.  Mi^h  ami  ^  ft.  thick  at  the  top.     If  the  masonry  iveighs  144  lb. 
per  cub.  ft.,  find  the  necessary  'width  of  the  base  to  a^'oid  tensile  stresses. 
IVhat  is  then  the  maximum  compressri'e  stress  ? 

Putting  these  values  in  equation  (4)  we  have — 

^   .        .  ,        624  X  625 

^  +  4  ^  -   16  -   — ~ =  o 

144 
^  +  4  ^  -  2708  =  o 


I 


.  __   -_4  +  s/i6  +   1083 
~"  2 

-  4  +  34-62 

2 
=    15-31  ft. 

->  w 

Then  the  max.  compressive  strength  =  — i — 

2  X  25  X  965         144  ^  - 

=  -   ^       7    -^  X      ^"-  tons  per  sq.  ft. 

15-31  2240  ^       ^ 

=  2-25  tons  per  sq.  ft.  nearly. 

Recent  Developments  of  Theory  of  Dams.— In  a 
paper  on  Some  Disregarded  Points  in  the  Stability  of  Masonry 
Dams,*  Mr.  L.  W.  Atcherley  and  Prof.  Karl  Pearson,  F.R.S., 
pointed  out  that  the  stability  of  vertical  sections  as  well  as  of  the 
horizontal  sections  should  be  considered. 

Let  A  B  c  D,  Fig.  180,  be  the  section  of  a  dam,  and  let  befc 
represent  the  stresses  on  the  base  when  the  reservoir  is  full,  this 
being  obtained  as  previously  explained.  Now  consider  a  vertical 
section  k  j  of  the  dam.     The  forces  acting  on  it  are  as  follows : 

{a)  An  upward  pressure  denoted  by  the  area  c  f  m  j. 
*  Dulau  t\:  Co.,  London,  1904- 
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{b)  A  downward  pressure  due  to  the  weight  of  the  portion 
K  J  of  the  dam. 

(c)  A  shearing  force  S  at  the  base  of  the  dam. 


Fig»  180,— Stresses  on  Vertical  Sections  of  Davis. 


Now  let  the  diagram,  befc  be  drawn  in  terms  of  feet  of 
masonry,  i.e.,  one  inch  in  vertical  height  represents  the  weight  of 
one  square  inch  of  the  section ;  or  if  the  linear  scale  is  i"  =-  x  ft. 
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and  one  cub.  ft.  of  masonry  weighs  w  lb.,  i"  on  c  f  represents 
w  x^  lb.  per  sq.  ft. 

Then  c  k  j  represents  the  weight  of  the  portion  c  k  j  of  the 
dam,  so  that  the  difference  c  f  m  l  represents  the  resultant  upward 
pressure  on  k  l.  Let  this  area?  be  Q  lb.,  and  let  its  centroid  cut 
the  base  in  n,  then  Q  x  n  j  is  the  bending  moment  about  the 
centroid  R  of  the  section  k  j. 

To  obtain  the  value  of  the  shearing  force  we  must  assume  a 
law  for  the  distribution  of  the  shear.  As  a  first  approximation  take 
this  as  a  parabola  c  d  b,  the  area  being  the  total  shear,  i.e..,  the 
water  pressure  p.  Then  S  is  the  area  c  j  h  of  the  shear  curve,  and 
its  moment  about  the  centroid  is  S  x  j  r. 

We  can  combine  S  and  Q,  thus  obtaining  the  resultant  T; 
then  drawing  n  l  parallel  to  T  we  get  l  the  load  point  for  the 
vertical  section  k  j,  and  if  l  falls  outside  the  middle  third,  there 
will  be  a  tensile  stress  at  j. 

There  has  been  some  considerable  controversy  as  to  the  form 
of  shear  curve  to  adopt,  and  some  exhaustive  experiments  have 
been  made  by  Professor  Pearson  and  Mr.  A.  F.  Pollard  with  a 
view  to  determining  such  form.  These  experiments  are  described 
in  a  paper,  An  Experimental  Study  of  the  Stresses  in  Masonry 
Dams.*  Some  interesting  articles  and  letters  on  the  subject  are 
to  be  found  in  Engineerings  vols.  79,  80. 

Considerable  interest  in  this  question  was  taken  by  the  late 
Sir  Benjamin  Baker,  and  his  regretted  death  prevented  a  very 
valuable  opinion  being  given  on  the  experimental  investigations. 

Practical  Rules  for  Masonry  Dams.  —  Molesworth 
formulae  : 

High  Dams. — Let  P  be  the  safe  pressure  in  tons  per  sq.  ft.  on 
the  masonry. 

Let  X  be  the  depth  in  ft.  of  a  given  point  from  the  top ;  y  the 
horizontal  distance  in  ft.  from  such  point  to  flank  of  dam ;  and 
z  the  horizontal  distance  in  ft.  from  such  point  to  face  of  dam. 


Then 


*  Dulau  &  Co.,  London,  1907. 
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Low  Dams. — Width  at  bottom  =  7  x  height. 
„  „  middle  =  '5  x  height. 
„       „  top  =  '3   X  height. 

RETAINING    WALLS    FOR    EARTH    PRESSURE. 

In  addition  to  the  difficulties  of  satisfactory  theoretical  treat- 
ment of  the  retaining  wall  itself,  as  pointed  out  with  respect  to 
dams,  we  have  in  the  design  of  retaining  walls  for  earth  pressure 
the  additional  difficulty  of  determining  the  magnitude,  direction 
and  point  of  action  of  the  resultant  pressure  due  to  the  earth.  As 
soon  as  we  have  found  this  resultant  pressure  P  in  magnitude, 
direction  and  position,  we  proceed  exactly  as  in  the  case  of  the 


Fig.  ISl.— Stability  of  EaHhicork. 

dams,  viz.,  we  produce  the  line  of  action  of  the  pressure  P  to  meet 
the  vertical  through  the  centroid  of  the  wall,  and  find  the  resultant 
of  P  and  the  weight  W  of  the  wall,  and  then  determine  the  load 
point  at  which  the  line  of  pressure  cuts  the  base. 

We  will  deal  with  three  theories  of  earth  pressure,  viz.,  (i) 
Rankine  Theory,  (2)  Wedge  Theory,  (3)  Scheffler  Theory. 

In  all  these  theories  we  will  assume  that  the  pressure  at  any 
point  is  proportional  to  the  depth,  so  that  the  resultant  pressure 
acts,  as  in  the  case  of  water,  at  one- third  of  the  height  from  the  base. 

Angle  of  Repose.— If  a  bank  of  earth  be  left  to  itself  it  will 
crumble  down  under  the  action  of  the  weather  until  it  has  taken 
up  a  certain  slope,  as  indicated  in  Fig.  181.     The  angle  of  incli- 
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cation  ii  whiich:  socfi  cnrmbln^  ceases  b  caUed  the  angle  of  repose, 
and  depemis  on  the  tunrre  of  the  eaith  and  on  its  wetness. 

Wben  i  wall  b  pbced  so  as  u>  j^event  this  crumbling,  there 
win  be  a  pressure  P  due  to  a  portion  such  as  the  wedge  c  b  d 
whkh  wocld  till  down  it  the  wall  were  removed.  As  pointed 
OGt  above,  the  chief  diflBcuhy  consists  in  determining  this 
pcessore  P. 

The  angle  of  repose  of  eaith  corresponds  to  the  angle  of 
frktion  of  materials  generally.  Thus  we  may  say  that  the  angle  of 
repose  for  masonry  on  masonry  ts  about  30  degrees. 


Angle  or  Repose  and  Weights  or  Various  Substances. 


Sab»tazxx 

Ai^le  of  Repose 
f  degrees 

Weight  in  lb. 
per  cub.  ft. 

Sand,  fine  dr>- 
„      wet 

31  to  37 
26 

J 

89  to  118 

Vegetable  earth,  dr)- 

29 

»» 

moist 

45  to  49 

100  to  I2C 

»> 

ver)'  wet 

17 

Clay.  dr\- 

29 

„      damp 

45 

J 

120  to  135 

„      wet 

16 

Gravel,  clean 

48 

I 

„       with  sand 

26 

90  to  no 

Shingle 

39 

Rankine's  Theory  of  Earth  Pressure. — In  this  theory 
of  earth  pressure,  the  earth  is  treated  in  the  same  way  as  elastic 
solids  in  a  state  of  strain. 

Let  the  principal  stresses  (see  p.  14)  on  a  cube  of  earth  under 
a  state  of  strain  at  a  given  point  be/  and  q,  Fig.  182.  Then  the 
earth  tends  to  slip  along  any  plane  through  the  point  except  the 
planes  of  principal  stress,  and  the  tendency  will  be  greatest  on  the 
plane  on  which  the  resultant  stress  is  most  oblique,  and  if  such 
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obliquity  becomes  equal  to  (^,  slipping  will  occur.     On  p.  16  we 
Droved  that  the  stresses  on  a  plane  inclined  at  0  to  the  stress  /  ar  e 

f^  =  normal  component  =  /  sin-  ^  +  ^  cos-  ^    ( i ) 

fx,  =  tangential  comixjnent  =  {p-q)  sin  ^  cos  ^  (2) 

Then,  if  /3  is  the  angle  of  the  resultant  stress  to  the  normal 
fn  ^  P  sin^  e  +  g  cos-  Q  ^  /  tan-  ^  +  y 
/t        (/  ~  ^)  cos  d  sin  i)        (p  -  q)  tan  ^ 


cot  /3 


? 


■*-«- 


r 


J 


''1*4- 


V 
Fig,  IS 2.— Rankine' 8  Theoi'y  of  Earth  Pressure, 

rr.,     .  .  .  ,  ^   cot    /3 

This  IS  a  maximum  when  — -=— -^   =  o. 

a  u 

:>.,  (/  -  ^)  tan  e  .  2/  tan  6  sec^  0-{p-q)  sec^  6  (p  tan^  e  +  ^)  =  o 
/>.,  (/  -  q)  sec2  6^  (2/  tan2  6  -p  tan2  e  -  q)  =  o 

i,e.,  tan2  fl  =  ? 

.,  cot/3  =  — ^i-^_ 


t,e. 


cos2/3  _  I 


.  P 
sin-2  /3 


4/y 


sin2  /3  sin^  /3  (/  -  ^)-^ 

I     ^  {p-</Y  +  Apg  ^  {p±g?_ 

sin2/3  {p-^y  {p-gY 

{PzA 

\p^<h  


sin  /3 


■(3) 
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As  fl  increases  the  limit  will  occur  when  /3  =  0 

p-Q 

t,e,.  sin  <^  =  - — - 

or  ^  =   ^— "    4) 

/        I  +  sm  0 

That  is,  the  ratio  of  the  lesser  principal  stress  to  the  greater 

cannot  be  less  than ; — ? 

I  +  sin  0 

When  the  horizontal  principal  stress  is  the  least  possible,  the 
earth  is  on  the  point  of  sliding  downwards,  but  when  the  hori- 
zontal principal  stress  is  the  greatest  possible,  the  earth  is  on  the 
point  of  heaving  up. 

Case  i.  Retaining  Wall  with  Vertical  Back,  Earth 
Horizontal. — In  this  case,  if  we  consider  a  piece  of  earth  at 
depth  X  from  the  surface,  we  have  /  =  w^x,  w^  being  the  weight 
per  cubic  foot  of  earth,  Fig.  183. 

.'.  Least  horizontal  thrust  to  maintain  equilibrium 

(i  -  sin  0) 
I  +  sin  0 

We  see,  therefore,  that  a  b  c  gives  the  variation  of  horizontal 
thrust 

where  a  c  =  "'■=^<'  "  ""  »> 
I  -I-  sin  0 

r,,      ,  X.  r  w^h^  /i  -  sin  0\ 

.'.  1  otal  pressure  P  =  area  of  a  b  c  =    1 ; — -  I 

^  2     \i  +  sm  0/ 

If0    =    30  ,   P    =    -^ 

o 
Graphical  Construction  for  P. — Draw  a  e  at  angle  0  to 
vertical  to  meet  horizontal  through  b  in  e,  and  with  centre  e  and 
radius  e  b  describe  an  arc  e  f 

Then  P  =  ^  w^ .  a  f^ 

Because  a  f^  =  (a  e  -  e  f)'-  =-  (a  e  -  e  b)'^  =  |  ( )  -  (/^  tan  0)  - 

I  \cos  0/  ) 

-  h-  (^  ~  ^^^  ^\  =  ^'  ^^  ~  sin 0)2 
\    cos  0    /  cos-  0 

^  /i-  (i  -  sin  0)-  ^  k^  (i  -  sin  0) 

(i  -  sin-  0)  I  +  sin  0 
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e  then  produce  P  to  meet  the  vertical  through  the  centroid  a 
and  take  a  ^  =  W  =  weight  of  wall  per  foot  length,  and 
P,  then  \i  ac  cuts  the  base  in  the  load  point  l,  this  should 
:hin  the  middle  third. 


•fsifvip) 


Fig.  lS3,—Bankine'8  Theoi-y  far  Retaining  Wall 
with  Vertical  Back, 


Case  2.  Retaining  Wall  with  Sloping  Back,  Eartk 
ZONTAL. — In  this  case,  if  the  slope  of  the  wall  is  6,  Fig.  184, 
ve  to  find  from  the  principal  stresses  the  resultant  stress  at 


^lO 
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Fitj.  1>4.  —  RatiArine's  Theory  for  Retaining  Wall 
icith  Sloping  Back. 

any  point     This  can  either  be  found  by  the  equation  (3),  p.  16,  or 
graphically  as  follows : — 

Draw  A  K  at  right  angles  to  a  b,  and  make  it  equal  to  ^ — — 

and  draw  k  m  at  an  angle  2  h  to  a  K,  making  it  equal  to  ^— — 

then  AM  is  the  resultant  stress,  and  the  area  of  the  triangle  b  a  m 
gives  the  resultant  pressure.  For  drop  M  T  perpendicular  to  a  k, 
then  M  T  =  M  K  sin  2  0  =  ( /  -  ^)  sin  0  cos  0  =  ft 


AT   =    AK-TK    =^-^^    _(f-V) 


cos  28 
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=  -{(/  +  ^)  (sin-  6  +  cos-  6)  -  (/  -  q)  (cos-  0  -  sin-  «| 
=  -  I  2/  sin-  0  +  2  $^  cos-  0 1  =  /  sin-  0  +  ^  cos-  0  =  /„ 

.    A  M    =     >^/  A  T^    +    M  T- 

=  / 

As  before,  p  =  w^h 

,  (i  -  sin  0) 
^  (i  -H  sin  0) 

*Case  3.  Surcharged  Wall. — When  the  earth  slopes  upward 
m  the  wall,  the  wall  is  said  to  be  surcharged.  The  inclination  of 
:  earth  can  obviously  be  not  greater  than  the  angle  of  repose. 

IVow  consider  the  equilibrium  of  a  small  parallelopiped  q  r  s  r. 
:.  185,  of  the  earth.     The  pressures  /  on  the  forces  q  r  and 

are  vertical  and  parallel  to  the  faces  q  t  and  r  s.     Therefore 

resultant  stresses /^  on  the  faces  q  t  and  s  r  must  be  parallel 
he  faces  q  r,  s  t.  The  stresses  /  and  f^  are  then  said  to  be 
jugate.  We  now  require  to  find  the  principal  stresses/  and  q 
esponding  to  /  and  fy  Suppose  /  and  f  are  known  and  set 
equal  to  x  u  and  x  v  along  a  line  at  inclination  a  to  x  z,  and 
^  Y  be  bisected  at  v,  and  v  z  be  drawn  perpendicular  to  x  z. 
n  z  u  and  z  v  are  joined,  it  follows  from  considering  the  con- 
ction  proved  for  Fig.  184  that 


X  z 


u  z  -  z  Y 


■  /  +  ^ 


2 


Nowxz  ^t±l  =/  +  /i   X  _£_ (I) 

2  2  cos  a 

Z  y2    =   Z  V2    +    V  y2    =    (X  Z-^    -    X  Y'^)    +    V  Y^ 

\2  COS  a)  J^^ 

=^^(f^r'^> (^> 

\2  cos  a/ 


P  -  q  = 

2 


Z  Y 


Fig.  l^.—Rankines  Theory  for  Surcharged 
Retaining   Wall. 
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Squaring  (2)  and  (i)  and  dividing  we  have 

\2  COS  a/ 

As  we  have  previously  shown  y- I  =  sin  0 

(/  +  /^)2  =  4//a42!i^ (4) 

"^•^  •'^^  COS-  0 

again,  4//^  -  4//1 
.-.    Subtracting 

(/-/,)■= 4//,  0^,=-.) (s) 

(/  -  /A''    _   COS^  g    -    COS''  </> 
/  +  /i/                ops'" 
.  /^  =      /cos'^g  -cos^9  (6) 

y  COS  a  ±  Vcos-  a  -  COS*^  0 

/l  COS  a   +  \/cOS'-  a    -  COS-  0 

f   ^  COS  g  -    Vcos-^  g   -  COS-  0         .   . 
/  COSg   +    VcOS-  g    -  COS-  0 

he  signs  being  taken  thus  to  give  the  least  value  of/^. 

When  a  =  0,/  =  /i  (8) 

Now/  =  w^x  cos  g,  since  the  area  of  the  face  q  r  is  increased. 

cos  g  -  Vcos-  g  -  cos-  0 

.  Pressure  at  base  =  w^x  cos  a  . ; =  a  c 

.     cos  g  +  Vcos-  g  -  cos-  0 

.'Resultant  pressure  =  p  =  area  of  A  bag 

yj  ^2  (cos  g  -   Vcos-  g  -  cos=^  0I        .  . 

=  ^ —  cos  a  A -p====\,,.  (9) 

2  j^cos  g  +    Vcos^  g  -  COS*^  0j 

The  stability  is  then  found  as  in  previous  cases. 

When  the  wall  is  not  vertical,  the  stress  is  found  as  shown 
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.ijsiciinalT  iar  Fjc  lii.   iinr  ♦  wiH  x»t  be  the  angle  with  th( 
xnr^-^  Tnn  yn±  zsa:  zrsru^zn  of  ^,  viikh  will  be  incliDcd  to  th( 


x^irrL^^  a:  •^r- 


VUQ  C 


V 

\ 

d 


-B 


'f 


IW 


»A 


A 


V 


7777777777^ 

/ 

5:    /' 


s^ 


\  ! 
\ 
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F'.k;.  l!S[>. — r\<:wi".^'<  TKeory  fur  Depth  of  Foundations. 

^  Minimum  Depth  of  Foundation  on  Rankin 
Theorj'. — Suvycse  :ha:  :he  wall  has  just  stopped  subsiding,  the 
:hc  v\\r:h  or.  ea.h  side  :<  on  :he  poin:  of  heaving  up,  Fig.  i86. 

.\   lust  Ivlow  w;ill  ^    =  least  possible  \-alue  =  ■. — - 

/*  I   +  sin  ^ 
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At  the  same  depth  at  the  side    —^  has  the  greatest  possible 

/i 
value  since  heaving  up  is  about  to  occur,  since  in  this  case  the 
horizontal  stress  is  the  greater. 

.    $^1  _  I  +  sin  0 
A        I   -  sin  0 
And  q^  must  equal  q. 


.-.  £1  ^  £  =  ^-  =  /i    +  sin  0Y 
"  Pi    '  P      A       \i   -  sin  <j>) 


,  T  ^       weight  of  wall       W 

Now  /  = ^ — -^ — ^^— =  -, 

area  of  wall  B 

taking  the  stability  as  before  per  foot  in  direction  perpendicular 

to  the  plane  of  the  paper. 

/i  =  pressure  due  to  column  of  earth  of  height  d 

=  w^d 

W      ^  /i  +  sin  0Y 

'  '  w^b  d       \i   -  sin  <p) 

W 


/i   -  sin  ^V-^ 
\i  +  sin  0/ 


Numerical  Example.  —  The  weight  of  a  structure  which  is  to 
be  carried  on  a  concrete  foundation  is  1200  tons^  including  the  weight 
of  concrete  in  the  foundation.  The  area  of  the  base  of  the  concrete  foun- 
dation is  300  square  feet.  At  what  depth  below  the  surface  of  the  soil 
must  the  base  of  the  foundation  be  placed^  when  the  weight  of  earth 
is  3000  lb.  per  cubic  yard  and  the  angle  of  repose  is  38°  f  (B.Sc. 
Land,  igoj.) 

In  this  case  sin  0  =  '6157 
^.    I  -  sin  0  _    -3843 
"  I  +  sin  0       r6i57 
3000 

27 
1 200 

i)  =  - —    X  2240  =  4  X  2240 
^        300 


.-.  ^  = 


4  X  2240  X  27  /  -3843  V 


3000 


X  27  /  -3843  y 

\r6i57/ 


=  4-56  feet. 


WEDGE   THEORY   OF   EARTH   PRESSURE. 
Experience  shows  that  when  a  wall  fails  the  earth  first  slides 
down  some  line  such  as  b  c,  Fig.  187,  called  the  line  of  rupture. 
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and  the  earth  finally  crumbles  down  to  the  natural  slope  bd. 
Thus  the  wedge  a  b  c  is  supported  and  kept  in  equilibrium  under 
three  forces. 

( 1 )  A  pressure  P  on  the  wall — assumed  horizontal  and  acting 
of  two-thirds  the  depth — the  friction  on  a  b  being  thus  neglected. 

( 2 )  The  weight  \V  of  the  wedge  a  b  c. 

(3)  A  reaction  R^  inclined  at  an  angle  0  to  the  normal. 

We  now  require  to  find  the  position  of  the  line  of  rupture  bc 
to  make  P  a  maximum. 

It  will  be  seen  from  the  figure  that  R^  is  at  an  angle  0  to  W. 

.-.  From  the  A  of  forces  shown  on  the  figure,  P  =  W  tan  0. 

Draw  R  G  at  /  0  to  A  B  to  meet  d  a  produced  in  g,  and  draw 
a  f  and  c  e  perpendicular  to  b  d,  and  let  b  d  =  /^,  c  e  =  jf,  bg  =^, 
a  F  =  a. 

Then  if  /  a  d  u  =  /3 
.  •.   P  =  W  tan  d  =  w^  (area  of  A  a  b  c)  tan  6 

=  -  (ab  -  xb)  tan  0 

w^  X 

^^b{a  -  x),— 

2        ^  ^     BE 

r  IS  a  maximum  when     .-  =  o 
d  X 

/.f-.,  when  (/'  -  A'  cot  /))  \a  -  2  A']  -  (a  x  -  x-)  ( -  cot  \l)  =  0 

/>.,  A- cot  o  -  2<^A'  +  a/^  =  o    (2) 

i.e.,  b  {a  -  x)  =  x  {b  -  x  cot  /3)     .-(s) 

Now     A-  {b  -  x  cot  /))  =  a:  .  B  E  =  2  X  area  of  A  bce 

b  {a  -  A')  =  2  (area  A  abd  -  Acbd) 

=  2  X  area  A  ABC 

.  •.   P  is  a  maximum  when  the  As  b  c  e  and  a  b  c  are  equal  in  area. 

l^hen  P  =  '""^  ^2 

2 

^  ,  ,  b±    Jb''  -  ab  cot  13 

From  (2)  A'  =  ^^^ s 

^  '  cot/3 
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Tb*  —  ^r»  s  2na±Essr:^  snce  x  cot  p  cannot  be  greater 


^ F-  -  g^cot  /3 
cot  3 


..(4) 


I*:**-  vTcc  3 


i  ~  h  ^\  - 


.  I  /        ^ 

=  .-,  -    N^'  -71 

=  .-  -    ^cic-  a)  (5) 

. .  ?  =  ^*  \c  -    ^cic-a)Y 

Graphical  Dctenninatioa  of  P.— P  can  be  obtained 
pxribac-ilT  is  3  :Oc«v5  :  Frocn  die  base  b  draw  a  line  b  g  at  angle 
o  t,'  rxj  ^^iTDv-jL*^  isi  rrcCDoe  the  !ine  of  the  surface  of  the  earth 
r."  rwec  ::  :-  a  T:>ei:i  ctaw  ji  Siesixircle  b  h  c  on  b  g,  and  draw 
A 1  p«;r^':>ix-Jiir  rr  ?  .^  xad  prodoce  it  to  meet  the  semicircle  on 
H.     W::h  C!fr.r>f  :-  dnw  in  xrv:  k  t  to  meet  b  o  in  k. 

Tv.x  ?  —Or-k  :.>->.;.-  :r:cr-  :he  uyper   portion  of  the  figvi^^» 


:  H-  =  :  c  V.  L  =  r <*-  -  a » 


-  v  =  G  H  =    ^  / 1 1*  —  a ) 

":    x    =    -*    —    ^    *'  w"  —   <Z) 
-  f    <-     =    —       J.     -     V    *    U     -    «l)j 

Case  when  Earth  is  Horizontal. — \Mien  the  eartlx 
.\  ,;  =   ":  >:r.  a  v  f  =  h  cos  o 
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P  = 


^       ^  J  ICOS^  ^COS^.\COS0  ^f) 

COS  0-^1^  ^  j 

_  ^'^  (i  -  sin  0)'^ 

~  COS^  0 

(i  -  sin*^0) 

^  (i  -  sin  0) 
~     I  +  sin  0 

w^h^  ^    I  -  sin  0 
2  I  +  sin  0 

This   gives   the   same   result  as   Rankine's   theory  for  earth 
rizontal  and  back  of  wall  vertical. 

Scheffler*s  Theory  of  Earth  Pressure.  —  Scheffler 
umes  the  resultant  pressure  to  be  inclined  at  the  angle  of 
ose  0  to  the  horizontal.  Therefore  for  this  theory  we  find  P 
for  the  wedge  theory,  and  take  the  resultant  pressure  as  the 
)lved  component  of  P  in  the  direction  0  to  the  horizontal, 
s  will  be  clear  from  the  worked  example  on  p.  421.  Many 
lorities  object  to  this  theory  on  the  ground  that  if  the  earth 
le  back  of  the  wall  is  wet,  the  thrust  will  not  be  inclined. 
Baker's  Practical  Rules  for  Earth  Pressure.  —  Sir 
jamin  Baker,  as  the  result  of  long  experience  in  the  practical 
gn  of  retaining  walls,  suggested  that  they  should  be  designed 
f  the  pressure  of  the  earth  were  equivalent  to  that  of  a  fluid 
hing  20  lb.  per  cubic  foot,  and  made  the  thickness  of  the 
from  J  to  I  the  height. 
Take  0  =  30°  roughly,  and  ze;  =  120  lb.  per  cubic  foot.    Then 

lorizontal  surface  P  =  —^ —  =  20  ^2. 

20 .  li^ 
According  to  Baker,  P  =  — '- —  =  10  h^,  so  that  Rankine's  or 

^edge  theory  would  give  a  factor  of  safety  about  twice  that 
alcer's  rule. 

A^edge  Theory  for  Wall  with  Sloping  Back.— If  the 
-   of  the  wall  slopes  it  is  usual  in  the  wedge  theory  to  take  the 
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A  B  A  a'  (Fig.  1 88)  of  earth  as  assisting  the  wall.  Let  g^  andc^ 
be  the  centroids  of  wall  and  A  respectively,  and  let  their  weights 
be  W^  and  W.^,  then  set  out  horizontally  from  G2  a  line  to 
represent  W^,  and  from  o^  one  to  represent  Wg.     Join  across,  and 


Y^^/TTTTTT^^ 


Fig,  188. —  Wedge  Theory  for  Retaining  Wall  with 
Sloping  Back* 

where  they  cut  0^  o.^  in  o  gives  the  point  through  the  resultant 
weight  Wj  +  W2  is  taken  to  act.  P  is  found,  and  the  rest  of  the 
work  is  completed  as  in  the  ordinary  case. 

Calculation  of  ^Vidth  of  Base  of  Retaining  Wall- 
In  this  case,  if  the  earth  is  horizontal,  we  proceed  exactly  as  in  the 


3' ^ 


-2573fens 


Fig,  189. — Eocatnple  of  Retaining  Wall, 
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case  of  the  dam  (see  p.  401),  but  instead  of  having  P  =  - —  we  have 


2 


^       o/e  ^^  ( I  -  sin  0)  ,       .  .       ...  ,         ,      , , 

P  = ^ — — — : — — V,  so  that  in  equation  (4),  (p.  401)  we  should 


,     .         zc/g  /i  -  Sin  0\   _ 

substitute  —  I : — - 1  for  p. 

2    \i  +  sm  0/         ^ 


In  conclusion,  it  must  be  admitted  that  none  of  the  above 
theories  of  earth  pressure  are  really  satisfactory,  but  they  give 
results  that  are  found  to  be  safe  in  practice,  and  so  may  be  used 
as  a  safe  guide.  There  is  great  need  of  some  further  experimental 
work  on  the  subject. 

Numerical  Examples  of  Retaining  Walls. 

(i)   A  retaining  wall  is  20//.  high  and  the  level  of  the  earth  is 

horizontal.     The  wall  is  6  ft,  wide  at  the  base  and  '^ft.  wide  at  the 

top  and  weighs  120  lb.  per  cub,  ft.,  the  back  being  horizontal    If  the 

angle  of  repose  for  the  earth  is  30"  and  the  weight  is  100  lb.  per  cub.  ft 

determine  the  stability  of  the  wall. 

T     ,,.  ,j       We  ^^  (i  -  sin  ^)       100.20x20    (i-'5)iu 

In  this  case  P  =  7 — ; — ■. — ^  =    .  - — -^  lb. 

2      (i  +  sin  0)  2  (I  +  -5) 

100  X  400        \ 

=    ^—  X  -^  tons  =  2*97  tons    - 

2  X  2240        \\  ^' 

20     X    ——^    X    120  1200    X    Q 

W  =     =" =  "  =  4-82  tons 

2240  2240 

Fig.  189  shows  the  section  of  the  wall,  the  centroid  being  found  as 
indicated.  Set  out  a  b  equal  to  2*97  tons,  horizontally  at  one-third  of 
the  height  from  the  base,  and  produce  it  to  meet  the  vertical  through  the 
centroid  in  d.  Then  set  down  de  vertically  equal  to  4*82  tons,  and  cf 
horizontally  equal  to  a  b,  then  df  is  the  line  of  pressure,  and  comes 
outside  the  base  so  that  the  wall  on  Rankine's  and  the  wedge  theory 
is  unstable.  For  Scheffler's  theory  draw  a  vertical  through  b  and 
draw  a  ^*at  an  angle  0  =  30**  and  produce  a  c  io  meet  the  centroid 
vertical  in  d\  then  if  d'  L'  is  parallel  to  d  L,  l'  is  the  load  point  on 
Scheffler's  theory,  this  load  point  coming  inside  the  base  but  outside 
the  middle  third. 

{2)  A  surcharged  retaining  wall  is  of  the  section  shown  in  Fi^-  ^9°' 
the  surcharge  being  20°  and  the  earth  weighing  120  lb.  per  cub.fi-  and 
having  an  angle  of  repose  of2(f.  Determine  the  stability  of  the  ivalltj 
the  masonry  weighs  1 50  lb.  per  cub.  ft. 

The  centroid  is  first  found  as  indicated  in  dotted  lines,  and  the 


Fig.  190. — Example  of  Surcharged  Retaining  Wall. 
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weight  per  foot  length  of  the  wall  is  calculated.    This  weight  comes 
to  io'4  tons. 

On  the  wedge  theory  the  length  B^,  obtained  as  shown  in  Fig.  187, 
is  found,  and  comes  to  15*2  ft. 

■  -.  P='-^°x  '5-^x  '5-^  =  6-18  tons. 

2  2240 

Then,  as  in  the  previous  case,  setting  out  d  e  =  10*4  and  ef—  618 
we  get  the  load  point  L  which  comes  just  outside  the  middle  third 
point  T. 

On  Rankine's  theory,  P  at  an  angle  of  20**  to  the  horizontal  is 
equal  to  

7£/e  ^'^  cos  20  /cos  20   -   a/cOS^  20   -    COS^  29\ 

^  Vcos  20  +  a/cos*^  20  -  cos*^  29/ 

This  comes  to  about  11*3.  tons,  so  that  setting  down  d'  e!  equal  to 
104,  and  e!  f  equal  to  11*3  at  an  angle  of  20°  to  the  horizontal,  we 
get  l'  the  load  point  on  Rankine's  theory,  which  comes  a  little  further 
from  T. 

If  Scheffler's  theory  be  tried,  as  in  the  previous  case,  the  load 
point  will  be  found  to  come  just  inside  the  middle  third. 

Stability  of  W^alls  and  Chimneys  subjected  to 
Wind. —  The  stability  of  masonry  walls  and  chimneys  can  be 
easily  determined  in  the  following  manner. 

The  pressure  of  the  wind  is  taken  per  square  foot  as  horizontal 
and  independent  of  the  height,  so  that  the  resultant  wind  pressure 
P,  Fig.  191,  acts  at  the  centroid,  and  in  the  case  of  chimneys  is 
equal  to  the  pressure  per  square  foot  multiplied  by  the  equivalent 
area  of  the  cross  section. 

/>.,  P  =  Pv  X  a  .  H  .  ^/ 

Where  a  =  a  constant  depending  on  the  shape  of  the  section 
(values  for  a  are  given  on  p.  50). 
H  =  height. 

d  =  mean  diameter  perpendicular  to  the  direction  of  wind. 
Pv  =  intensity  of  wind  pressure. 

In  the  case  of  walls  the  stability  is  considered  per  foot  length 
of  the  wall,  then  P  =  Pv  .  H  . 

Let  W  be  the  weight  of  the  chimney  or  of  the  wall  per  foot 
length. 

Produce  P  to  meet  the  line  of  action  of  the  weight  in  tf,  ana 
make  ab  =  \^  and  ^  ^  =  P,  and  join  a  c  cutting  b  d  in  e. 
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Then  if  e  falls  outside  the  base,  the  wall  would  overturn  if 

ply  resting  on  its  base. 

If  E  -falls  outside  the  core  (or  the  middle  third  in  the  case  of 

wall)  then  there  will  be  tension  in  the  mortar  at  b,  while  if  e 

5  inside  the  core  the  wall  is  quite  stable. 

Many  walls  will  be  found  to  fail  in  the  condition  as  to  the  line 

pressure  falling  within  the  middle  third,  and  yet  they  stand. 


.*£- 


• 


iPC 


Ape 


Fig,  191,— Stability  of  Walls  and  Chirnneys, 

jre  are  many  possible  explanations  of  this.  They  probably 
e  never  been  subjected  to  a  wind  pressure  of  the  intensity  as- 
led  in  the  calculation.  Then  again,  we  do  not  say  that  if  the 
pressure  falls  outside  the  middle  third  the  wall  will  topple 
r ;  it  only  means  that  there  will  be  some  tensile  stress  in  the 
rtar,  and  even  if  such  tensile  stress  were  enough  to  cause  a 
lU  crack  in  the  mortar  it  does  not  follow  that  the  wall  will 
apse,  if  the  compression  stress  on  the  remainder  is  still  within 
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safe  limits.  It  is  very  difficult  to  say  exactly  at  what  point  the 
point  E  would  have  to  come  to  make  the  wall  collapse.  As  we 
have  already  stated  some  writers  state  that  the  middle  half  is  quite 
safe  lliere  is  another  point  to  remember  in  connection  with 
walls.  The  above  reasoning  applies  only  to  walls  of  indefinite 
lengths,  because  side  walls  connected  at  right  angles  to  the  wall 
under  considerauon  add  considerably  to  its  stability,  but  it  is  very 
difficult  to  allow  for  this  satisfactorily  in  the  theory. 

Stability  of  Buttresses  and  Piers. — A  buttress  or  pier 
is  a  structure  designed  to  carr)'  thrusts.  Buttresses  are  used,  as  a 
rule,  to  take  the  thrusts  from  arches,  especially  arched  roofs,  and 
should  be  designed  so  that  the  line  of  pressure  keeps  within  the 
middle  third.  Their  stability  is  considered  in  exactly  the  same 
way  as- that  of  dams,  by  combining  the  thrust  or  thrusts  with  the 
weight  above  any  given  section,  and  finding  where  the  load  point 
comes  on  such  section. 

Let  a  buttress  be  of  the  form  shown  in  Fig  192,  and  let  the 
thrusts  on  it  be  S  and  T.  The  stability  at  the  lines  a,  a  ;  b,  b  ; 
and  c,  c,  is  then  determined  as  follows  : — 

Let  Gj ;  Gj,  2  ;  Gj.  2>  8»  be  the  centroids  of  the  sections  above 
the  given  lines,  and  let  the  weights  of  the  separate  sections  of  the 
buttress  be  W^  Wg,  and  W3. 

The  ix)ints  Gj,  &c.,  can  be  obtained  graphically  as  indicated 
on  p.  399  for  the  dam,  or  by  finding  the  centroid  of  each  separate 
section,  indicated  at  G^  g.^  Gg  at  the  side  of  the  figure.  Then  set 
out  horizontally  G^  H  =  W.^  and  g^  J  =  W^  and  join  j  h  and  Q^^-i' 
Their  intersection  gives  G^  2-  Then  set  out  G^,  ._,  k  =  Wg  and 
Gg  L  =  W^  and  Wjj  and  join  across  as  before,  and  g^  .„  3  is  thus 
found. 

Now  set  out  o,  I  =  W^;  i,  2  =  Wg  and  2,  3  =  Wgj  also 
04  =  S,  4,  5  =  T.  Produce  S  to  meet  the  vertical  through  Gj  in 
a,  and  draw  a  a^  parallel  to  i,  4  to  meet  a  a  in  a^ 

Let  this  meet  the  vertical  through  g^,  2  in  ^  and  draw  b  c  parallel 
to  2,  4  to  meet  T  in  r,  and  draw  cd^  parallel  to  2,  5  to  meet  bb  in 
d^,  and  let  this  meet  the  vertical  through  g^,  ^,^'vcid\  finally  draw 
dc  parallel  to  3,  5  to  meet  cc  in  ^.  Then  a^  d^  e  should  keep 
within  the  middle  third  if  there  is  to  be  no  tension  in  the  mortar. 

In  calculating  the  stability  of  buttresses,  the  weight  of  the  wall 


C         e  c 

Fig,  192.— Stability  of  Buttresses. 
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r-^an  ^w-i\i'±L  zzMt  njxiresfr  proyeczs  may  be  taken  with  the  weight  of 
ziKt  :crr*a»  r=«tiL.  tie  Vngdi  of  die  wall  thus  taken  being  equal  to 
rce  ns22irs  r^trwtss:  ibe  ?w.aiitfsvics  In  plan  the  section  of  the 
rrmcmsi  -ril  £ai  1^:  :'.Te»  b  a  short-legged  X,  and  the  centroid 


{^Builders  Journal) 


Fig.  19:i.—Ejra tuple  in  Buttresses. 

The  following  example  from  practice  in  the  design  of  a  church 
roof  should  make  this  clear.  The  weight  of  the  wall  and 
buttress,  shown  in  Fig.  193,  is  413  cwL  the  buttresses  being  n  9 
apart,  and  the  centroid  line  g  g  of  the  whole  section  comes  about 
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\  in.  from  the  centre  of  the  wall.  The  reactions  transmitted  from 
he  roof  for  the  wind  on  either  side  are  69  cwt  at  the  inclinations 
ihown,  and  the  wind-force  on  the  walls  is  2 9  4  cwt,  taking  half 
the  total  wind-force  as  being  transmitted  through  the  building  and 
carried  by  each  wall  Combining  these  forces  we  get  the  line  of 
pressure  a  be,  a^  b^  c^  for  the  wind  on  either  side  of  the  building. 
It  will  be  noted  that  in  this  case  the  worst  line  of  pressure,  viz., 
^1  b^  c^  comes  outside  the  section,  the  walls  then  tending  to  fall 
inwards.  This  means  to  say  that  this  buttress  cannot  carry  half 
the  loads  as  suggested,  and  so  the  buttress  on  the  other  side  must 
•carry  more  than  half.  But  this  would  bring  the  line  corresponding 
to  flj  b^  c^  also  outside  the  section,  and  so  this  buttress  would  be 
unsafe  as  regards  a  tendency  to  fall  outwards.  We  point  this  out 
5t  length  because  it  might  at  first  sight  be  thought  that  as  a 
buttress  is  used  to  prevent  the  walls  from  falling  outwards,  the 
tendency  to  fall  inwards  on  one  side  need  not  be  considered. 

Pinnacles  on  Buttresses. — In  cathedrals  and  other  build- 
ngs  with  buttresses  there  are  usually  to  be  found  ornamental 
binnacles  on  the  top  of  the  buttresses.  From  a  consideration  of 
he  above  it  will  be  seen  that  such  pinnacles  are  useful  as  well  as 
ornamental,  since  they  add*  to  the  weight  of  the  buttresses,  and 
hus  increase  their  stability,  especially  at  points  a  short  distance 
>elow  the  points  where  the  thrusts  come. 

Note  on  Drawing  for  \Valls,  Chimneys,  and  But- 
iresses. — In  obtaining  the  stability  of  walls,  chimneys,  and  but- 
resses  graphically,  it  will  be  found  that  the  drawing  has  to  be 
ione  to  a  very  large  size  to  get  the  base  of  appreciable  size.  For 
his  reason  it  is  a  good  plan  to  draw  the  horizontal  distances  to  a 
arger  scale  than  the  vertical  ones,  taking  due  precaution  when 
::alculating  the  weights,  &c.,  from  the  section. 

MASONRY    ARCHES. 

The  theoretical  determination  of  the  stability  of  a  masonry 
arch  is  one  of  the  most  troublesome  problems  to  deal  with  satis- 
factorily in  the  theory  of  structures.  In  the  first  place  we  cannot 
satisfactorily  allow  for  the  additional  strength  that  the  filling  gives, 
and  even  if  we  treat  the  arch  ring  proper  as  an  arch  of  elastic 
material,  and  stipulate  that  the  line  of  pressure  must  lie  within 
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the  middle  third,  we  hare  still  the  difficulty  of  obtaining  the 
horizontal  thrust. 

Terms  used  in  Masonry  Arches.     (See  Fig.  194.) 

The  intrados  and  txtrados  are  the  inner  and  outer  boundaries 
of  the  arch  ring,  the  intrados  being  sometimes  called  the  5#/, 
and  the  extrados  the  btuk. 

The  skewbiuk  is  the  sloping  abutment  on  which  the  lowest 
end  or  springing  (or  hcusnch)  of  the  arch  rests. 

The  span  is  measured  between  the  lower  edges  of  the  skew- 
backs. 


Fig,  IW. — Masonry  Arches, 

The  rise  is  measured  from  the  line  joining  the  lower  edges  of 
the  skewbacks  to  the  intrados  or  soffit. 

The  voussoirs  are  the  wedge-shaped  blocks  of  which  the  arch 
is  composed.     Such  voussoirs  are  sometimes  imaginary. 

The  spafidrel  is  the  name  given  to  the  space  between  the 
extrados  and  the  horizontal  tangent  at  the  crown. 

Critical  Line  of  Pressure  Method  of  determining 
Stability. — If  the  masonry  arch  be  considered  as  composed  of 
a  number  of  voussoirs  placed  together  without  cement,  it  will  be 
seen  that  such  arch  is  much  more  stable  than  the  inverted  links 
(see  p.  357),  because  the  loading  may  vary  to  any  extent  so  long 
as  the  line  of  pressure  does  not  pass  outside  the  middle  third  (or 
middle  half  according  to  Scheffler.     Now  let  the  critical  line  of 
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-e  be  defined  as  that  line  of  pressure  which  would  occur  if 
ussoirs  are  just  about  to  open  out.  If  the  arch  were 
0  collapse,  and  the  voussoirs  open  out,  the  line  of  pressure 


'.  195. — Critical  Line  of  Pressttre  for  Masonry  Arch. 

move,  and  so  if  a  critical  line  of  pressure  can  be  made  to 
ithin  the  middle  third,  such  line  will  not  tend  to  move 
and  so  the  arch  will  be  stable. 
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With  symmetrical  loading,  experiment  shows  that  the  arch, 
when  failure  occurs,  opens  out  at  the  crown  and  at  some  point 
between  the  crown  and  the  springings,  as  indicated  in  dotted 
lines  on  Fig.  194,  so  that  the  critical  line  of  pressure  must  touch 
the  outer  middle  third  line  at  the  crown  and  the  inner  middle 
third  line  at  some  point  between  the  crown  and  the  springings. 

For  any  given  case,  therefore,  we  proceed  as  follows : — 

Considering  one  half  of  the  arch,  we  first  draw  the  middle- 
third  lines  aa^  b  b,  Fig.  1 95,  and  divide  the  arch  up  into  a  number 
of  vertical  sections — usually  equal— and  draw  the  centre  lines  of 
each  section.  The  weight— including  that  of  the  arch  itself— 
carried  by  each  section  is  then  calculated,  and  such  weights  are 
used  as  the  forces  acting  down  the  force  lines  0,1;  i,  2,  &c. 
These  weights  are  set  down  on  a  vector  line  o,  i,  2,  &c.,  and  any 
pole  p  is  taken  on  the  horizontal  through  o.  In  our  figure  we 
have  shown  only  six  sections  to  avoid  complexity  of  figure.  At 
some  convenient  place  above  or  below  the  arch  draw  a  trial  line 
of  pressure  a  b'  c  d  .,,g,  and  produce  each  link  back  to  meet  the 
first  link  a  b'  in  points  c'  d\  &c.  ...  ^j,  and  project  the  points 
thus  obtained  vertically  on  to  the  horizontal  tangents  to  the  outer 
middle  third  line  a  a,  thus  obtaining  points  a,  b^y  r^,  d^,  &c.  ...^'^. 
Now  take  each  of  the  points  i>\  ^,  &c.,  and  see  if  a  line  can  be 
drawn  through  one  of  them  to  touch  the  inner  middle  third  line 
b  b  in  the  same  segment.  If  such  a  line  can  be  found  (in  our  case 
it  can  be  drawn  through  the  point  e^  to  touch  in  the  section  4  in  A), 
draw  through  the  corresponding  point  4  in  the  vector  line 
a  parallel  to  this  line  e^  h.  This  gives  a  new  pole  p',  by  means  of 
which  the  critical  line  of  pressure  is  drawn  as  shown,  and  0  p'  = 
horizontal  thrust  H. 

If  no  such  line  can  be  drawn,  then  the  size  of  the  arch  ring 
should  be  increased. 

Having  obtained  the  critical  line  of  pressure,'  we  have  still  to 
see  that  the  maximum  compressive  stress  is  within  safe  limits,  and 
that  the  line  of  pressure  is  not  at  too  great  an  inclination  to  the 
centre  line  of  the  arch. 

Line  of  Least  Resistance  Method  of  determining 
Stability.— The  method  given  in  many  text-books  of  deter- 
mining the  stability  of  masonry  arches  is  called  by  the  above 
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latne,  and  is  somewhat  similar  to  the  method  given  above.     The 

ine  of  pressure  is,  however,  assumed  to  touch  the  middle  third 

ines  at  the  crown  and  at  springing,  and  so  the  procedure  is  as 

follows  : — The  trial  line  of  pressure  a,  b^  c  ,..g\%  drawn  as  before, 

and  the  last  link  is  produced  back,  giving  the  point  gy     Then,  if 

the  distance  of  the  vertical  through  g^  from  the  point  b  at  the 

springing  is  x,  and  the  vertical  distance  from  b  to  the  horizontal 

through  a  is  j,  then  if  W  is  the  total  load  on  half  the  arch  and  H 

W  X 
the  horizontal  thrust,  H  =  .     This  is  then  taken  as  the  new 

y 

polar  distance,  and  the  line  of  pressure  starting  horizontally  at  a 
is  drawn.  Then,  if  this  lies  within  the  middle  third,  the  arch 
fulfils  the  first  condition  of  stability.  If  not,  then  the  line  of 
pressure  is  started  lower  at  some  point  between  a  and  ^,  or  made 
to  end  higher  at  some  point  between  b  and  a,  until  by  trial  a  line 
of  pressure  is  drawn  that  keeps  within  the  middle  third.  If  after 
constant  trial  no  such  line  can  be  drawn  within  these  limits,  then 
the  thickness  of  the  arch  is  increased,  and  the  work  is  gone 
through  agaia 

Practical  Rules  for  Masonry  Arches. — (i)  Thickness 
OF  Arch. — d  =  thickness  of  arch  at  centre  in  inches ;  r  =  radius 
It  crown  in  feet ;  s  =  span  in  feet. 

Rankine  rule,      —  =  sj'\2  rioi  single  spans 

=  V'ly  r  for  series  of  spans. 

Trautwine  rule,     d  =■  '^-  ^-^-  +  '2 

4 

(2)  Thickness  of  Abutments. — T  =  -  +  —  +  2. 
'  5       10 

a  =  rise  in  ft. 
Height  of  abutments  not  greater  than  i  J  times  the  base. 

(3)  Centre  Pier  (in  a  series) — |i  to  ^  |  span  thick. 

(4)  Good  Common  Rule  for  Brick  Arches. — Use  half 
Drick  in  ring,  for  each  5  ft.  of  span. 

F  F 
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(f)  Common  Railway  Practice: — 

Rise  =  ?E^ 
5 

Thickness  =  ^^f 
i8 

Thickness  of  abutments  (  -  to  i  J  span 
.,  centre  piers  (7  to  -  j  span 


CHAPTER    XV. 
REINFORCED  CONCRETE  AND  SIMILAR  STRUCTURES. 

Introductory. — The  past  decade  has  seen  a  tremendous 
evelopment  in  the  method  of  construction  known  as  reinforced 
Dncrete.  Concrete,  which  has  been  used  for  centuries  as  a 
laterial  of  construction,  was  found  to  possess  very  little  tensile 
rength,  and  over  fifty  years  ago  suggestions  were  made  to  make 
p  for  this  weakness  by  embedding  iron  rods  or  lathing  in  the 
ortion  of  the  structure  in  which  tension  would  occur.  This  was 
pplied  chiefly  to  floors,  and  although  there  are  early  records  of 
jsts  of  concrete  slabs  thus  *  reinforced,'  it  has  been  only  recently 
lat  efforts  have  been  made  to  apply  theoretical  knowledge  to 
nch  structures  and  so  to  design  them  upon  a  scientific  basis, 
^ith  their  natural  objection  to  trying  new  methods  which  have 
ot  stood  the  test  of  time,  English  engineers  have  been  slow  to 
dopt  the  reinforced  concrete  construction,  and  so  the  greater 
tart  of  the  work  has  been  executed  on  the  Continent  and  in 
America. 

Now,  the  full  theory  of  reinforced  concrete  is  not  yet 
tandardised,  and  so  there  is  a  very  large  amount  of  experimental 
lata  and  theoretical  investigations  which  require  to  be  digested 
)y  those  who  wish  to  understand  the  principles  of  design.  These 
lata  and  investigations  are  very  dangerous  to  the  uninitiated, 
Decause  they  usually  relate  to  definite  qualities  of  materials  and 
:ertain  special  conditions,  and  one  can  easily  get  into  gross  error 
n  applying  a  formula  when  one  does  not  know  the  meaning  of 
sach  of  the  terms  in  it,  and  cannot,  therefore,  judge  whether  the 
formula  is  applicable  to  the  problem  in  hand.  The  aim  of  the 
present  chapter  is  to  set  out  the  fundamental  principles  upon 
which  the- theoretical  design  of  reinforced  concrete  is  based,  and 
thus  to  enable- the  reader  to  folio vv  more  easily  the  more  com- 
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plicated  investigations  which  are  to  be  found  in  the  standard  text- 
books on  the  subject 

Now,  the  efficiency  of  any  design  depends  on  whether  it  is  as 
cheap  as  possible  for  the  given  conditions,  and,  therefore,  a 
reinforced  concrete  structure  should  for  the  same  factor  of  safety 
be  cheaper  than  one  wholly  of  steel  or  wholly  of  concrete,  other 
things  being  equal.  A  given  volume  of  steel  costs  about  fifty 
times  as  much  as  the  same  volume  of  concrete,  and  for  the  same 
sectional  area  steel  will  carry  about  thirty  times  as  much  load  in 
compression  and  three  hundred  times  as  much  in  tension  as 
concrete.  Thus,  for  compression  only  concrete  will  carry  a  given 
load  at  three-fifths  of  the  cost  of  steel,  whereas  for  tension  it 
would  cost  six  times  as  much  as  steel,  so  that  it  can  be  seen  that 
by  suitably  combining  the  two  materials  so  that  they  act  as  a 
composite  structure,  an  economical  result  can  be  obtained, 
and  the  scientific  design  of  reinforced  concrete  obtains 
the  most  economical  proportions  and  arrangement  of  the  two 
materials. 

Properties  of  Concrete. — The  properties  of  concrete  vary 
with  its  age  and  with  the  proportions  and  quality  of  the  ingredients, 
and  in  adopting  any  figure  for  safe  stresses  in  design  it  is  necessary 
to  see  that  the  concrete  is  of  the  requisite  quality  and  age  for 
which  the  figures  are  accepted  as  satisfactory. 

Compression. — The  compressive  strength  of  concrete  is 
roughly  proportional  to  the  proportion  of  the  cement  in  the 
mortar.  Fig.  195^  shows  a  diagram  plotted  from  the  results  of 
experiments  by  Mr.  G.  W.  Rafter,  of  New  York.  Clean,  pure 
silica  sand  and  Portland  cement  were  used,  and  the  aggregate 
consisted  of  sandstone  broken  so  as  to  pass  through  a  2-inch  ring, 
containing  37  per  cent,  of  voids  when  rammed. 

The  compressive  strength  increases  with  age,  and  Fig.  19^ 
shows  on  a  diagram  the  results  of  experiments  made  at  the 
Watertown  Arsenal,  U.S.A.,  in  1899. 

Curve  A  is  for  a  mixture  of  one  part  of  cement,  two  parts 
sand,  four  parts  of  aggregate  ;  and  curve  B  is  for  a  mixture  of 
1:3:6.  The  figures  given  are  for  the  same  brand  of  cement.  It 
may  be  taken  that  for  a  mixture  of  i  :  2  :  4,  with  high-grade  cement, 
clean,  sharp  sand,  and  broken  stone  or  gravel,  a  safe  compressive 
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stress  to  adopt  for  bending  calculations  is  600  lb.  per  square  inch 
atter  twenty-eight  days. 

In  this  countr>-  at  present  there  are  few  or  no  local  building 
regulations  for  reinforced  concrete,  but  many  Continental  and 
American  towns  specify  safe  stresses. 

Tension. — Not  nearly  so  much  work  has  been  done  on  the 
tensile  as  on  the  compressive  strength  of  concrete.  The  tensile 
strength  depends  upon  the  composition  and  age,  and  most 
authorities  agree  in  taking  the  tensile  strength  as  one-tenth  of  the 
compressive  strength  of  concrete  of  the  same  age  and  composition. 
M.  Considere,  one  of  the  leading  authorities  on  the  subject, 
deduced  from  experiments  that,  when  reinforced,  concrete  would 
bear  much  greater  tensile  strain  without  rupture,  the  reinforcement 
having  the  effect  of  distributing  the  extension  uniformly  along  the 
length,  but  gave  it  as  his  opinion  that  the  concrete  when  in  this 
extended  state  would  not  carry  any  additional  load.  Professor 
Turneare  made  some  similar  experiments,  and  these  seem  to 
discredit  Consid^re's  theor}-.  The  latter  experiments  seem  to 
indicate  that  minute  cracks,  invisible  to  the  eye  but  permeable  to 
water,  occurred  in  the  overstrained  concrete,  and  that  test  pieces 
including  such  cracks  were  much  weaker  than  those  taken 
between  them.  Future  work  will  probably  throw  more  light  upon 
this  very  interesting  point.  In  most  of  the  theories  of  reinforced 
concrete  it  is  assumed  that  the  tensile  strength  of  the  concrete  is 
negligible,  and  that  all  the  tensile  forces  are  carried  by  the 
reinforcement.  This  will  be  more  clearly  explained  later  m 
considering  beams. 

Shear.— The  shear  strength  of  concrete  is  not  known  very 
exactly.  Indeed,  shear  strength  is  a  very  troublesome  thing  to 
determine  experimentally,  and  is  always  of  a  somewhat  compli- 
cated nature,  as  it  involves  the  compressive  and  tensile  strengths. 
According  to  different  authorities,  the  shear  strength  varies  from 
•  1 2  to  •  2  of  the  compressive  strength.  For  the  composition  given 
in  the  case  of  compression,  the  safe  shear  stress  may  be  taken  as 
75  lb.  per  square  inch. 

Modulus  of  Elasticity. — This  property,  which  does  not 
enter  very  much  into  the  design  of  ordinary  structures,  is  of  great 
importance  in  ^  reinforced  concrete.     It  is  defined  as  the  ratio 
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between  the  stress  per  square  inch  and  the  strain  per  inch  length. 
The  reason  why  this  quantity  is  of  such  great  importance  is  that 
the  concrete  and  steel  act  together  as  a  composite  structure,  and 
so  the  strains  in  hoth  materials  will  be  the  same  under  direct 
load.  For  a  given  strain  a  given  stress  results,  and  this  stress  can 
be  found  only  when  the  modulus  of  elasticity  is  known.  In 
designing  work,  it  is  the  ratio  of  the  moduli  of  steel  and  concrete 
that  we  require  to  know,  and  not  the  absolute  value  of  each. 

Now,  when  concrete  is  compressed,  the  diagram  showing  the 
relation  between  stress  and  strain  is  not  straight,  as  will  be  seen 
from  Fig.  3,  p.  8,  and,  therefore,  it  is  not  quite  right  to  speak  of 
an  elastic  modulus,  because  the  value  changes  according  to  the 
stress.  In  compression  the  value  of  the  elastic  modulus  for 
1:2:4,  concrete  varies,  according  to  various  experimenters,  from 
about  1,300,000  lb.  per  square  inch  to  about  4,000,000  lb.  per 
square  inch,  and  is  smaller  for  higher  stresses.  For  mild  steel  the 
elastic  modulus  is  much  less  variable,  and  is  about  29,000,000  lb. 
per  square  inch.  The  values  of  the  ratio  of  the  elastic  moduli  for 
the  above  extremes  are  thus  22*3  and  7*25.  We  shall,  in  future, 
denote  this  ratio  by  e.  The  value  adopted  in  practice  varies 
from  8  to  15,  and  the  latter  figure  is  becoming  quite  common, 
and  is  specified  in  the  recent  new  building  regulations  for  San 
Francisco,  and  in  the  Report  of  the  R.I.B.A.  on  Reinforced 
Concrete  (1907).  The  importance  of  this  ratio  points  to  the 
necessity  of  further  work  on  the  subject,  and  it  should  be  remem- 
bered that  the  best  value  to  use  is  the  one  found  for  the  given 
mixture  between  the  stress  limits  adopted  for  the  design.  The 
modulus  in  tension  for  concrete  is  not  the  same  as  in  compression, 
and  experimental  results  seem  to  be  rather  in  conflict.  It  is 
usual  to  neglect  the  tensional  resistance  of  the  concrete,  and  so 
we  will  give  no  further  information  concerning  this  modulus. 

Adhesion  between  Concrete  and  Steel. — It  is  absolutely 
necessary  in  a  reinforced  concrete  structure  that  there  shall  be  a 
good  bond  between  the  concrete  and  the  steel,  for  the  latter  will 
bear  its  share  of  the  stress  only  so  long  as  there  is  no  relative 
movement  between  the  steel  and  the  concrete.  Directly  such 
relative  movement  takes  place  the  tensile  stress  will  come  upon 
the  concrete,  and  cracks  will  result.     To   ensure  the  efficiency 
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of  the  bond,  many  of  the  reinforced  concrete  systems  employ 
reinforcing  bars,  which  are  notched,  or  twisted,  or  othenvise 
provided  with  mechanical  means  for  ensuring  a  good  bond.  With 
plain  round  bars  the  adhesion  per  square  inch  of  the  surface  of 
the  steel  can  be  found  by  embedding  a  length  of  steel  rod  in 
concrete  and  measuring  the  force  necessary  to  pull  it  out.  If  /  is 
the  length  embedded  and  d  the  diameter,  then  tt  ^  x  /  is  the 
area  of  the  surface  of  contact,  and  if  F  is  the  force  necessary  to 
pull  the  bar  out  of  the  concrete,  and  f^,  the  adhesive  stress  per 
unit  area,  then 

•^^    ~   TT  flT   X    / 

Here,  again,  there  is  a  great  variation  according  to  different 
experimenters,  the  value  of  f^  varying  approximately  from 
150  to  600  lb.  per  square  inch,  but  for  the  quality  of  mixture 
for  which  figures  have  been  given  75  lb.  per  square  inch 
is  commonly  considered  as  a  satisfactory  working  adhesive 
stress. 

Coefficient  of  Expansion. — A  point  coitimonly  urged  in 
favour  of  reinforced  concrete  construction  is  that  concrete  and 
steel  have  the  same  coefficients  of  expansion,  and  that  there  are 
therefore  no  internal  stresses  due  to  change  in  temperature. 
Many  authorities  do  not  quite  agree  with  this  statement,  and 
state  that  the  coefficients  for  concrete  and  steel  are  55  x  10'' 
and  66  x   10"'  per  degree  Fahrenheit  respectively. 

Properties  of  Steel. — Tfte  properties  of  steel  are  set  out 
in  Chai)ter  I. 

Elastic  Limit. — The  elastic  limit  depends  upon  the  pro- 
l)ortion  of  carbon  in  the  steel,  and  for  mild  steel  may  be  taken  as 
about  36,000  lb.  per  scjuare  inch,  but  the  exact  figure  should  be 
obtained  whenever  possible.  Now,  this  quantity,  which  is  rather 
neglected  in  ordinary  structural  work,  is  of  great  importance  in 
reinforced  concrete,  for  all  the  calculations  are  based  on  the 
elastic  modulus  up  to  the  elastic  limit,  and  as  soon  as  the  elastic 
limit  is  passed  this  modulus  quickly  diminishes,  and  the  concrete 
has  to  suddenly  bear  a  larger  stress  in  consequence.  Safe  working 
stresses  for  tension  in  the  steel  should  be,  therefore,  taken  as  a 
certain   proportion  of  the  elastic  limit  and  not  of  the  ultimate 
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strength.  The  new  rules  of  San  Francisco,  previously  referred 
to,  specify  that  the  working  tensile  stress  shall  be  taken  as  one- 
third  of  the  elastic  limit.  For  the  steel  above  referred  to,  this 
would  give  a  working  stress  of  12,000  lb.  per  square  inch.  The 
R.I.B.A.  allows  one-half  of  the  elastic  limit.  The  strength  and 
other  properties  of  steel  in  compression  may  be  taken  as  the  same 
as  for  tension. 

Shear. — The  shear  strength  of  steel  is  roughly  about  four- 
fifths  of  its  tensile  strength,  and  the  working  stress  for  shear  may 
be  taken  as  10,000  lb.  per  square  inch. 

Reinforced  Concrete  under  Simple  Compression. 
— The  following  note  on  the  strength  of  reinforced  concrete 
under  pure  compression  will  assist  in  understanding  the  theory  of 
bending  to  be  given  later. 

For  the  simplest  case,  we  will  take  a  concrete  column  re- 
inforced with  a  central  steel  core.  We  must  assume  that  the 
column  is  sufficiently  short  for  buckling  to  be  neglected,  this 
commonly  being  considered  as  allowable  if  the  length  is  not  more 
than  fifteen  times  the  least  diameter.  We  have  dealt  with  this  in 
general  terms  on  p.  38,  but  will  repeat  it  here  for  reinforced 
concrete.  Suppose  that  the  load  carried  is  W,  and  the  length  /, 
and  let  the  areas  of  cross  section  of  steel  and  concrete  be  A^ 
and  Ac  respectively.  When  the  load  is  applied  a  certain  com- 
pression per  unit  length,  say  x^  results  {x  is  total  compression 
divided  by  /).  Further,  let  the  elastic  moduli  of  steel  and 
concrete  be  Es  and  Ec  and  the  compressive  stresses  f^  and  /c' 
respectively.     Then 

E^  =  f°'^-  =  i  (') 

But  since  there  is  no  slip  between  the  steel  and  the  concrete,  x  is 
also  the  strain  in  the  concrete. 

•••-=i (^) 

E 

or/s'  =  y-  ./c'  =  e,  /c' (3) 


V 


r^sy^  ^f  Sirmctures. 

i   TV  ric  5ceei  i>  /^  x  A^  and  by  the 


■»':     -i:- 


=  -     A    ^^-A.    - (4) 
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*^o  get  the  adhesive  stress,  we  may  proceed  as  follows  : 
Load  carried  by  concrete  =/c'  x  Ac  =  177,750  lb. 
Load  carried  by  steel        =^'  x  As  =    33,ic)o  lb. 

The  difference  carried  by  the  adhesion  is  144,650  lb. 

Taking  the  length  of  the  column  as  24  ft.,  the  area  of  the  adhesive 
"^i^ace  is  4  X  24  X  12  x  tt  x  1}  =  4520  sq.  in. 

.*.  Adhesive  stress  =  =  32  lb.  per  sq.  in.  nearly. 

REINFORCED  CONCRETE  BEAMS. 

There  are  many  formulae  for  the  strength  of  reinforced  con- 
'rete  beams,  such  formulae  being  deduced  from  certain  assump- 
ions  with  reference  to  the  distribution  of  stress  in  the  bent  beam. 

We  will  consider  three  methods  of  calculating  the  stresses  in 
einforced  concrete  beams,  working  in  each  case  the  case  of  a 
octangular  section,  this  being  most  common,  and  in  all  three  we 
ill  make  the  following  assumptions  : 

(i)  That  a  section  of  the  beam  which  is  plane  befor.e  bending 
smains  plane  after  bending.    (Bernoulli's  assumption  (see  p.  145). 

(2)  That  the  beam  is  subjected  to  pure  bending,  />.,  that  the 
)tal  compressive  stress  is  equal  to  the  total  tensile  stress. 

Standard  Notation. —Throughout  the  chapter  we  will 
dopt  the  following  notation  (see  Fig.  198). 

^  Young's  modulus  for  steel  or  other  metal  _  Eg 
Young's  modulus  for  concrete                Ec 

«    =  ^  -  I. 

/s   =  Tensile  stress  per  sq.  in.  in  reinforcement, 

/c   =  „           „            „           concrete. 

fi  —  Compressive,,            „           reinforcement. 

fc    =  „           „            „           concrete. 

As  =  Area  of  cross  section  of  reinforcement. 

Ac  =  „           „            ,,     concrete. 

If    =  Breadth  of  beam. 

h    =  Total  depth  of  beam. 

q    =  Depth  of  beam  to  centre  of  reinforcement. 

X   =  Depth  from  compressive  edge  to  neutral  axis  (N.A.). 

y   =  „        „        tensile         „        „         „ 

z^    —  „         „     centre  of  reinforcement  to  neutral  axis. 
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d'   =   Distance  6txn  centre  of  reinforcement  to  tensile  edge. 

r  =   ProportioDal  area  of  reinforcement  to  whole  section. 

K 
p   =    Proportioiial  area  of  reinforcement  to  area  above  it  =  7- 

First  Method— Ordinary  Bending  Theory .— The  first 
method  which  we  will  consider  is  one  which  is  not  much  used  in 
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Fig.  198. — yofafion  for  Rein  forced-concrete  Beams, 


practice  because  it  gives  safe  loads  which  are  lower  than  tests 
show  to  be  necessary.  It  is,  however,  the  general  method 
applicable  to  beams  formed  of  two  elastic  materials,  and  senes  as 
a  useful  and  instructive  introduction  to  the  subject. 

According  to  this  method,  we  assume  that  the  reinforced  beam 
behaves  exactly  as  an  ordinary  homogeneous  beam  with  the  re- 
inforcement replaced  by  a  narrow  strip  e  times  the  area  of  the 
reinforcement,  and  at  constant  distance  from  the  N.A. 

We  showed  how  to  find  the  centroid,  moment  of  inertia,  and 
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s  of  gyration  of  such  an  equivalent  homogeneous  section  on 
80. 
n  the  general  case,  let  x  and  v  (Fig.  199)  be  the  distance  to 
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Fig.  199. — Beinforced-conc7*ete  Beatns,     Method  1. 


neutral    axis    (equivalent   centroid)   and   I,   the   equivalent 
lent  of  inertia  about  the  centroid. 


Then/.=  ^, 


Ma: 


/c'    = 

/s    =    «•  — 


(I) 
(2) 

(3) 


re  M  is  the  bending  moment. 

[n  the  case  of  the  rectangular  beam  we  then  get  the  following 

Its: 

Equivalent  area  of  section  =  bh  +  {e  -  i)  As 

=^  bh  +  nAs  (4) 
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As  explained  on  page  80,  it  is  (e  -  i)  As,  because  when  we 
take  away  the  reinforcement  and  replace  it  by  e  times  its  area  of 
concrete,  we  have  first  to  fill  up  the  hole  in  which  the  reinforce- 
ment was,  and  this  takes  once  A^,  so  that  remaining  additional 
area   =  (^  -  i )  As. 

Take  moments  round  the  base,  then  we  have 


y  (bh-\-n.  As)  = 


bh'^ 


-  n  .  As.  d. 


—  +  «  As  </i 


/  = 


(5) 


bh  +  n  As 
This  fixes  the  position  of  the  neutral  axis. 

Taking  second  moments  about  the  neutral  axis,  we  have 

i  =  ^^%^j:^_  +  ^^2a, (6) 

3       3 

In  this  formula  we  neglect  the  second  moment  of  the  re- 
inforcement about  its  own  axis. 

Numerical  Example.— 7>//&^  fAe  case  of  a  beam  6  ins.  wide  and 
12  ifis.  dccp^  the  centre  of  the  reinforcement  being  2  ins.  from  the  bottom 
ami  the  area  of  reinforcement  =  1*44  (See  Fig.  200). 
Taking  e  =  15,  we  get 

_  72  X  6  +  14  X  1*44  X  J 


72  X  14  X  1*44 

^  6-f  -56  _ 
I  +  •2'8 
.r  =  12  -  5-13 
6  X  (6-87)'^ 


=  5*13  ms. 
6*87  ins. 
,  =  —  Y'--  +  --^5-^^'  +  14  X  .-44  X  yM' 
=  626  -f-  270  +  197  =  1093  nearly. 
.'.  Takinj^r  a  safe  stress  of  100  lb.  per  sq.  in.  in  tension  for  the  concrete, 

Safe  B.M.  = ^^  =  1775  ft.  lb. 

5-13  X   12  "^ 

'ni-       /-/  100  X  6*87  ,,  ,.2 

Then /c   ^--  comp.  stress  in  concrete  = =  i34lD./in. 

.  -  5*13 

1  hen  A  =   1  ensile  stress  in  steel  =  — =^-^  =  9i5  Ib./in. 

-/  5.13  V  3 

It  will  l)e  seen  that  we  have  taken  f  =  ico,  which  is  higher  than 
usually  allowed  for  concrete  in  tension  ;  but  if  the  concrete  cracked 
the  steel  would  still  hold,  and  so  we  are  justified  in  using  a  higher 
stress. 
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The  above  example  shows  that  on  this  method  of  calculation 
e  beam  is  not  very  economical,  as  the  steel  is  ver)-  little  stressed 
id  the  concrete  has  only  a  small  stress  in  compression. 

For  this  reason  it  is  usual  in  practice  to  neglect  the  tensile 
resses  in  the  concrete,  that  is  to  say,  that  it  does  not  matter  if 
le  concrete  does  crack.  Practice  shows  that  such  cracks,  if 
resent  (see  p.  438, 11.  5-22),  do  not  matter  so  long  as  the  adhesion 
etween  steel  and  concrete  is  good,  and  the  tensile  stress  in  the 
;eel  and  the  compressive  stress  in  the  concrete  are  within  safe 
mits. 


T 


'^ 


{Enginecrhtg  Rcvieiv.) 


Fig,  200. 


We  should  like  in  this  connection  to  point  out  that  to  neglect 
the  tensile  stresses  in  the  concrete  does  not,  as  some  writers 
state,  increase  the  factor  of  safety.  We  shall  see  later  that 
neglecting  such  stresses  we  get  a  much  larger  safe  B.M.  on  the 
beam,  and  thus  reduce  the  factor  of  safety. 

STkEKGtH  OF  SAME  Beam  not  Reinforced. — To  serve  as 
a  useful  comparison  we  will  find  the  strength  of  a  1 2"  x  6" 
concrete  beam  without  reinforcement. 

If  not  reinforced,  /c  =   g-^ias   =  ^44  M 

~  12 
In  this  case  we  mubt  take  safe/c  = 

,        .,.Safe..B.M..  .^.S^Hl 

12 

Therefore,  calculating  by  our  first  method,  the  reinforced 
beam  is  roughly  three  times  as  strong.  It  would  cost  roughly 
twice  as  niuch,  so  that  we  see  there  is  50%  saved. 


50  Ib./in.- 
=  600  ft.  lb. 
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Second  Method — Straight-line,  No-tension  Method. 
— This  method  we  name  as  above,  because  the  additional  as- 
sumptions are  indicated  by  such  name. 

We  will  now  make  the  following  additional  assumptions : 
{a)  All  the  tensile  stress  is  carried  by  the  reinforcement. 

(b)  For  the  concrete  the  stress  is  proportional  to  the  strain. 

(c)  The  area  of  reinforcement  is  so  small  that  we  may  assume 
the  stress  constant  over  it. 

Fig  20I  shows  the  section,  strain  diagram,  and  stress  diagram 

In  accordance  with  our  first  assumption  (p.  144)  a  vertical 
plane  section  becomes  an  inclined  plane  section  a'  b',  the  neutral 
axis  (N.A.)  being  at  the  point  c. 

What  we  first  require  to  determine  is  the  position  of  the  N.A. 

Now  A  a'  and  d  d'  represent  the  maximum  strains  in  the  con- 
crete and  the  steel  respectively,  and  since  the  line  a'  b'  is  assumed 
straight,  these  strains  are  proproportional  to  their  distances  from 
the  neutral  axis. 

,,r    ,         max.  strain  in  concrete       x  .^ 

.'.  We  have       . — .         -,      =  -  (7) 

max.  stram  m  steel  v 

f 
but  max.  strain  in  concrete  =  -^ 

and  max.  strain  in  steel  =  -^ 
"  z;  '    /s  *  Ec         /s 

•       ~x~ 

And  since  x  =  q  -  v 
q  -  V  =   -j^ 

.-.. L    |9) 

This  determines  the  distance  from  the  N.A.  when  both/c 
and  /s  are  known ;  but  this  will  not  always  be  the  case.    If  the 


.(8) 
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reinforcing  bars  are  of  given  size,  then/s  will  depend  on  that  size, 
and  to  determine  the  position  of  the  neutral  axis,  we  proceed  as 
follows  : — The  stress  diagram  shows  the  distribution  of  stress  in 
the  cross  section.  Since  we  have  assumed  the  stress  proportional 
to  the  strain,  the  stress  diagram  for  the  concrete  will  be  a  triangle. 
It  will  be  seen  therefore  that  the  mean  compressive  stress  is  i/c', 
and  since  the  compression  area  is  b  .  jc,  we  see  that  the  total 
compressive  stress  \^\f^  b  .  x. 


i 


nOQmW  oMS 


ftlQT 


3'     3 

SecUon  Strain  JAacfram  Sfress  Diaqrain 

-  {Engineerings  Kez'iew.) 

Fig.  201. — Reinforced-concrete  Beams,     Method  2. 

As  the  stress  in  the  steel  is  assumed  uniform,  we  get  that  the 
total  tensile  stress  in  the  steel  is/s  As,  and  if  the  beam  is  subjected 
to  pure  bending  these  must  be  equal. 

.-.  /s  As  =  -  /c  b  .  X    (id) 


ue., 


fc 


2 

b  X  x' 


Comparing  this  with  equation  (8)  we  get — 
2  As  _     X 
b  .X  ~  e  ,v 

,\  b  x'^  ^  2  K^e  .  V     

\s\x\.v  =  q  -  X, 

,\  b  x^  =-  2  h^e  q  -  2  K^e  ,  X 

.\  b  x"^  -\-  2  A^  e  .  X  -  2  A^  e  .  q  =  o. 


.(II) 


G  G 
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The  real  solution  of  the  quadratic  equation  gives — 

-  =  ^F{--^/FW}   <■" 

Since  all  the  quantities  in  this  expression  are  given,  this  fixes 
the  position  of  the  neutral  axis. 
We  may  write  this — 

/...,^=/.{yi  4-^-^-1} (13) 

For  ^  =  15.     This  gives — 

r 

•007  -365 

•010  -417 

•015  -483 

•020  -530 

Moment  of  Resistance. — We  can  now  comparatively  simply 
find  the  moment  of  resistance.  The  resultant  compression  acts 
at  the  centre  of  gravity  of  its  triangle. 

Therefore  the  distance  between  the  resultant  compressions  and 
tensions  is  §  jc  +  z;. 

.-.  If  C  and  T  represent  these  resultant  compressions  and 
tensions,  we  have  that  the  moment  of  the  couple  due  to  the 
resisting  stresses,  which  is  called  the  moment  of  resistance,  is 
given  by — 

M  R  =  C  /"-^  ^  +  z;") 

=  -fc  ^  X  I-  X  +  v\ (14) 

or.UR  =  T  (-  X  ^-  v\ 

=  /,AsQ   X  +  v^ (15) 

And  this  moment  of  resistance  must  be  equal  to  the  maximum 
bending  moment  for  the  loading. 
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Numerical  Example. —  Take  the  same  section  as  worked  by  the 
j>revious  formula  (see  Fig.  200) ;  and  take/c'  =  500  lb.  per  in.^ 

Then  equation  (12)  gives — 

^  =  ••44 ;<  15  I      A  +  2x6x,o_  ,| 
6  IV  1*44  X  15  J 

=  5 '6 1  inches. 
V  =  10  -  5 '6 1  =  4*39  inches. 
Then  M.R.  or  safe  B.M.  considering  the  concrete  is  equal  to — 

5^>L6x  5-6i{4-39+?5-6i}in.lb. 

=  — —  X  5-61   X  8*13  =  5700  ft.  lb.  nearly. 

Comparing  this  with  the  safe  B.M.  by  the  first  method  we  see  that 
the  present  is  more  than  three  times  as  much. 

Stress  in  steel  is  then  equal  to  — -, — '■ — '- — i 
^  As  (?  ^  +  v)  . 

5700  X  12  ,,  .    „ 

=    -^       -    o     -  =  5720  lb.  per  m.2 
1-44  X  8-31        ^^  ^ 

Assuming  a  span  of  10  ft.,  the  max.  B.M.  if  the  load  is  uniformly 

1-      -1        J  •    W  X   10  -    ,, 
distributed  is  -      ^ ft.  lb. 

.   W  X   10  ...  ^    „ 

. .   g =  5700        .-.  W  =  4560  lb. 

This  includes  the  weight  of  the  beam  which  is  roughly 

10  X   12  X  6  ,,  ,, 

X   1501b.  =  750  lb. 

144 

.*.  Safe  load  uniformly  distributed  =  4560  -  750 

=  38101b. 

It  will  be  seen  from  the  stress  in  the  steel  that  the  area  of 

reinforcement  is  more  than  it  need  have  been.     By  combining 

equations  (9)  and  (10)  we  could  have  found  the  value  of  As  to 

give  the  stress  in  the  steel,  say  10,000*  lb  per  sq.  in.,  when  the 

compressive  stress  in  the  concrete  is  500  lb.  per  sq.  in. 

The  above   formula  gives   results  which  are  in  fairly   good 

agreement  with  tests,  and  is  the  one  most  largely  used  in  practice. 

*  We  suggest  10,000,  although  15,000  is  often  used,  because  we  have  seen 
that  the  elastic  limit  of  the  steel  almost  corresponds  to  the  failure  point  of  the 
reinforced  beam. 
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Third   Method — General  No-tension    Method. —  In 

this  method  we  will,  as  before,  assume  that  all  the  tensile  stress  is 
taken  by  the  steel,  but  we  will  assume  that  the  stress-strain  cune 
for  concrete  is  not  straight  but  some  other  curve. 

In  this  way  we  get  the  stress  diagram,  Fig.  202,  from  the  strain 
diagram. 

Suppose  that  its  area  =  k  ,  x  ./c  and  that  its  centroid  is  at 
distances  m  x  from  the  neutral  axis. 

Then,  as  in  equations  (8),  (9)  we  get — 

/s 


'Spam  Diamm 
F'uj.  202,^Reinforci'f!-cuncrefe  Beams.     Method  8. 


Now  since  the  total  compressive  stress  must  be  equal  to  the 
total  tensile  stress  we  have  : 


/.X  =  k.fi.x./J  

.  2' .  e  '  As 

,-.  ^  /?  X-  =  V  e  A^  =  V  e  {q  -  x) 
'.  k  b  X'  +  As  ^  .V  -  ^  As  ^  =  o 


(16) 


..(17) 


2  AS  I 
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"• -;  -  f  a  \/- :;  -  ■} <■'> 

Then  moment  of  resistance 

=  M.R.  =  /s  As  {v  +  m  x)     for  tension  (20) 

^  kb  xfc  {v  +  mx)  „  compression  ...(21) 

Numerical  Example  with  Stress-strain  Curve  Parabola. 
— Take  the  section  that  we  have  worked  for  the  previous  formuUt. 
(See  Fig.  2co.) 

If  the  stress-strain  curve  is  a  parabola  tangential  at  the  compression 
edge  we  have 

^  =  3 

'''  =  8  

For  the  given  section  x  =  i:^L^L13  {     /\  ^4,2 '10.6  _  ^  \ 

2.-^6      l^  15.1-44.3        J 

3 

=  5  •  12" 
.*.  V  =  10  -  5*12  =  4*88 
.-.  Safe  M.R.  for  concrete 

=  -  X  6  X  5*12  X  500  (4*88  -h  3*2o  j  in  lb. 

2  6 

=  -  X  —  X  ;-i2  X  500    X  8*o8  ft.  lb. 

3  12       ^  ^ 

=  6900  ft.  lb.  nearly 
Then  stress  in  reinforcement 

J.        6900  X  12  ,, 

=  ^'  =  T^ir^^  =  7120  lb.  per  sq.  in. 

It  will  be  seen  that  this  method  gives  higher  values  still  for  the 
safe  bendmg  moments.  The  stress-strain  curve  for  concrete,  although 
nearly  parabolic,  would  not  have  the  vertex  of  the  parabola  at  a  stress 
of  500  lb.  per  sq.  in. 

From  the  above  we  think  that  it  should  be  clear  that  there  is 
not  much  difficulty  in  finding  the  stress  in  reinforced  concrete 
beams  so  long  as  we  know  accurately  the  properties  of  the  concrete, 
and  are  clear  as  to  what  assumptions  we  are  making. 

Reinforced  Concrete  j  Beams. — Reinforced  concrete 
floors  usually  consist  of  reinforced  slabs  with  reinforced  beams 
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at  definite  intenals  in  a  longitudinal  direction,  the  whole  being 
monolithic.  Fig.  203  shows  a  section  of  such  a  floor,  which  may 
be  regarded  as  a  number  of  T  beams.  The  reinforcing  bars  a  in 
a  transverse  direction  in  the  slabs  are  arranged  as  shown  to  take 
the  tension  at  the  top  where  the  bending  moment  reverses,  due  to 
the  slabs  being  continuous. 


/f 

/ 

-B 

* 

u-^ 

y 

•     • 

s 

/ 

S- 

•    • 

•    • 

Fig.  203. 

It  is  usual  to  take  the  effective  breadth  of  the  flanges  of  the 
T  beams  as  less  than  B — J  to  \  B — because  the  concrete  be- 
tween the  beams  acts  as  a  short  beam  in  a  direction  at  right  angles, 
and  so  the  centre  portion  is  comparatively  highly  stressed  for  this 
reason. 

We  will  now  consider  the  stresses  in  the  beam,  adopting  the 
no-tension,  straight-line  method. 

Case  i.  If  r  >  .v  we  get  the  same  rules  as  given  in  method 
(2)  for  rectangular  beams,  b'  bemg  substituted  for  b. 

Cask  2.     If  r  <  .v  we  proceed  as  follows:  — 

As  before  we  have  from  a  consideration  of  the  strain  diagram 

r  =  ?^A' 


V  ^ 


I   -f  e 


A 


Now  consider  the  total  stress  diagram,  Fig.  204,  i.e.,  horizontal 
lengths  of  compression  figure  =^  compressive  stress  per  sq.  in.  x 
breadth  ot"  beam. 

Now  total  compressive  stress  on  the  section 


=  C 

C 
Bute 


area  (b  d  h  -  H  f  g) 
//  b'  .  X  _  (b'   -  b)  j 


X 


=  T  =  /s  As 


{U  -  b)P\ 


Reinforced  Concrete  T  Beams. 


455 


.../.A..f{..-t^}   <.) 


.*.  ;r  = 


z;  ^  .  2  As 

^'  ^r^  -  {b'  -  b)j"^  =  2  A^e  q  -  2  K^  e  x 
b'  x^  +  2  Kex  -  {{b'  -  b)j^  +  2  A^eg]  ^  o  ...  (23) 


Dia^rvn 


Total  5tr&3S 
Oiaaram 


Fig,  204. — Reinforced  T  Beatns. 

From  this  quadratic  the  value  of  x  can  be  found. 
Then  if  the  centroid  of  the  compressive  stress-strain  curve  area 
is  at  distance  q  from  the  centre  of  reinforcement 
Safe  B  M.  =  C  X  / 
Let  the  centroid  of  the  compressive  stress-strain  diagram  be  at 
distance  u  from  N.A. 

Then  u  ^  q    -  v. 
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Now  this  cemroki  is  die  same  as  the  centre  of  pressure  on  a 
amilar  body  sabfected  to  fluid  pressure,  the  N.A.  being  the  water 
line.     In  this  case  it  is  easily  shown  that 

2nd  Ml  of  area  above  N.A.  about  N.A, 


I  St  Mt.  of  area  above  N.A.  about  N.A. 

b'  r*   _   \'9    -   ii\p 
5  3 


\^ 


^)J* 


(24) 


2  2 

This  enables  us  to  find  /. 

Many  writers  neglect  the  portion  f  e  m  of  the  stress  diagram, 
but  this  does  not  make  the  calculation  so  very  much  easier,  and  so 
we  will  not  do  so. 


i 

/•/i" 

^  «•  — 

' 

Fig.  205. 

Numerical  Example  of  T  Beam.— Take  the  T  beam  of  section 
shown  in  Fig.  205.  In  this  case  we  will  not  assume  the  area  of 
reinforcement  (A<>  to  be  given,  but  will  calculate  it  so  as  to  give 

fc   =  500  lb.  per  sq.  in. 
A  =  io,cco  lb.  per  sq.  in. 
*•  =  15 

iS-  500 
10,000 

-I-  =  13-5  -  772  =  578" 


Then  we  have 


I     X 


I  -f- 


=  772" 


htt 
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*.  From  equation  (22) 

10,000  As  =  ^--  I578  X 

^-  "         578 

=?{-- 

44*4| 

.-.As 

10,000 

=  4-97  sq.  in. 

Id  opt  say  3  bars 

I  J"  diameter. 
42  X  578S  ^ 

34  .  278' 

Then                  u 

3 
42  X  5782  ^ 
2 

3_ 
.  34.278^ 
2 

.-.  SafeB.M. 

=  4*31"  nearly 
=  /sAs.(4-3i 

+  772) 

10,000  X  4*97  X   12*03  ^    „  , 

=    _'         ^"^y.    ?  =  50,000  ft.  lb.  nearly. 

Shear  Stresses  and  Adhesion  in  Reinforced  Con- 
te  Beams. — There  has  not  been  very  much  light  shown  up 
16  present  on  shearing  stresses  in  reinforced  concrete  beams, 
m  experimental  work  it  may  be  taken  as  a  general  rule  that 
pting  a  safe  shear  stress  of  75  lb.  per  sq.  in.  a  beam  of  ordinary' 
1  and  percentage  reinforcement  will  be  satisfactory  as  far  as 
ical  shear  goes. 

The  shear  in  the  case  of  a  reinforced  concrete  beam  differs 
1  that  in  the  plate  girder  in  the  following  respect.  The  plate 
er  has  to  be  stiffened  against  buckling  due  to  the  compressive 
iponent  of  the  shear,  but  in  the  reinforced  beam  we  liave  to 
:e  bars,  corresponding  to  the  stiffeners,  to  take  up  the  tensile 
iponent  of  the  shear. 


\^\^^v  v^^^^^y 


Fig,  206. — Shear  Reinforcement, 

Fig.  206  shows  one  way  in  which  the  shear  stress  is  taken  up, 
her  examples  are  given  in  Figs.  209-214. 
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^--sNTimiiCKa^  SfiT.Ai.  A3cr-  AxszsiosL — Coosider  twovertial 
-sf-.-ru-^x^  x  I.  lesnaarsL  rnwingie  beaon  iBMle  at  pcnnts  a,  b,  a  short 


^f <s 


V.  %. 


\    -  V, 
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being  the  shearing  force  over  the  portion  a  b  ;  it  being  remem- 
ired  that  x  is  small,  and  that  therefore 


S  = 


Ma-  Mb 


T'  -  T  . 
it  IS  equal  to  the  difference  in  the  pull  in  the  reinforce- 

ent  for  a  unit  length  of  the  beam,  and  this  is  the  force  that 
nds  to  pull  the  reinforcement  out  of  the  concrete ;  or,  in  other 
)rds, 

T'  -  T 

=  adhesive  force  per  unit  length  of  bieam. 

Now  let  fs,  —  safe  adhesive  stress,  and  0  the  total  perimeter 
the  reinforcement. 
Then^. <7  =  safe  adhesive  force  per  unit  strength. 

i.e.,  S  must  not  be  greater  thany^  .o.q. 
Now  take  the  example  worked  on  p.  451. 
If  the  reinforcement  consists  of  two  round  bars,  0  =■  8'63> 

was  8*31,  S  was  — —  =  2280. 
2 

•■•■^'=  8^6??^  =  319  lb.  per  sq.  in. 
This  is  well  v/ithin  safe  limits. 


REINFORCED    CONCRETE    COLUMNS. 

Short  Columns  Centrally  Loaded. — We  have  shown  on 
442  that  the  safe  load  in  a  column  in  which  buckling  is  negli- 
)le  (the  length  being  less  than  1 5  times  the  least  diameter)  is 

W  =/c'(Ae  +  ^As)   (25) 

Cross-binding  of  Reinforcement— In  addition  to  the 
igitudinal  reinforcement,  some  form  of  binding  is  necessary  to 
ep  the  bars  at  the  requisite  distance  apart.  This  is  due  to  the 
lowing  reason  : — 

Suppose  that  a  reinforced  column  with  bars  a  b,  c  d,  Fig.  208, 

compressed ;  then,  quite  apart  from  any  buckling  of  the  whole 
lumn,  the   column  will   bulge   out   somewhat   as  shown,  and 

2  reinforcing  bars  will  buckle  because   the  value  of    -  or  the 


4^0 
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buckling  factor  for  them  wil!  be  large.  If  we  bind  the  reinforcing 
bars  together^  as  shown  diagrammalically,  so  that  they  cannoE 
buckle,  the  column  will  not  bulge  to  anything  like  the  same  ex- 
tent, and  so  will  be  considerably  strengthened.  From  a  krgi; 
number  of  estpenments  M.  Considfere  finds  that  the  best  resuits 


B 


HfC 


ft    f    C 


Fiy .  208-  —  Eel  i  iforced-pQiwrete  Colti  m  ns. 

are  ohtnined  when  spiral  coils  are  plated  round  the  reinforcing 
bars  at  distances  a]>art  equal  to  I  to  ^\  of  the  diameter  of  the  coil 

M,  Considfere  suggests  the  following  allowance  for  the  coils  in 
the  strength  of  the  column  :  — 

l.et  Ah  be  the  equivalent  area  of  longitudinal  reinforcem^t^t 

f^i         *    *       t    /*         *  volume  of  metal  in  coib\ 

of  the  spural  coils  (i,f.,    Ah   =        11^1  i 

\  length  of  coluiim      / 

Then  safe  load  =/c'  (A,  +  ^  A^  +  2-4^  Ah)    .....4^'S) 
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This  recommendation  is  not,  however,  adopted  in  the  R.I.B.A. 
port. 

Long  Columns  Centrally  Loaded. — There  has  not  been 
y  much  work  done  on  long  reinforced  concrete  columns. 

Some  authorities  use  Euler's  formula  applied  to  the  homo- 
leous  section : 

viz.,  Safe  stress  =  /p  =  ^  -^  (see  p.  337), 
5  ^^ 
eing  the  buckling  faptor.     In  obtaining  c  the  radius  of  gyration 

the  equivalent  homogeneous  section  (see  p.  80)  is  used, 

/>.,  /&  =  ./! 
^    A 

ere  A  =  Ac  -f-  ^  As . 

I  =  equivalent  second  moment 

=  r  4-  (^  -  i)  As  /-^  for  section  shown  in  Fig.  208. 

being  the  moment  of  the  section  apart  from  the  reinforcement,. 

I  =  ^- V  (e  -  i)  As  /^  for  circle         I 

64  \ 

^/^s  (   

=     h  (^  -  I )  As  r^  for  rectangle 

Then  safe  load  =  /p  4-  (Ac  4-  e  As). 
Rankine's  formula  can  also  be  used  in  the  form 

/p  =  -^°4 (38) 

^  "^  8000 

The  value  of  c  in  terms  of  L  and  k  for  various  methods  of 
ng  the  ends  is  given  on  p.  341. 

Combined  Direct  Stress  and  Bending  in  Reinforced 
>ncrete. — Let  the  line  of  pressure  in  a  reinforced  concrete 
acture  cut  the  section  at  a  distance  of  z  from  the  equivalent 
itroid,  the  normal  thrust  being  Q.     Then  the  direct  stress  is 

and  the  B.M.  is  Q.s. 

►wlet  A  =  equivalent  homogeneous  area 

I  =         „  „  second  moment 

let  X  =  distance  from  equivalent  centroid  to  compression  edge 
J  =         „         „  „  „         „  tension 

*  5X)  should  be  used  if  600  is  used  for  bending. 


•(27> 
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Then  combined  compressive  stress  in  concrete 

=  /••-§- V  =  Q(s*t) w 

Combined  tensile  stress  in  concrete 

=  /-  =  Q(7-s)  ■ w 

A  good  many  authorities  prefer  for  structures  such  as  arches, 
dams,  retaining  walls,  chimneys,  &c.,  to  work  by  the  above  method, 
which  is  equivalent  to  the  first  method  of  calculating  stresses  in 
beams  (p.  444)- 

For  safe  stresses  fc  and  fc  may  be  taken  as  500  and  100  lb 
per  sq.  in.  respectively. 

The  values  of  I  may  be  taken  as  given  in  equation  (27)  for 
squares  and  rectangles. 

In  other  respects  the  calculation  of  the  stability  of  reinforced 
concrete  arches,  dams,  retaining  walls,  chimneys,  &c.,  is  the  same 
as  previously  given. 
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EXAMPLES    OF    SOME    LEADING    SYSTEMS    OF 
REINFORCED    CONCRETE    CONSTRUCTION. 

Although  our  present  scope  prevents  our  dealing  with  the 
rnany  practical  problems  involved  in  reinforced  concrete  construc- 
tion, we  will  give  a  very  brief  account  of  some  of  the  leading 
systems  to  give  some  idea  of  this  form  of  construction. 


Fig,  209. — Hennehique  System. 

Hennebique  System. — This  system,  which  was  one  of  the 
first  to  be  introduced  into  this  country  on  a  large  scale,  was  in- 
vented in  1892  by  M.  Franc^ois  Hennebique,  a  Belgian  engineer 
and  was  largely  extended  by  the  late  Mr.  L.  G.  Mouchel. 

Fig.  209  shows  the  application  to  beams  and  floor  slabs. 
Round  bars  are  used,  some  of  the  bars  being  extended  upwards  at 
the  supports  to  take  the  reversed  bending  moment.  The  stirrups 
which  are  designed  to  take  the  shear  form  the  crux  of  the  system. 
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and  are  placed  closer  together  at  the  ends  of  the  span  where  the 
shear  is  greatest. 

Coignet  System— This  system  is  illustrated  in  Figs.  210 
to  211,  and  was  invented  by  M.  Edward  Coignet,  who  was  one 
of  the  first  to  publish  investigations  of  the  theoretical  principles  of 
the  subject.     In  this  system  also  round  bars  are  used,  and  in  the 


V\ij.  210,— Coignet  System, 

main  beams  reinforcement  is  placed  also  on  the  compression  side. 
This  enables  the  skeleton  construction  to  be  first  made  and  then 
transported,  and  also  enables  the  main  beams  to  be  formed  first 
and  afterwards  hoisted  in  place  and  the  floor  slabs  then  cast. 
Fig.  2ioa  shows  this  clearly.  Holes  are  left  in  the  beams  by 
means  of  which  the  w^ooden  centering  is  supported.  The  stirrups 
in  this  system  are  of  round  bars  y\  in.  to  J  in.  in  diameter,  the 


...s-,,,»,...,i«. 


r.--^,r-*i 


Fig.  210a. — Coignet  Beam, 


Fig,  2106. — Coignet  Footing, 
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i^'tfif.  211. — Plan  of  Coignet  Footing, 
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ends  being  twisted  or  bent  over  the  top  bar ;  they  are  fixed  by 
annealed  wire  to  the  principal  bars. 

Figs.  210^,  211,  show  a  column  footing  designed  according  to 
this  system. 


i 


:  :  I :  -    V     -    »;,  ^,"::  *  -  ^'K  — -V >^  _   ♦ 


'^.  ^^:i?^>A  ^nr^-m^Ss^^^ 


Fi(/.  211(t.-  British  Bcinforrcd  Concrete  Engineerimj 
Companies  System. 


Kahn   Trussed  Bar  System, 
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British  Reinforced  Concrete  Engineering  Co.,  Ltd., 
system. — A  column  and  main  beam  according  to  this  system 
re  shown  in  Fig.  211^.  Round  bars  are  used  for  the  reinforce- 
lent  and  the  shear  members  consist  of  small  bars  at  45"  twisted 
ound  the  main  bars  so  as  to  grip  them  tightly,  the  ends  being 
Lirned  horizontally.  The  spiral  reinforcement  for  the  columns  is 
»ent  round  the  vertical  bars  as  shown,  and  is  extended  into  the 
oncrete  core. 

Kahn  Trussed  Bar  System. — In  this  system  a  reinforcing 
»ar  of  peculiar  shape,  shown  in  Fig.  212,  is  used.     The  bar  con- 


F\^,  212,—Kah7i  System, 


sists  of  a  diamond  section  core  with  two  *  wings '  which  are  slit 
longitudinally  at  intervals  and  bent  up  at  45°  into  stirrups,  thus 
forming  the  shear  members  out  of  the  one  solid  bar.  The  makers 
of  this  system  contend  that  the  shear  reinforcement  should  be 
solidly  fixed  to  the  main  reinforcement,  and  tests  made  of  floor 
slabs  with  this  system  compared  with  those  without  such  solid  fixing 
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seem  to  indicate  that  their  contention  is  correct.  Tlie  arrange' 
raent  of  the  bar  is  very  ingenious ;  at  the  centre  of  the  beam, 
where  the  bending  moment  is  greatest,  the  *  wings '  are  kept  solid 
with  the  core,  thus  giving  a  greater  area  of  reinforcement 
In  columns,  as  shown,  the  bent  stirrups  are  used  to  reinforce 
the  core  or  centre  of  the  cohtmn,  and  to  prevent  lateral 
bulging. 

Indented  Bar  System,— According  to  this  system  rolled 
indented  bars  of  the  peculiar  section  shown  in  Fig  215  are  used, 


Fig.  2m.~-IndfitJ€d  Bar. 

These  bars  form  a  mechanical  key  bond  with  the  concrete  and 
thus  greatly  increases  the  adhesion  between  steel  and  concrete- 
From  some  tests  of  beams   reinforced  according  to  this  system, 


r^WTTm 


t¥» 
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which  the  author  has  seen,  this  key  bond  seems  to  be  very  effectual ; 
in  testing  to  destruction  the  concrete  split  longitudinally  approxi- 
mately along  the  line  of  reinforcement,  and  the  impression  of 
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he  indented  bar  in  the  portion  which  split  off  was  perfect,  thus 
howing  that  no  slipping  had  occurred. 

As  shown  in  Fig.  214,  some  of  the  bars  are  bent  up  at  45" 
owards  the  end  of  the  beam  to  take  shear  stresses.  This  is  very 
atisfactory  because  no  metal  is  wasted  and  the  length  of  the 
loping  bars  is  quite  independent  of  the  spacing,  and  there  is  a 
oHd  connection  between  shear  and  main  reinforcement. 

Further  examples  of  reinforced  concrete  constructions  used  in 
:onj unction  with  ordinary  steel  work  to  form  fireproof  flooring, 
ec,  are  given  in  Chapter  XVI. 

In  the  above  treatment  we  have  not  attempted  to  deal  with 
he  many  practical  considerations  such  as  centering,  moulds,  laying, 
tc,  which  must  be  gone  into  before  a  full  grasp  of  the  subject 
an  be  obtained.  The  above  is  intended  as  an  introductory  treat- 
ment to  give  general  ideas,  and  to  make  the  theory  as  clear  as 
'Ossible ;  for  further  information  the  reader  should  consult  the 
urrent  periodical  literature  dealing  with  it  and  the  leading  treatises, 
mong  which  may  be  mentioned  Marsh  &  Dunn's  Reinforced  Con- 
^ete,  and  Bull  &  Hill's  Reinforced  Concrete  Construction  (Constable 
:  Co  ,  London). 


CHAPTER   XVI. 
DESIGN    OF   STEELWORK    FOR   BUILDINGS,  Ac. 

Introductory. — In  recent  years  the  increase  in  the  sizes  and 
weights  carried  by  buildings  has  led  to  the  adoption  of  a  building 
which  is  practically  a  steel  framework  encased  with  masonry.  The 
design  of  such  buildings  has  been  carried  out  to  a  further  extent 
in  America  than  in  this  country,  where  the  building  regulations 
have  considerably  hindered  their  development ;  but  although  we 
have  not  in  this  country  any  steel-skeleton  buildings  of  the 
magnitude  of  the  American  ones,  steelwork  now  bears  a  very 
imix)rtant  part  in  buildings  of  appreciable  size. 

The  steel  skeleton  of  a  building  should  be  designed  so  as  to 
safely  carry  the  loads  on  the  building,  independently  of  the  brick- 
work, the  thickness  of  which  will  depend  on  the  regulations  of  the 
local  authorities. 

Choice  of  Sizes  and  Shapes  of  Sections. — As  we  have 
l)ointed  out  in  Chapter  II.,  the  better  of  two  designs  of  equal 
strength  is  the  one  that  ivs/s  less — not  necessarily  the  one  which 
has  less  material  in  it.  Now  the  cost  depends  principally  on  the 
weight  of  materials,  the  cost  of  workmanship,  including  facility  of 
erection,  and  on  the  facility  of  obtaining  the  materials  required. 
It  is  much  more  costly  to  buy  a  few  lengths  of  a  number  of 
differently-sized  sections  than  a  number  of  lengths  of  the  same 
.section,  and  it  is  much  less  exi)ensive  to  purchase  a  section  that  is 
practically  always  kept  in  stock  than  one  which,  although  listed, 
will  have  to  be  specially  rolled  and  thus  supplied  with  considerable 
delay.  Thus  we  should  endeavour  as  far  as  possible  in  our  designs 
to  use  sections  which  can  be  supplied  with  little  or  no  delay,  and 
to  use  the  same  section  for  as  many  parts  as  is  reasonably 
possible. 

Ultra-practical  men  often  cast  doubts  on  the  practical  value  of 
science,  and  base  such  doubts  on  the  assumption  that  it  is  said  to 
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be  scientific  to  design,  say,  a  small  roof  truss  with  every  bar  of  a 
different  section,  the  sizes  being  worked  out  to  a  thirty-second  of 
an  inch.  It  is  not  the  science  of  designing  which  is  at  fault 
in  such  a  case,  but  the  designer  who  has  only  grasped  one  part  of 
the  science,  and  is  lacking  in  that  extremely  valuable  quantity, 
common-sense. 

In  special  cases,  such  as  in  bridges  of  very  large  span  where 
the  dead  weight  of  the  structure  is  probably  more  than  the  loads 
to  be  carried,  sections  should  be  worked  very  close,  but  in  most 
cases  it  is  cheaper  to  use  sections  in  common  use. 

As  an  example  the  following  sizes  can  be  taken  as  com- 
paratively easily  obtainable : — 

T  Sections. — All  standard  sections  (given   in  appendix),  but 

4"x  5",  3"x  2  J",  ii"x  2". 
Equal  L  Sections. — All  standard  sections  (given  in  appendix), 

but  8"  X  8",  4^"  X  4^". 
Unequal  L  Sections. — 6"  x  4",    6"  x  3^",    5"  x  4",    5"  x  3", 

4"x3",    3"X2"- 
Channel  Sections. — 15"  x  4",    12"  x  3^"  x  32*88  lb.,  10"  x  3 J", 

9"  X  i\  8"  X  3  J",  7"  X  3"»  6"  X  3"- 
Z  Sections  are  not  very  much   used,  but   their   demand   is 

increasing. 
Flat  Bars. — Even  inch  widths  up  to  16". 

It  must  be  borne  in  mind  that  the  above  figures  are  given  as  a 
guide  only,  and  it  must  not  be  inferred  that  makers  necessarily 
will  not  have  other  sizes  in  stock. 

Length  of  Sections. — It  is  customary  for  the  makers  to 
charge  extra  for  sections  beyond  certain  lengths.  The  following 
may  be  taken  as  average  values  of  the  limiting  lengths  : — 

Flat  Bars       50  to  60  ft. 

Angles  and  y^        40  „    50  „ 

I  Beams  and  Channels     ...     30  „    35  „ 

Plates     35  ft.  up  to  about  3  ft.  wide. 

Thickness  of  Plates. — The  most  common  thicknesses 
are  f",  ^",  and  f",  and  where  a  thickness  greater  than  this  is 
required  it  is  usually  obtained  by  riveting  together  two  plates, 
but  for  web  plates  f"  and  |"  are  not  infrequently  used.      Thick- 
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nesses  in  odd  thirty-seconds  of  an  inch  are  usually  avoided 
because  they  cause  confusion  in  erection. 

Finish  of  Steelwork. — It  b  quite  commonly  specified  that 
the  edges  of  flange  plates  shall  be  planed,  but  it  is  often  better 
really  to  use  flat  bars  instead  of  planed  plates  because  the  planing 
takes  a  good  deal  of  time  and  often  causes  congestion  in  the  work- 
shop, and,  moreover,  the  skin  on  the  rolled  bars  keeps  off 
oxidation  better.  If,  as  is  often  the  case,  the  edges  will  not  be 
seen  when  the  structure  is  finished,  there  appears  to  be  no  need 
for  such  planing,  but  of  course  this  does  not  apply  to  portions 
of  plates  and  other  sections  which  require  to  have  a  true  bearing 
surface  and  must  therefore  be  planed. 

Loads  on  Buildings.  Dead  Loads. — These  consist  of 
the  actual  weight  of  walls,  floors,  tanks,  and  all  permanent  con- 
struction, and  should  be  obtained  as  nearly  as  possible  from 
the  rough  plans. 

Live  Loads. — These  may  be  designed  for  as  follows,  the 
figures  being  given  as  equivalent  dead  loads  per  sq.  ft  of  floor 
space. 

Dwelling-houses,  hotels,  &c 

Ofiice  buildings      

Theatres,  churches,  &c , 

Drill-halls  and  ball-rooms  

Stores,  warehouses,  and  light  factories... 

Heavy  workshops 

Load  distributed  from  roof        

Where  a  warehouse  is  for  the  storing  of  a  definite  cubic  capacity 
of  a  special  material  such  as  grain,  a  special  calculation  should  be 
made  for  the  actual  weight  of  it. 

An  American  authority,  Mr.  C.  C  Schneider,  suggests  also 
that  in  addition  to  the  equivalent  live  loads,  some  provision  should 
be  made  for  isolated  loads  such  as  safes,  and  thus  specifies  that 
not  only  should  the  floor  support  uniform  loads,  obtained  from 
some  table  such  as  given  above,  but  every  main  floor- beam  should 
be  capable  of  sustaining  an  isolated  load  of  5000  lb. ;  this  is  not 
to  be  taken  as  an  additional  load,  but  the  beam  is  to  be  designed 
for  whichever  gives  the  maximum  bending  moment. 


60  to 

90  lb. 

per  sq.  ft. 

80  „ 

IIO„ 

100  „ 

150  » 

140  „ 

160  „ 

100  „ 

300  »> 

250  »» 

450  »» 

40  lb. 

per  sq 

ft. 
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The  actual  weights  on  three  large  office  buildings  in  America 
were  measured,  and  the  maximum  came  at  40*2  lb.  per  sq.  ft. 
Allowing  for  the  fact  that  a  considerable  amount  of  this  is  a  live 
Load,  our  figure  for  the  equivalent  dead  load  appears  to  be  (juite 
satisfactory. 

In  designing  the  columns  or  stanchions  for  buildings  of  more 
than  two  stories  high,  it  is  common  to  reduce  the  live  loads  as 
follows  : — For  roof  and  top  story  live  load  to  be  calculated  in 
full ;  for  next  lower  story  5%  reduction  on  live  load ;  for 
next  lower  story  10%  reduction,  and  so  on  until  50%  reduction 
has  been  obtained,  this  reduction  never  being  exceeded. 

Columns,  Caps,  and  Bases.— The  working  stresses  for 
columns  or  stanchions  are  obtained  as  indicated  in  Chapter  XII. 
In  making  such  calculations  the  following  points  should  be  kept 
in  mind. 

(a)  When  the  column  carries  a  girder  on  one  side  only,  or 
where  the  loads  distributed  from  the  girders  on  the  two  sides 
of  the  column  are  unequal,  allowance  should  be  made  for  the 
eccentricity  of  the  load. 

(b)  Corner  columns,  />.,  columns  at  the  corners  of  buildings 
which  carry  girders  in  two  directions  at  right  angles  only  should 
be  designed  for  eccentric  loads. 

(c)  Columns  which  carry  girders  on  each  side  on  which 
traveller  cranes  run  (see  Fig.  208)  should  be  designed  for  the 
case  when  only  one  crane  is  over  the  columa  In  such  columns 
it  should  be  remembered  that  if  the  traveller  is  braked  suddenly 
it  will  cause  a  horizontal  dragging  force  on  the  column.  This 
dragging  force  may  be  taken  as  not  more  than  *2  of  the  weight  of 
the  traveller,  together  with  one-eighth  of  weight  carried.  The 
dragging  force  for  the  crab  moving  transversely  is  often  taken  as 
one-half  of  the  above. 

(d)  The  end  of  a  column  can  only  be  taken  as  fixed  if  it  is 
fixed  in  two  plane**.  Where  it  is  fixed  in  one  plane  only  as  in 
the  case  of  the  columns  supporting  a  gantry  girder,  it  should  be 
taken  as  fixed  in  direction  but  not  in  position,  as  shown  in 
Case  5,  p.  340. 

Sections  of  Columns. — Built-up  sections  are  used  in  most 
cases  for  mild-steel  columns,  especially  for  workshops,  although 
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Fig,  21b,— Column,  Caps,  and  Bases, 


In  no  case  should  the  overhang  of  the  base  plate  be  so  great 
that  the  overhanging  portion,  treated  as  a  cantilever  with  a 
uniform  load  equal  to  the  upward  pressure  on  it,  has  a  shear 
stress  greater  than  5  tons  per  sq.  in.,  or  a  tensile  stress  greater 
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amples  of  Columns  from  Practice.— Figs.  216-220 
xamples  of  columns  from  practice,  a  perusal  of  which 
make  clear  many  points  in  the  construction. 
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Fig,  219. — Column  for  Workshop, 

216  shows  a  typical  cleated  connection  between  columns 
*ders  built  up  of  *  broad-flange  beams/  full  particulars  of 
ire  given  in  an  excellent  handbook  published  by  Messrs. 
.kelton  &  Co.* 

indbook  No.  lo,  Structural  Steel,  H.  J.  Skelton  &  Co.,  71  Finsbury 
It,  E.C. 
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Fig.  217  shows  steelwork  for  the  Westminster  Trust  building, 
the  steelwork  being  supplied  by  Messrs.  Redpath,  Brown,  &  Co., 
and  Kleine  Fireproof  Floors  being  used. 

Fig.  217a  shows  a  typical  view  of  column  connection  at  the 
Ritz  Hotel,  London,  taken  during  erection. 

Figs.  218,  219  show  typical  columns  for  use  in  factories,  a 
typical  section  of  which  is  shown  is  Fig.  220.  The  right-hand 
side  is  specially  designed  with  a  view  to  possible  extension  at  a 
later  date. 


Trar\  ^vcr^€  ' '  ^ech'on 

Fi(/.   22i).  —  7'yj)ic(tl  Section  through   WorkHhop. 

Foundations  for  Columns. — Very  great  care  is  required 
in  the  design  of  the  foundations  for  columns  and  stanchions 
because  the  stability  of  the  whole  structure  depends  on  tne 
foundations,  and  so  low  stresses  are  used  for  foundations. 

The  foundations  should  always  be  designed  so  that  the 
settlement  is  uniform,  /'.<•.,  the  same  working  pressure  per  s(i  ft. 
should  be  used  for  all  the  column  foundations  of  one  building. 

Safe  Pressures  on  Foundations — The  following  figures 
may  be  taken  for  the  safe  pressures  on  foundations  in  design. 
In  an  important  case  where  no  information  can  be  obtained  as  to 
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Fig.  2ll(f.- Steelwork  for  liitr.  HntvL 
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:he  bearing  value  of  the  soil  in  the  vicinity,  the  maximum  bearing 
pressure  of  the  earth  should  be  found  by  loading  cylinders.  A 
actor  of  safety  of  at  least  two  should  be  allowed  on  such 
naximum  pressures. 

Soils. — 
Made  ground... 
Soft  clay 

Hard  clay  or  loam     . . . 
Dry,  compact  sand     . . . 
Dry,  coarse  gravel 
Soft,  friable  rock 
Ordinary  rock 
Hard,  compact  rock  . . . 

Piers  and  Templates. — 

Granite  

Limestone 

Sandstone  or  Yorkstone 
Cement  concrete,  best  (i  to  4) 
>,     (i  to  6) 
Lime  concrete  (i  to  6) 
Brickwork  in  cement... 
Rubble  masonry  in  cement 

Where  the  loads  transmitted  are  not  too  large,  the  column 
)ases  may  rest  on  concrete  blocks,  as  indicated  in  Fig.  220,  the 
rea  of  which  is  determined  ^roni  the  safe  pressure  on  the  soil. 
The  thickness  or  depth  of  the  concrete  should  not  be  less  than 
wice  the  projection  of  the  block  from  the  base  plate  of  the 
tanchion,  the  minimum  thickness  being  1 2  inches. 

The  bottom  of  the  foundation  should  be  sufficiently  deep  to 
)e  beyond  the  influence  of  frost,  <S:c.,  3  feet  being  generally  taken 
ts  satisfactory  in  this  country. 

The  base  plate  of  the  stanchion  is  fixed  to  the  concrete  block 
)y  means  of  long  bolts  witn  large  washers  at  the  ends.  Square 
apered  holes  are  left  in  the  block  of  sufficient  size  to  insert  the 
vasher,  the  holes  being  grouted  with  cement  after  the  bolts  are 
nserted.     This  allows  some  play  in  fixing  the  columns. 


...     ^  ton 

per  sq.  ft. 

I 

)» 

2  to  4 

2    „    4 

4    n    7 

3    »   5 

5    ni5 

20   ,,30 

Tons  per  sq.  ft. 

Pounds  per  sq.  in. 

35 

550 

'5 

250 

20 

300 

^)         15 

250 

>)                 10 

160 

2   to  4 

30  to  60 

.         8    „     12 

120    „    180 

10 

160 

-L-M 


^  u    ^  itfjry  ix;iJ  D^rsz^  of  Structures. 


Brick  Ptscrs^ — Bock  poers  are-  scxnedmes  used  when  the 
^i±iirir  s  r.instftsnbie  i^ii  trse  tbcutdation  requires  to  be  con 
nnic.i    ii:»vTi  r.:-  i    roc^tieribie  depch.     Fig.  221  shows  such  a 
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Fi*j.  221 — Brick  Pier  Foundation. 

The  :  I'c'Air.^  r^Les  may  be  taken  for  such  piers: — 

'  I     The  bri.k  footings  should  project  2^  ins.  on  each  course, 

;r  >h.i'.l  have  a  batten  of  1  in  2. 
2     The  concrete  should  be  not  less  than  1 2  ins.  thick,  or  less 

than  twice  the  projection  of  the  concrete  over  the  brickwork. 
3*    The  thickness  of  the  stone  cap  or  template  should  be  not 

less  than  one-fourth  of  the  length  of  its  side,  or  less  than 

I A  times  the  projection  from  the  base  plate. 

Numerical  Example. — Suppose  that  the  load  to  be  trammiitcd 


Then,  adopting  a  safe  pressure  of  2  tons  per  sq.  ft.,  we  have  area 
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100 


of  base  =  —  =  50  sq.  ft.,  say  7  ft.  square.     If  it  is  a  Vorkstone  cap, 

area  of  stanchion  base  plate  =  =  5  sq.  ft.,  say  2'  3"  square. 

Adopting  10  tons  per  sq.  ft.  for  the  brickwork  in  cement,  we  have 

area  of  cap  =      -  =  ro  sq.  ft,  say  3'  3"  square.  If  we  adopt  6  courses 

of  brickwork,  the  base  will  be  3'  3"  +  2  (6  x  2J)  =  3'  3"  +  2'  3"  =  5'  6", 
then  a  concrete  base  7  ft.  square  and  18"  deep  will  be  satisfactory,  the 
the  projection  in  this  case  being  9". 

Grillage  Foundations-v-This  form  of  foundation  is  used 
for  heavy  loads  on  soils  which  will  not  bear  heavy  pressures,  and 
where  it  is  desirable  to  avoid  great  depth  of  excavation,  especially 
in  cases  where  a  thin  and  compact  stratum  overlies  one  of  more 
yielding  nature.  It  was  first  used  in  America,  and  consists  of  two 
or  more  layers  of  I  beams,  or  sometimes  rails  placed  across  each 
other,  the  space  between  the  joists  being  well  rammed  with  con- 
crete. Fig.  222  shows  a  grillage  designed  for  a  load  of  200 
tons.  Such  grillages  are  designed  according  to  the  following 
rules: — 

Maximum  spacing  of  beams  18"  centre  line  to  centre  line. 

Minimum         „  „       3"  between  flanges  to  allow  suffi- 

cient room  for  ramming  concrete. 

Cast-iron  separators  to  be  placed  4'  to  5'  apart. 

The  beams  are  designed  by  obtaining  the  bending  moment  in 
the  following  manner : — 

Let  L  be  the  length  of  the  beams  in  any  layer,  and  let  7i  be 
their  number  and  P  the  total  load  transmitted  by  the  column,  and 
let^  be  the  amount  of  overhang. 

Then,  treating  the  overhanging  ends  as  cantilevers  subjected 
to  an  upward  uniform  load,  we  have 

Max.  B.M.  =  ^"  -  —.'- 
2         n\u     2 

n  wiU  have  been  previously  decided  upon  from  the  rules  given 
above. 

In  designing  these  grillage  beams  it  must  be  especially  remem- 
bered that  for  short  spans  shear  is  relatively  more  important,  and 
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so  care  should  be  taken  to  see  that  the  shearing  force  is  not  too 
large  or  the  web  may  buckle. 

For  very  heavy  loads  cast-iron  bases  are  placed  between  the 
steel  base  and  the  grillage. 

Combined  Grillages. — Sometimes  two  or  more  columns  are 
supported  upon  the  same  grillage,  this  often  saving  room  in  one 
direction  from  the  columns.  In  such  a  case  the  centre  of  gravity 
of  the  grillage  must  coincide  with  the  centre  of  gravity  of  the 
loads  or  the  pressure  will  not  be  uniform. 

Pile  Foundations. — In  some  cases  piles  are  driven  into 
the  ground  over  the  whole  foundation.     The  ends  are  cut  off 
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F\^,  22s.— PUe  Foundation, 


level  and  embedded  in  cement,  or  covered  with  a  timber  raft. 
Fig.  223  shows  such  a  foundation. 

The  safe  pressui;e  on  such  piles  depends  on  the  driving  of 
them,  and  many  formulae  have  been  given.     Among  them  are  : 
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(i)  Major  Saunders : 


P  = 


%d 


P  =  safe  load  on  each  pile 

W  =  weight  of  monkey  used  in  driving 

h  —  fall  „  in  inches 

d  =  distance  driven  by  last  blow  in  inches. 

(2)  Engineering  News  : 

\Vh_ 
6{d  -[-  i) 

Caisson  Foundations  are  used  for  very  heavy  loads  where 
a  foundation  on  bed-rock  is  desired.     In  one  form  steel  cylinders 
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i-Vf/.  224.  =  Ca««so/j  Fou7idation. 

I  in.  thick,  6-10  ft.  diameter,  and  in  3  ft.  lengths,  are  pressed 
down  to  the  bed-rock  by  weighting.  The  first  section  is  provided 
with  a  cutting  edge,  and  water  is  pumped  in  to  assist  its  move- 
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ment.  The  central  core  is  then  excavated  and  filled  with  concrete 
or  brick.     Fig.  224  indicates  such  a  foundation 

Cantilever  Foundations. — This  form  of  foundation  is 
used  where  it  is  inadvisable  to  undermine  existing  walls  in  adjoin- 
ing property,  and  where  the  exterior  columns  cannot  be  located  on 
the  centre  of  the  wall  or  wall  footings.  Fig.  225  shows  one  form 
of  cantilever  foundation.  The  exterior  column  is  fixed  to  a  canti- 
lever girder,  to   the   other   end   of  which   is   fixed   an   interior 
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Fig,  225. — Cantilever  Foundation, 

column.  The  girder  abutment  is  then  provided  with  a  foundation 
as  shown. 

Eccentric  Loading  in  Foundations. — If  the  line  of 
pressure  or  resultant  thrust  of  the  column  does  not  come  down 
the  centre  line  of  the  foundation,  allowance  must  be  made  for  the 
resultant  inequality  of  pressure.  This  may  be  done  exactly  as 
described  for  masonry  structures  (see  Chapter  XIV.). 

Some  very  useful  information  on  the  design  of  foundations 
from  American  practice  will  be  found  in  Freitag's  Architectural 
Engineering  (Wiley  &  Sons,  New  York). 

Transverse  Bracing  of  Columns. — In  order  to  give 
lateral  stability  of  the  steel  skeleton  against  horizontal  forces  such 
as  wind,  bracing  is  often  used  in  tall  buildings.  In  ordinary 
buildings,  if  the  connecting  beams  are  not  too  shallow,  and  if  they 
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are  well  secured  to  the  columns,  no  such  bracing  is  necessary,  but 
in  very  tall  buildings,  where  the  area  of  ground  plan  is  compara- 
tively small,  such  bracing  is  necessary.  Such  bracing  is  usually 
of  one  of  the  following  kinds  : — 

{a)  Sway  Bracing. — This  consists  of  pin-jointed  rods  placed 
diagonally  between  the  columns  (Fig.  226),  the  whole  thus  acting 
as  a  vertical  lattice  cantilever. 
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Fig,  220. — Transverse  Bracing  for  Buildings, 


{i))  Knee  Bracing,  or  Triangular  Gusset  Plates. — These 
are  as  shown  in  the  sketch,  Fig.  226.  The  gusset  plate  may  be 
looked  upon  as  knee  bracing  with  a  solid  web.  The  stresses  in 
knee  bracing  can  be  obtained  by  moments  as  indicated  on  p.  315. 

{c)  Arch  Portals. — This  is  a  very  rigid  form  of  construction, 
and  is  considerably  more  expensive  than  those  previously  men- 
tioned. An  arch  portal  is  fitted  in  every  panel  of  the  frame  as 
indicated  in  the  figure. 
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GIRDERS    FOR    BUILDINGS. 

The  design  of  girders  generally  is  dealt  with  in  Chapter  XVIII. 
In  buildings  the  heavier  girders  are  usually  built  up  of  channels 
or  I  beams  a*nd  plates  such  as  shown  in  Fig.  227,  and  the  calcu- 
lations for  such  girders  present  no  difficulties.  The  moment  of 
inertia  of  the  section  is  found  in  inch  units,  as  described  on  pp. 
86,  87,  and  from  this  the  modulus  of  the  section  (Z)  is  readily 
obtained.     Then  we  have  : — 

7  Z 
Max.  B.M.  in  ft.  tons  =   '    ', 
12 

7  being  the  safe  working  static  stress  for  mild  steel  in  tons  per 
sq.  in.,  and  the  12  being  used  because  the  B.M.  is  in  ft.  tons. 


A 


Fig,  227. 

If  the  load  is  uniformly  distributed  and  equal  to  W  tons  and 
the  span  is  L  feet, 

W  T 

Max.  B.M.  =  -_— 
0 

.    W  L  ^  7  Z 

"8  12 

.-.  z  =  i^^ 

14 

This  gives  the  necessary  modulus  of  a  section  in  inch  units  to 
carry  a  uniform  load  of  W  tons  on  a  span  of  L  feet. 

Most  makers'  section  books  publish  the  moduli  and  safe  loads 
for  different  spans  of  various  built-up  girders. 
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Depth  of  Girders  and  Deflection. — The  depths  of  girders 
for  buildings  should  be  such  that  the  deflection  does  not  exceed 
^^  in.  per  ft  of  span  (wr  ^^  span. 

For  a  uniform  load  we  hare  proved  (p.  205)  that 

380E1  ^^ 

Xow  the  stress/  =  — p^,  where  d  is  the  half  depth,  assuming 
the  girder  to  be  symmetrical 

.-.  /  =  '-^p-  where  D  is  the  total  depth   (2) 

And  M  =  ^\-L 

.•./  =  i^JlD     (3) 

^  16  I  ^^' 


*  =  5^ 


V16I/ 


24.  E 

_    5L^/ 
24  .  E  .  D 
Taking/  =  7  tons  per  sq.  in. ;  E  =    13,000,  and  measuring 
L  in  feet  and  D  in  inches,  this  gives  the  deflection  in  inches. 

?  =  -^l^L^    (^) 

I  he  common  rule  is  that  if  the  depth  is  not  less  than  tjV  span, 
the  dertcvtion  will  not  be  excessive.  If  this  value  be  put  in  equa- 
tion 44),  remembering  that  D  is  in  inches,  we  get  ^  =  "0267  L,  or 
bnnging  the  deflection  to  feet  ^  =  '0022  L  ;  this  is  less  than  -^x^ 
span,  and  so  the  rule  is  satisfactor)-. 

Fixing  of  Ends  of  Girders. — Although  the  girders  are 
connectevi  to  the  cc>lumns  by  means  of  cleat  connections,  tables, 
«N:c..  for  which  are  given  on  pp.  102-104,  such  connections  are  not 
surhcient  for  the  beams  to  be  designed  as  for  fixed  ends.  A  note 
on  this  is  to  Ix^  found  on  p.  243.  Such  cleated  connections  will 
tend  to  lessen  the  deflection,  and  the  deflection  will  be  somewhere 

between     ,— ;^,  and   ",     .,  , 
3^4  LI         3^4  l:-  I 
Camber. — An  upward  initial  deflection  or  camber  is  usually 
given  to  girders  to  prevent  the  deflected  appearance  when  deflected. 
Such  camber  may  be  taken  as  \  in.  for  every  10  ft  of  span. 


Girders  let  into    Walls, 
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Separators  for  Compound  I. Girders. — Where  two  or 
nnore  I  beams  are  placed  side  by  side  to  form  a  compound  girder, 
:ast-iron  separators  are  placed  at  every  4  or  5  ft,  and  where 


.^.-.- 


^_._. 


-(4-^^- 


Cast-iron  Separator  for  Girders, 


isolated  loads  occur;  such  separators  are  usually  of  the  form 
shown  in  Fig.  228,  while  for  beams  less  than  6  ins.  high,  distance 
pieces  of  i"  gas  tubing  may  be  used  instead. 

Girders  Let  into  Walls. — When  girders  are  let  into  walls 
and  act  as  bressummers  such  as  over  a  shop  front,  it  is  common 
to  allow  the  bonding  in  the  brickwork  to  take  some  of  the  load, 


fnJ//mm\ 


Fig.  2!^,  — Girders  Supporting  Bricktcork. 

and  for  the  girder  to  be  assumed  to  carry  the  weight  of  brickwork 
enclosed  in  an  equilateral  triangle  with  the  span  as  base.  Where 
windows  occur  the  triangle  is  drawn  out  as  indicated  in  Fig.  229. 
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Girders  for   Workshops  avd  Factories. 
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Girders  for  Workshops  and  Factories. — Fig.  230 
hows  details  of  girder  work  for  a  workshop  gallery.  The  gallery 
5  170  ft.  long  and  20  ft  wide,  and  is  carried  by  six  columns  and  a 
ne  of  16  in.  by  6  in.  rolled  I  beams  extend  from  column  to  column 
he  full  length  of  the  shop.  At  each  column  there  is  a  similar 
•eam  running  at  right  angles,  of  which  one  end  is  supported  by  the 
olumn  and  the  other  end  built  into  the  wall.  The  flooring  joists 
re  carried  on  these  beams,  and  on  intermediate  beams  supported 
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Fig,  231. — Gantry  Girder, 


{Engifiei-ritij^  Revieiv.') 


)y  the  longitudinals,  the  beams  being  at  different  levels  to  save 
notching  of  the  joists.  On  each  joist  a  wooden  sleeper,  4  J  in.  by 
5  in.  is  fixed  by  means  of  coach  screws  through  holes  in  the  top 
langes,  arranged  zig-zag  about  3  ft.  apart,  and  3  in.  flooring  boards 
ire  nailed  to  these  sleepers. 

Fig.  231  shows  a  gantry  girder,  designed  to  carry  a  45-ton 
raveller  over  a  span  of  22  ft.  between  centre  of  columns.  The 
girder  is  of  box  section,  the  webs  being  Vv  in.  thick,  and  placed 
ibout  6J  in.  apart,  the  depth  of  the  girder  is  5  ins.,  and  the  flange 
)lales  are  \  in.  thick,  5  ins.  x  3  ins.  x  |  in ;  7"  stiffeners  being 
Dlaced  about  4  ft.  3  ins.  apart. 

Fig.  232  shows  a  gantry  girder  made  of  an  I  beam  trussed  by 
•ound  rods  connected  to  flat  iron  struts,  the  rods  having  consider- 
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Fuj.  'X.^.  —  7'rM.'«sifr/  Gantry  Gh'der. 
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able  spread  under  the  middle  of  the  beam  to  prevent  lateral 
vibration.  Such  girders  may.  be  used  for  comparatively  large 
spans  with  light  loads. 

Gantry  girders  should  be  designed  so  as  to  carry  the  horizontal 
force  due  to  braking  of  the  cranes  in  cross  travel. 

Roof  girders  are  provided  to  carry  the  roof  trusses  between 
the  main  columns ;  such  girders  should  be  placed  between  the 
columns  and  not  on  top  of  them. 

FIREPROOF    CONSTRUCTION. 

A  very  good  paper  on  the  fire-resisting  qualities  of  materials 
will  be  found  by  Webster,  in  Vol.  CV.  Proc,  Inst.  C.E. 

Steelwork,  when  unprotected,  gets  twisted  up  hopelessly  in 
a  fire,  the  secondary  stresses  causing  the  distortion  when  the  steel 
gets  into  a  comparatively  plastic  condition. 

Brickwork  resists  fire  and  quenching  much  better  than  stone, 
which  crumbles  away,  due  to  the  combined  effect  of  fire  and 
water. 

Terra- COTTA  is  a  very  good  fire-resisting  material,  and  is  used 
largely  in  America,  but  its  price  is  almost  prohibitive  for  ordinary 
work. 

Concrete  is  a  very  good  fire-resisting  material,  especially 
when  reinforced  with  steel,  and  the  ease  with  which  it  can  be 
worked  makes  it  a  very  useful  material  for*  encasing  steelwork. 

Coke  breeze  concrete  is  used  by  many  authorities  on  account 
of  its  not  cracking  so  readily,  the  objection  that  it  forms  a  means 
of  conflagration  not  apparently  being  a  serious  one  in  practice. 

Fireproof  Floors.  —The  following  are  some  of  the  leading 
fireproof  flooor  systems  used  in  this  country.  They  are  to  be  dis- 
tinguished from  reinforced  concrete  systems  proper  (see  pp.  463- 
469),  from  the  fact  that  they  form  only  slabs  between  the  beams, 
and  the  whole  structure  is  not  calculated  as  a  monolithic  one  in 
which  the  steel  and  concrete  play  their  respective  parts. 

Expanded  Metal  System. — Expanded  metal  is  made  from 
sheets  of  rolled  steel  of  various  thicknesses,  and  is  slit  in  staggered 
fashion  and  distended,  the  resulting  *  expanded  metal '  resembling 
Irellice  work.     It  has,  owing  to  its  form,  a  very  good  bond  with 
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Fig.  23h~Uotumbian  Firepi^ofing  Syste^n. 
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■d  8  ttsed  as  a  fcJnfoRTeixicm  or  skeleton  for  th^  cur- 
:  wofk,     Y\g.  ^^i  shows  the  application  of  this 
Expanded  metaJ  may  also  be  used  ^  the 
I  in  retBfcuced  coocTete  proper,  but  it  is  usually  used 
in  coiinettioB  vidi  oti£isii>'  steelwork  to  form  doors,  kc. 

CoumsLur  FonPKOornfO  Compa^Vs  System. ^According 
to  ^ik  ^itien,  i9)bed  bars,  sw:h  as  shown  in  Fig.  234,  m 
suspended  bai^ttn  the  nttiti  beams  by  means  of  sheetmetal 
stnmps  nh  wwaWe  boles  {Kmdied  in  them  as  shown,  Concr^ 
is  tlien  ramifird  ramd  these  bars  to  form  the  floor  slabs.  To 
piotect  the  lower  fianges  of  the  beams,  concrete  slabs  are  niade 
mil  ^ittC-radal  andior  pieces  projecting  from  them,  and  thae 
sadtMM  peees  are  then  bent  lound  the  ^nges  as  shown.  The 
ribbed  bars  ouy  be  med  for  the  reinforcement  xn  reinforcd 
coacrete  proper. 

U.IL  FtEEPROoriHG  CoMPAxr's  System,^ According  to  this 
srsteiD,  one  form  of  which  is  sho^nn  in  Fig.  235,  reinforced  in- 


mg.  235,—*  U.  K, '  Fireproof  Flmr. 

verted  T  beams  are  suspended  between  the  main  joists  as  shoflHj 
such  beams  being  cast  in  moulds  and  hoisted  into  place*  Holloiv 
slabs  of  the  form  shown  are  then  cast,  and  placed  as  shown 
between  the  T  beams,  and  a  concrete  filling  is  spread  over  tlie 
top  and  well  tamped.  As  no  centering  is  required  in  this  system, 
the  construction  can  be  effected  very  rapidly,  and  the  floors  ar^ 
ready  for  immediate  use. 
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fp»  _  «    _  mcr^  imx  JT-agnr  if  structures. 

:  -B  -fas  ^^3em.  hoOow  terra-cotta 
I3E  :rt  "tai-^  Vnwfn  ibe  main  beams  with 
-me*ftftMf  31  i!ie  mortar,  as  shown  in 
iar  cancreie  is  deposited  upon 
rt  TTTSs.  wra.z:  :x5-  i;i3h:^'^  ;vn=-Tgn^y  iic  aisd  on  edge.  In  this 
^rssist  "nr  .:rf  !.±f '  'lA,  s  iroarr-^  ind  can  be  removed  after  a 
i'v    :aT^^    :nr    :c?.:k    rcMc:   -ry:    V^g    ready    for    immediate 

Iz:  xxzEncc  :i'  rar  iz»ut«c  jgr*-ai'  ^rssitms.  firejHTX)f  floors  are 
-n:::fr  .'jtEicra:^^^  wm  tsbssJ  X  ur:>s  beams  p>]a£ed  at  about 
-•  -^  7  r  .iis=r*S'  >c«e2=r  aiant  beassis.  and  concrete  then 
-^rdonrbi:  :*r^«;^-s  rsa— sl  Ties  :s  jcc  a>  be  expensive,  however, 
:^-:r::j2«  rar  -CKrt  a-  :2«-i  s  ramnini^DCL  as  well  as  in  tension, 
T"  ^iii^  >ric:£  >c*r:^  zl  zii5  is>?!ecr  acr  riie  cross  beams.  A  ver)' 
/u::  :«::  xis^  ^sxxi  rjia&rticamt  ±r  beary  doors  is  obtained  by 
.t.iKn:2C  r5c  zsd^r  >c:aii!i>  ir  i  lu  iz  ±.  centres,  and  making  a  con- 
•^*rt    :3?cr    xr^t^rs  XJiai   :smiLar  id   die   "jasck-arch'  shown  in 


CHAPTER   XVII. 
DESIGN    OF    ROOFS. 

We  have  seen  in  the  previous  chapters,  in  particular  Chap. 
XI.,  how  the  stresses  in  roof  trusses  are  obtained.  Assuming 
hat  the  stresses  are  known,  the  necessary  scantlings  or  sizes  of 
he  members  are  easily  obtained  ;  ihe  ties  being  given  such  area 
hat  the  net  area  times  the  working  stress  is  equal  to  the  total 
tress  carried,  and  the  struts  being  given  such  area  that  the  area 
imes  the  working  stress  obtained  from  buckling  formulae  is  equal 
D  the  total  stress  carried.  The  net  area  in  the  case  of  ties  is  the 
rea  of  the  bar  minus  the  area  of  the  rivets  in  it. 

Care  should  be  taken  in  the  design  of  roofs  that  the  centre 
ne  of  the  actual  sections  adopted  agrees  as  far  as  possible  with 
tie  frame  diagram  for  which  the  stresses  were  obtained,  and  that 
bat  there  are  no  eccentric  stresses. 

Eye  and  fork  ends  were  formerly  used  with  round  ties,  but 
hey  are  being  superseded  by  flat  ties  with  gusset  plate  connec- 
ions,  such  connections  being  considerably  more  economical,  as 
hey  require  no  smith's  work.  As  we  have  already  pointed  out  in 
2hap.  XVI.  as  many  bars  as  reasonably  possible  should  be  of 
he  same  section. 

Weights  of  Roof  Coverings.  i^  per  sq.  ft. 

Lead  covering 5*5  to  8*5 

Zinc         „        (14  to  16  zinc  gauge)     ...  1*5  to  175 

Corrugated  iron,  16  B.W.G 3*5 

Slates     ■ 8  to  10 

Tiles      12  to  18 

Slate  battens 2 

Boarding,  I  in.  thick  2-5 

I  in.     „ 3-5 

Glazing,  J  in.  plate 5 
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Weight  of  Snow  may  be  taken  as  4  to  5  lb.  per  sq.  ft,  but 
many  authorities  do  not  allow  for  this  in  this  country  on  the 
assumption  that  snow  and  wind  cannot  act  at  the  same  time. 

Weight  of  Roof  Trusses. — The  following  formulae  have 
been  given  for  the  'weights  of  roof  trusses. 

Steel  Trusses  : 

s 

Weight  of  truss  =        -     tons  per  sq.  ft.  covered  (Anglin). 
32,000 

^  3 
4 
S  ,,  /(Johnson,  Bryan, 


1 


(  I  +  — )lb.  „           „         (Merriman). 

\         10/ 

3           ,,  /(Johnson,  Br)ax., 

^^  +  4  ID.  „           „       I  ^^^  Tumeare). 


lVoo(t  Trusses  : 

i  1 1  +   -  I  lb.    „  „         (Merriman). 

For  small  spans  up  to  40  ft  it  is  common  to  design  roof 
trusses  for  an  equivalent  vertical  load  of  40  lb.  per  sq.  ft.  of 
ground  plan  covered,  such  load  including  the  wind  pressure. 

Types  of  Roof  Trusses. — Fig.  237  shows  the  most  common 
forms  of  roof  trusses,  and  in  Figs.  238-242  detail  designs  for  some 
of  such  trusses  are  given.  With  regard  to  the  names  by  which 
the  trusses  are  known,  the  only  reliable  ones  are  really  those 
descriptive  of  the  construction,  eg.,  right -angle  strut,  the  other 
names  not  being  used  consistently. 

The  queen -post  truss  shown  is  unsuitable  for  steelwork 
because  it  is  *  deficient.'  An  additional  diagonal  bar  in  the  centre 
bay  is  necessary  for  use  in  steelwork. 

The  rise  of  the  truss  is  usually  from  J  to  ^  of  the  span,  and  when 
the  tie-rod  is  cambered,  such  camber  is  usually  ^j^  to  ^o  o^  ^^^  ^P^"* 

In  all  the  designs  given,  gusset  plates  and  fiats  are  used,  there 
being  no  fork  and  eye  bars. 

The  most  common  section  for  the  rafter  is  X,  or  two  angles 
back  to  back  at  a  short  distance  apart. 

The  constructions  should  be  quite  clear  from  the  figures. 

Fig.  243  shows  details  of  points  of  small  trusses. 

A  is  a  very  economical  form  of  shoe. 

B  is  a  connection  between  a  tie  bar  and  two  diagonals. 

c  is  a  gusseted  joint  between  two  portions  of  the  tie  bar  and 
two  diagonals. 


..^^^ 
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Right-AngleSrrut  Truss. 


40  toSO  S^n. 
KliigRoclor\4rncal  He  Trust.  French  Truss. 


U|d  To  40'  5|o^n 
Belqian  Truss. 


\J\>  \o  40'  Sjocin 
Queen  Rost  Truss. 


Mansard    Truss.  CrescenI     Truss 

Fig.  231.'-Types  of  Roof  Trusses. 
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Fig.  2^f^.— Steel  King  Rod  Roof  Truss  for  small  Span. 


{Engineerings  Review.^ 

Fig.  2il.— Steel  Saw-tooth  Roof  Trusses  for  Factory. 
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Fig.  2i2.— Steel  BmcstHng  Roof  Tirusa. 
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Fig,  243. 
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Fig.  244  shows  two  forms  of  connection  sometimes  met  with 
d  open  to  objection ;  the  second  form  because  it  is  needlessly 
pensive  and  lacks  rigidity,  and  the  first  because  the  strut  is 
::entrically  loaded  and  also  wears  the  thread  off  the  tie. 


(^Enghieering  Review.) 


Distance  apart  of  Principals. — There  is  no  fixed  rule 

r  the  distance  apart  of  the  principals  or  trusses.     Up  to  40  ft. 

an,  10  ft.  is  perhaps  the  commonest  spacing,  and  beyond  that 

le  may  say  roughly  one-fifth  of  the  span. 
Arrangement  of  Purlins. — The  purlins  or  transverse  bars 
means  of  which  the  roof  covering  is  connected  to  the  trusses 

I  usually  of  Z  section,  or  of  two  inverted  angles  back  to  back. 

ch  purlins  should  always  be  connected  to  the  rafter  at  the 
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nodes  or  joints,  otherwise  special  allowance  must  be  made  for  the 
local  bending  as  described  on  p.  31 2. 

Fixing  of  Ends  of  Truss.  —  For  ordinary  spans  the 
bearing  or  soleplate  at  the  shoe  or  end  of  the  truss  is  connected 
by  foundation  bolts  to  a  stone  template  or  padstone,  or  is  bolted 
to  the  steel  columns. 

At  one  end,  slotted  holes  are  often  provided  for  the  bolts,  to 
allow  of  movement,  while  for  large  spans  roller  bearings  are 
provided  similar  to  those  used  for  bridges.  The  tendency  is, 
however,  to  avoid  roof  trusses  of  large  spans. 

Eye  Bars  for  Roofs  and  other  Structures.— As  we 
have  previously  pointed  out,  pin-jointed  eye  bars  are  not  much 
used  in  this  country  for  bridge  work,  and  for  roof  work  they  are 
going  out  of  use.  Such  bars  are,  however,  occasionally  required, 
and  so  we  will  give  a  few  rules  as  to  their  design.  The  general 
rules  to  adopt  in  design  are  to  make  the  tensile  strength  across 
the  eye  at  least  equal  to  that  across  the  section  of  the  main  bar, 
and  to  make  the  shearing  and  bearing  strengths  of  the  pin  equal 
to  the  tensile  strength  of  the  bar. 

In  America,  where  they  have  had  great  experience  in  the 
design  of  eye  bars,  it  is*  common  to  take  the  width  of  the  bar  six 
times  the  thickness.  In  eye  bars  it  is  common  to  take  the 
bearing  stress  something  less  than  for  rivets,  say  8  tons  per  sq.  in. 
for  steel,  to  allow  for  imperfect  fitting.  Suppose  d  is  the  diameter 
of  the  pin,  /  the  thickness  of  the  bar,  and  w  the  width. 

Then  for  mild  steel, 
Strength  in  tension  =  1  wt 

=  42  /2  if  7e;  =-  6/ (i) 

Strength  of  pin  in  double  shear  =  2  x  7854  x  5  d- 

=  7-854^-  w 

„  „         bearing  =8^/ (3) 

If  (i)  equals  (2), 

7-854  d-  =  42  /- 

d  =  2'^i  t  =  '^S  w,  nearly. 

If  (i)  equals  (3), 

8  ^/  =  42  /•- 

^  =  5'25  =  "875  w,  nearly. 

7 
This  would  give  the  necessary  value  of  ^  =  q  w. 
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A  large  number  of  experiments  have  been  made  on  eye  bars 
for  suspension  bridge,  ordinary  bridge  and  roof  work,  Fig.  245 
showing  the  dimensions  according  to  the  following  different 
authorities  :  (a)  Berkley,  (b)  Shaler  Smith  (hammered),  (c)  Shaler 
Smith  (hydraulic  forged),  (d)  Sir  Charles  Fox. 


Fig*  246. — Fork  aivd  Eye-har  Connection, 


For  fork  knuckle-joints  for  round  bars,  Unwin  gives  the 
dimensions  given  in  Fig.  246. 

In  designing  pins  for  a  large  number  of  connections  such  as 
occur  in  American  truss  bridges,  the  bending  moments  on  the 
pins  have  also  to  be  considered.  For  the  allowance  for  the  B.  M. 
the  reader  may  consult  Bryan,  Johnson,  and  Turneare's  Modern 
Framed  Structures  (Wiley  &  Sons). 


*  — /o  --> 
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(d.) 


Fi(j.  2iiy.— Forms  of  Eye  Bars. 
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Timber  Roof  Trusses. —  The  details  as  to  the  joints,  &c., 
1  timber  roof  trusses  will  be  found  in  most  text-books  on 
Juilding  Construction  and  on  Carpentry. 

The  following  scantlings  in  inches  for  king-rod  and  queen- 
•ost  trusses  are  given  in  Hurst's  Handbook  for  roofs  of  northern 
»ine,  trusses  lo  ft.  apart,  \  pitch,  slate  covering. 
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Collar  Beam  and  Hammer  Beam  Roof  Trusses  — 

These  trusses  are  used  largely  in  churches,  public  halls,  and  possess 
he  advantage  of  good  appearance,  but  the  disadvantage  of  being 
mscientific  in  design,  as  the  stresses  in  them  cannot  be 
exactly  determined  because  the  resistance  or  thrust  offered  by 
he  wall  is  not  known. 

In  the  collar  beam  truss,  for  which  a  design  for  a  span  of 
50  ft.  at  45"  pitch  is  shown  in  Fig.  247,  there  is  no  tie  bar,  the 
:hrust  being  taken  by  the  wall  or  by  bending  stresses  in  the 
•after.     This  is  not  a  perfect  frame,  and  the  stresses  in  it  cannot 


Z^QB^  §f  Sirmdures. 
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n^  inmif  nTcr  :^  gjfnqfr  afi  "Ait  m  Ji  to  lesist  diTust  is  known. 
]^  ±e  i¥^5&  UK  unxE  "Tgtgj, :«» "^BML  dfec  igsnhaiit  thrust  is 
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tBiae  nfber.  tf&eo:  t±)e  ev?£!iir  beam  is  in  compression,  the  stresses 
trt«ett  ISemj^  <feev!i  js  it:  «*;.  Fi^.  ^4^.  o  i  and  o  i'  giving  the  thrust 
cr.  :^e   viljj.     We  !-:j:ve  inkien  c^uiil  loading  as  being  the  most 
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Fig.  248. — Collar  Beam  Truss. 

common  in  pra  tice.     If,  however,  the  walls  are  not  buttressed, 
and  can  offer  no  resistance  to  horizontal  thrust,  there  will  be  a 
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)ending  moment  on  the  rafter,  and  the  collar  beam  will  be  in 

ension— Case  {b).     The  stresses  cannot  in  this  case  be  easily 

ound  by  the  stress  diagram.     The  stress  in  the  collar  beam  is 

)btained  by  the  method  of  moments  as  follows  : 

Take  moments  round  A. 

Stress  in  BD  X  ^  =  (2  a/  -  '5  iv)  y  -  7v ,  x 

( I  '5  r  -  x)  w 
Stress  m  B  D  =   —        , 

The  thrust  in  the  rafters  will  be  the  resolved  component  of 
:he  resultant  force  at  ^  or  ^'  =  2  w  -  '^iv  =  1-5  w,  and  the 
B.M.  diagrams  will  be  as  shown,  the  maximum  B.M.  being 
I  "5  w  a. 

The  wall  should  be  buttressed  so  as  to  take  the  thrust  given 
in  Case  {a).  It  will  be  seen  that  the  roof  has  to  be  designed 
sufficiently  strongly  in  case  the  walls  yield,  and  the  latter  should 
be  designed  so  as  to  prevent  their  being  thrust  out.  As  shown 
In  Fig.  247,  a  wooden  arch  rib  is  usually  provided  to  take  the 
B.M.,  and  this  may  be  strengthened  by  steel  or  iron  plates  at 
the  point  of  maximum  B.M.,  as  show^n  for  the  hammer  beam 
truss  (Fig.  249).  The  wind  pressure  stresses  in  this  case  are 
very  troublesome  to  investigate. 

A  similar  truss  w^ith  a  steel  arched  tie  is  worked  (nit  in  Fig.  1 50. 

In  the  hammer -beam  truss  ^  a  design  for  a  span  of  34  ft.  for 
which  is  shown  in  Fig.  249,  there  is  also  no  tie  bar,  but  it  is 
practically  a  perfect  truss,  as  shown  in  the  frame  diagram, 
the  reciprocal  figure  for  which  is  also  shown.  In  this  case  tlie 
reactions  have  each  been  taken  parallel  to  the  resultant  force. 
In  practice  there  will  be  a  thrust  on  the  walls  tending  to  bulge 
them  outwards,  and  such  thrust  will  lessen  the  stresses  in  the 
truss,  but  it  is  not  generally  satisfactory  to  allow  for  these 
diminished  stresses  in  the  design.  The  maximum  thrust  which 
can  come  on  the  walls  will  in  most  cases  be  such  as  to  make  the 
resultant  reactions  come  in  the  directions  8  a  and  8  k. 

In  all  cases  where  it  is  possible,  a  tie  bar  should  be  provided, 
because  in  such  a  case  the  stresses  can  be  determined  with  much 
greater  exactitude,  and  the  scantlings  can  be  made  considerably 
lighter- 
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CHAPTER   XVIII. 
DESIGN   OF   BRIDGES   AND   GIRDERS. 

We  will  now  consider  the  applications  of  the  principles  which 
■  have  explained  in  previous  chapters  to  the  design  of  bridges 
d  girders.     Some  practical  notes  on  material  sizes  will  be  found 

p.  469. 

Loads  on  Bridges. — {a)  Dead  Loads. — These  consist  of 
i  loads  of  the  permanent  structure,  and  consist  of  the  weight  of 
-  steelwork  itself,  ballast,  cement,  sleepers,  &c.,  and  as  much  as 
ssible  of  this  should  be  calculated  from  the  exact  dimensions. 

The  following  figures  may  be  used  as  a  guide  in  design : — 


Jack  arch  flooring 
Trough  flooring 
Roadway  setts  ... 

Rails       

Ballast    

Timber 


250  lb.  per  sq.  ft. 

13  to  50     „ 

120 

•06  tons  per  ft.  per  line  of  rail 

15^021     „  „  „ 

•07  to  -17  „ 


Sir  Benjamin  Baker  gave  the  following  figures  for  the  dead 
ids  of  flooring  and  wind  bracing  in  cwt.  per  ft  run  for  a  double 


le. 


Span  in  ft. 

Dead  Load 

in  cwt. 

peri 

ft.  run 

2  main  girders 

3  main  girders 

4  main  girders 

10-100 

14 

12 

10 

100-150 

15 

13 

II 

150-200 

16 

14 

12 

200-250 

17 

15 

13 

250-300 

18 

16 

14 

Vrj  j^iT^r  :*  ^nUiiEii. — Ztl  uriir  "H  3Likc  in  approximate 
•^:.irz2y.jz.  '(.r  :n=  vri^CT^  ;f  rre  inr^ES  zn±3LaciTeaw  the  following 
-?.m'::.g  tirrr:  jitrs.  ^i^ESEffi  ■  — 

_        .  .  Wr 

t-j  -  .  r 

.   =  T.-.Hr-TT^f  fer±s  JL  HITS  p«ir  sz-  in. 
.-  =  1  I'lrffTvUTT  TTiiiiii  3iay  be  nkr-a  tt-om  1200  to  1400 
xr  imiLl  71.1  re  prcers.  i=d  1700  to  1900  for  truss 

;    .:lii/^r7./'rj /vrwBur   Jcr  p?are  girders  >, 
ar,   =    -   - 

J  J'jknson,  BwyoMj  and  TmrmeoFt  F^rwut/a  ( 'Modem  Framed 
Slructurfj  "). 

/  =  span  in  tL 

ar  =  weliht  of  girders  in  lb-  per  ft  run. 

Ij-j'-^  \'.:x'.tz  ^'irCcr-- — zi-  =  o  /  —   120 
..     Ij^:::  c     ..      — zl-  =   -  ,'  —  200 
Thro'Ji'h  y:n  rmd^c  —  zi'  =  5  /  ^  350 
The  aVjVc  ri.;^ures  are  for  single  tracks. 

</^i  Live  Load-. — As  we  have  explained  in  Chapter  VII.  for 
railway  brid;zcs  it  is  usual  to  find  the  ecjuivalent  rolling  load  for  a 
train  rolling  over  a  span.  The  following  table  shows  the  figures 
used  by  one  of  our  railway  companies  : — 


Loads  071  Bridges. 
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Table  showing  the  Uniformly  Distributed  Rolling  Load  on  a  Single 
Line  of  Railway  adopted  in  calculating  the  Strength  of  the 
Main  Girders  of  all  Under  Bridges, 
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40 
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96 
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5^ 
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59 
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69 
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89 
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60 
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70 

jaS 
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In  Vol.  CLVIII.  Proc,  Lnst.C.E,,  Professor  Lilly  gives  a  formula 
for  the  average  results  of  the  leading  British  Railway  com  panies  as 


Live  load  m  tons  per  ft.  run  for  a  single  line  = 
or  allowing  for  impact  = 


30 


span  in  ft. 
41 


+  175 


+  1-75 


span  in  ft. 

Impact  Allowance. — We  have  in  Chapter  II.  shown  how 
the  working  stress  may  be  obtained  with  an  allowance  for  variation 
by  the  Launhardt-Weyrauch  formula.  This  is  used  by  the  French 
Government,  and  so  is  also  known  as  the  French  formula. 

In  America,  and  recently  in  this  country,  it  has  become  com- 
mon to  use  instead  an  impact  formula. 

Waddeirs  impact  formula  is 

I  =       400 
L  +  500 

Where  L  is  the  length  in  feet  of  that  portion  of  the  span  which 
is  covered  by  the  live  load  when  the  maximum  stress  under  con- 
sideration is  produced,  and  I  is  the  percentage  by  which  the  maxi- 
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mum  static  stress  is  to  be  increased.     Another  similar  formula 
(American  Bridge  Company)  is 

I  =  300 
L  4-  300 
Mr.  Stone  has  endeavoured  to  estimate  the  coefficient  by  which 
a  live  load  should  be  multiplied  in  different  cases  to  allow  for  this 
impact  effect,  by  analysing  the  many  records  of  bridge  deflections 
under  moving  loads  carried  out  on  behalf  of  the  Indian  Govern- 
ment. He  assumes  that  impact  is  proportionally  more  important, 
the  greater  the  ratio  of  live  to  dead  load,  or,  as  he  prefers  to  call 
it,  of  moving  to  fixed  load.  We  give  below  figures  extracted  from 
a  table  of  such  coefficients  drawn  up  by  Mr.  Stone. 


Nature  of  Compound 
Load.     Ratio  Per- 
centage 

Immediate  Effect 

of  Moving  Load 

Compared  with 

that  of  Fixed 

Load             . 

Nature  of  Compound 

Load      Ratio  Per- 

centage 

Immediate  Effect 

of  Moving  Lead 

Compared  with 

that  of  Fixed 

Load 

Fixed  Load 

Moving  Load 

Percentage       ! 

Fixed  Load 

Moving  Load 

Percentage 

0 

100 

; 

5° 

50 

103-87 

2*5 

97  5 

147-40 

55 

45 

103-23 

5 

95 

13378     ' 

60 

i       40 

102*63 

10 

90 

12263 

65 

35 

102  10 

15 

85 

116-86 

66-7 

3y2> 

101-96 

20 

80 

113-06 

70 

:     ^"^ 

101-64 

25 

75 

I  IO"27 

75 

1       ^5 

I0I-2I 

30 

70 

108-13 

80 

20 

100*82 

ZZ'Z 

667 

107-14 

85 

15 

ioo*53 

35 

65 

106-63    , 

90 

10 

100-30 

40 

60 

1 

105*47 

95 

5 

1C0-13 

45 

55 

104*62 

100 

0 

100*00 

A  higher  impact  allowance  is  often  made  for  cross  girders  than 
for  main  girders. 

Live  Loads  on  Road  Bridges. 

Crowd  of  people  =120  lb.  per  sq.  ft. 

General  traffic       =  200  to  300  lb.  per  sq.  ft. 


Live  Loads  on  Road  Bridges,  519 

The  above  figure  includes  loads  from  traction  engines,  &c.,  and 
is  probably  higher  than  necessary. 

An  alternative  and  in  some  respects  more  satisfactory  method 
is  to  allow  100  to  150  lb.  per  sq.  ft.,  and  also  for  a  rolling  load  of 
10  to  25  tons  for  traction  engines. 

For  bridges  carrying  heavy  electric  trams  as  exact  an  estimate 
as  possible  of  the  weight  of  the  trams  should  be  made. 

Mr.  T.  Cooper,  of  New  York,  suggests  the  following  specifica- 
tions for  road  bridges  : — 

Class  A.  City  and  Suburban  Bridges  liable  to  Heavy 
Traffic.  —  A  load  upon  each  square  foot  of  floor,  including  foot- 
walks,  of  100  lb.  for  spans  up  to  100  ft. ;  80  lb.  over  200  ft. ;  and 
proportionately  for  intermediate  spans. 

Or  a  steam  roller  of  15  tons,  arranged  as  follows: — 6  tons  on 
forward  and  9  tons  on  rearward  axle;  axles  11  ft.  apart  and  rollers 
20  ins.  wide,  front  rollers  being  2  ft.  6  ins.  centre  to  centre,  and 
back  rollers  6  ft. 

Class  B.  Bridges  in  Manufacturing  Districts,  near 
Quarries,  &c. — 80  lb.  per  sq.  ft.  up  to  100  ft.  span ;  60  lb.  beyond 
200  ft.  and  proportionately  for  intermediate  spans. 

Or  a  concentrated  load  of  8  tons  on  wheels  at  8  ft.  centres. 

Class  C.  Country  Bridges. — Same  as  B,  but  concentrated 
load  5  tons. 

Professor  Dubois,  of  Yale,  gives  the  following  figures*  : — 


Span  in  Ft. 

Live 

Load 

IN  LB. 

PER  SQ 

FT. 

;   Class  A 

— 

Class  B 

C 

LASS  C 

1 00  and  under 

100 

90 

70 

100  to  200  ■ 

80 

1 
1 

60 

60 

200  to  300 

:       70 

50 

50 

300  to  400 

1     60 

50 

45 

400  and  over 

!      50 

50 

45 

*  Stresses  in  Framed  Structures  (Wiley  &  Sons). 


5^r  .  L.    _  fib-y^  xcr  Ifsipi  tf  Structures, 

Tttcs  rf  Rra^scs. — A  Dbcx  Biui>ge  is  one  in  which  the 
iiiiiis  irr  r^nsTTitn-fti :::  lie  xrcier  lianse  or  boono. 

.i_  r*3;:»T  :=   *;jjz»i^  5>   -mt  in  wiuch  the  loads  are  trans- 

Z.'-TJT'-'i  >^  iV  :c  X  rmdse  aaaj  be  taken  as  the  span 
:«irvt*t!i  ritt  :i:!nr-t  :c  ±»f  bezrtnp^  iLe  s^xsa  between  the  edges  of 

y:r  >:ii:nf  :r.  ::  zf  nr  rr  n.,  h  aoay  be  taken  that  beams  of 
:iu^  '•ii'tr:  rsf:--:c:rf  urt  hcjjc  >i:n:a'bwe,  and  plate  or  box  girders 
^:r  >:;LZi?  :r  :5  ::  cc  ii. ,  r-«eyosDd  i2iis,  framed  girders  \ni11 
i?:nrri-."T  :t  ii>.>fc  ■Kz.-ii.r4je;.  ics^^cijao::  badges,  cantilever  girder 
'rcii-tt^w  L-»:  ir:^»r>  ricJ=:£  ne:es5aiy  jot  Teiy  laige  spans. 

'''KcccmiicaLl  Spam. — Is  bndgii^  a  laige  span  by  a  num- 
:»:r   :r  ?crj..-i:  >:;iz:ijw  ±!e  eccoooiicil  span  may  be  arrived  at  in 

Lcc  ?    =  r.:^  :t  roe  j-Ser. 

vr  =  :  :r5C  :€"  ziii::  piders  for  one  span  erected. 

♦   ^  r::!^!!^*^  oc  small  spansw 

=  jen£:::h  oc  small  spans^ 

L 

.*-  ^  =   - 

:    .         ,   :      f  ::^r>     =  -    !    P 

C  -:  .:  "-i.r.  ^:ricr>  =  t  G.  j^c  G  may  be  taken  as  pro- 
:.:n  :::-;    ::  :~r  >  u:i:e  :f  :he  >:cin.  >o  thai 

:    Ml  .r>:   =   C  -     -:  -   n  P  -  /la/- 
I  .    ^e:  :^;;  :.::r.:r.:ur.'  \.i'-uc  of  C  we  differentiate  with  respect 
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P  4-  La/ 

-r    L  rt    ^    O. 
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P 

or  P  =  a  A'  =  G. 

.*.  The  most  economical  condition  is  when  the  cost  of  one 
pier  =  cost  of  main  girders  for  one  span. 

If  Gj  =  cost  of  100  ft  span,  the  result  may  be  expressed  as  : 
Economic  span  =   — ^  '^ 

Arrangement  of  Main  Girders  and  Flooring. — The 

general  arrangement  of  the  main  girders  and  flooring  should  be 
decided  upon  before  the  detail  design  is  attempted. 

As  a  general  rule  it  may  be  taken  that  a  deck  bridge  is  more 
economical  than  a  through  bridge. 

In  all  cases  the  floors  should  be  made  watertight,  and  pro- 
vision made  for  drainage ;  the  camber  assists  in  the  latter.  A 
fender  or  rust  plate  should  also  be  riveted  to  the  webs  in  contact 
with  ballast,  &c.,  to  prevent  rusting. 

Fig.  250  shows  the  most  economical  arrangement  when  there 
is  sufficient  headroom.  Main  girders  are  placed  under  each  rail 
in  railway  bridges  or  at  intervals  in  road  bridges,  and  floor 
plates,  sometimes  dished  or  buckled,  are  riveted  between  them, 
or  trough  floors  may  be  used.  The  span  in  the  above  example  is 
70  ft. 

Fig.  251  shows  an  arrangement  in  which  there  is  less  head 
room.  Cross  girders  are  spaced  at  7  ft.  centres,  and  the  rails  are 
carried  on  rail-bearers  or  stringers,  the  rail -bearers  and  cross 
girders  being  both  small  plate  girders,  and  the  cross  girders  being 
designed  so  as  to  carry  the  heaviest  load  on  one  wheel,  such  load 
being  considered  concentrated  on  the  rails.  As  the  depth  of  the 
girders  in  this  case  is  limited  by  Board  of  Trade  rules  that  the 
top  of  the  main  girders  shall  not  be  more  than  6"  above  the  rail 
level  if  the  horizontal  distance  between  rail  and  flange  is  less  than 
2'  3",  this  is  suitable  for  comparatively  small  spans  say  up  to  40 
ft.  In  all  cases  also  there  must  be  a  parapet  4'  6"  above  the  rail 
level. 

Figs.  552,  252a,  show  a  variation  of  the  above  type  on  a  42  ft. 


Fig.  253  shows  a  type  with  one  centre  girder  for  a  double  li 
the  example  given  being  one  in  which  the  fioor  has  to  be  special 
designed  owing  to  the  very  limited  head  room.     In  this  type  tfc=^^ 
cross  girders  should  preferably  be  staggered  to  ]>revent  connecti) 
rivets  going  right  through  the  centre  girder. 

If  the  span  is  greater  than  60  ft  and  the  width  of  hne  cann 
be  increased,  the  centre  girder  may  be  dispensed  with,  but  th 
should  be  done  in  extreme  cases  only. 
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Fig,  254  sliD«5  a  sm^l  span  bridge  with  a  ^uare 
ioaring  10  51T«  head  nMnn. 


Fig.  155  shows  a  bridge  with  'Jack  arch'  flooring.  This 
a  xtxy  reliable  kam  of  flooriDg,  but  is  ven*  hea^",  and  so  ^ 
suilabte  for  laige  spans.      For  road  bridges  *Jadc  arches'  ^ 
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in  placed  between  main  girders,  thus  doing  away  with  cross 
iers.     This  requires  appreciable  headroom. 


. -rwU 


m\ 


yS  Brickeo*jrm%  i^et  Ftot   mriik  0/fi%  y»inh    mn^  ^rmutmtf  vritk    ^mmmnk 


v^      \^^  -^ ^ 


Fig,  255,--*  Jack  Arch'  Floor, 

Trough  Floorings. — In  recent  years  trough  floorings  have 
sn  used  to  a  large  extent.  They  are  usually  built  up  of  rolled 
:tions,  and  the  moduli,  &c,  of  one  common  form — Lindsay's 


Fig,  256. — Trough  Floor  for  Road  Bridge. 


{^Engineering.^ 


ent  flooring — will  be  found  in  the  Pocket  Companion^  published 

Messrs.  Dorman,  Long,  &  Co.,  of  Middlesborough. 

Fig.  256,  shows  a  section  of  a  trough  floor  used  cm  a  road 
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rriX-r.    v"*Jji   Fj£    -5*,  3C>:ir>  ^  m>ugh  floor  on  a  large  truss 

rr-:^.   r:^    -«=  -"^   — "^  s^iiric  s^on  of  a  cantilever  girder  bridge 

z  x  <r.:L.   -mi  roi^s^w  I^^c^.  flooring  may  be  used  without 

.'•>l355- — >.  ^r-5cr  i:>  -J5::iit]y  pven  a  slight  upward  initial 
i';0:v-::it:r:.  >:  :.ti;:  -rher.  ^M^ed  ii  will  never  sag  below  the 
*«:•-:: rill-  T'"*;  t£:_c  :c  :h:>  upward  deflection  or  camber 
-  ->'^-f  ;  -?.  i:  :\-e  cer.me  tor  each  lo  ft.  of  span.  The 
:  :irris;.col:r-i  .r.:rijs^  :r:  :he  !en^hs  of  the  booms,  can  be  found 

"  =   rj:=ir»er  :r.  ir.ches^ 
X  =  ~uriSec  -x"  hix^ 
r*  =  icTch  SKween  centres  of  flanges. 
I    =    ir^-'*:  .^i  cr.e  Kay  in  feet. 
•  =  rcnronnl  *.er.A:ih  of  bottom  boom, 
t  =  ir.crxrjLsein'eniithoftopboom  inonebayininches. 
;.   =  :::jl1  increase  in  length  of  top  boom. 
>  r  H 

•i  =  V  I       When  r  =  i"  in  40  ft. 

S  H 
'       5  N~l 
S  H 
N  I 

r  >  v\.:r/:vr  o:n:a:e>  the  additional  stress,  due  to  the  centri 
:v.^,;'.  :V:v  t  or"  the  train  running  round  the  cun-e,  which  would 
V  ::.cr-.v:sc  ,vvi:r  cue  to  deflection. 

DESIGN    OF    BOX   AND    PLATE    GIRDERS. 

Ha\  in^;  decided  on  the  weights,  Cs:c.,  on  a  box  or  plate  girder, 
tile  detail  design  is  carried  out  in  the  following  manner  : — 

Depth  of  Girders. — For  plate  girders  the  economic  depth 

mav  he    taken    as   from  —  to  —  of  the  span,  —  often 
10         15  12 

adopted. 


{/ui^/waifti!.} 


Fig.  2")7. — Brhftjv  orrr  Rirer  TtuftiH,  Hhmrln{\ 
Ti'onyh   Fhon  ny. 


T<»  /ii-ce  p-^  '^'^- 
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For  box  girders  a  smaller  depth  is  often  adopted,  —  of  the 

20 

;pan  often  being  used.     The  available  head  room  often  really 

ietermines  the  depth. 

Breadth  of  Flanges.— After  the  depth  of  the  girder  has 

)een  decided  upon,  the  breadth  of  the  flanges  is  next  settled. 

This  is  taken  as  about  -  of  the  depth,  or  —  to  —  of  the  span. 
3  '  30       40 

Approximate  Area  of  Flanges. — To  obtain  the  area  of 

ianges,  the  maximum  B.M.  is  first  found  and  the  working  stress 

s  decided  upon,  then  using  our  usual  notation,  we  have 

M  =/Z 

I.e.,  Z  =  — 

We  have  already  shown  on  p.  1 74,  that  for  a  beam  of  I  or 
•ox  section  in  which  the  depth  is  large  compared  with  the 
fiickness  of  flange  and  web. 


-{-^% 


(0 


Where  D  =  depth  between  centres  of  flanges 
A  =  area  of  one  flange 
a  =  area  of  web. 
In  practice,  D  is  usually  taken  as  the  depth  over  the  angles, 
ecause   the   depth   between   centres   of   flanges   varies   slightly 
long  the  section,  and  is  not  fixed  until  the  sizes  of  flanges  are 
etermined. 

In  this  country,  it  is  common  to  neglect  the  web  altogether 
nd  to  write  the  formula 

Z  =  AD (2) 

.-.   Prom  (i)  A  =y75  -   5- 

"     (2)  A  =  J7^ 

W  L 
In  the  most  common  case  of  uniform  loading,  M  = 


8 
.*.  The  formulae  become 

W J.       a_ 
^  -    8/   "  6 

A    A  M 

^^^^^=7.   D  MM 
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In  the  above  formulae  A  is  the  neit  area  of  one  flange^  such 
nett  area  should  include   the   tops   of  the   angles,   but    should 


exclude  the  area  of  the  rivets, 
shaded  in  Fig.  258. 

Flanqe^   Plates 


These  areas  are  then  as  shown 


Flange  Plata 


iqye 


Fig,  258. 

If  the  riveting  is  chain,  as  shown  in  Fig.  259  (a),  the  area 
of  four  rivets  must  be  subtracted  to  give  the  nett  area. 

A        C 


0    0 

m 

0      0 

°  ?  °  / 

(n,) 


Fig,  259. 


) 


D 


If  the  riveting  is  zig-zag,  as  shown  in  Fig.  259  {d),  the  area  of 
two  rivets  should  be  subtracted.  Some  authorities  subtract  the 
area  of  three  rivets  in  this  case,  for  the  following  reason  : — 

Instead  of  tearing  taking  place  along  the  line  a  b,  it  might 
take  place  along  the  line  c  d,  which  migiit  be  less  than  a  b  if  the 
pitch  is  small. 

Numerical  Example. — A  plate  girder  is  of  48  //.  span  and 
carries  a  fixed  iniifonn  load  of  ZyZ  tons^  including  its  own  weight ; 
using  a  luorkini^  stress  of  7  tons  per  sq.  in.^  and  assuming  a  thickness 
of  web  I  /;/  ^find  a  suitable  section.     Rivets  \  in.  diameter. 
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Depth  over  angles  =     12"  ~  **  ^^* 

^        11      r  ri  span 

Breadth  of  flange  =     -,    =  say  16  ins. 

,,     .  ^  ,,  \V  L      878  X  48  X  12  . 

Maximum  B.M.       =     «    -  =  „  in.  tons. 

1.K  A   y  'A  ^7  ^  X  48  X   12  . 

.'.  Modulus  required  =  7x8  in.  units. 

=  900  nearly. 

.  • .   ( I )  Neglecting  web. 

900 
^  =  4x  12=  '«-«^H.  »n. 

Using  3-  X  3-  X  -  ^^gles,  nett  area  of  tops 

=  2  (3^  -  g)  ^  2  ^  "^  ^^*  *"•  ^^^^h' 
.'.  Net  area  of  plates  required  =  188   -  26 

=  i6-2 
Nett  breadth  of  flanges,  subtracting  two  rivets 


=  (i6-2x  7)  =  1425 


l6'2 


.-.  Thickness  of  flanges  =      —-^  =  1*14  nearly 
1425 

(2)  Allowing  for  web. 


.  Three  «-  in.  plates  may  be  used. 


2  area  of  web  =  0^7^=    5  ^M-  '"• 
As  before  area  of  tops  of  angles         =  26    „ 

Total  =  7'6  sq.  in. 


.*.  Nett  area  of  plates  required  =  i8'8  -  76  =  112  sq.  in. 
As  before  nett  breadth  of  flanges  =  I4'25 

1 1  "* 
.*.  Thickness  required  =  --  -^  =  786  nearly 

.*.  One  i  in.  and  one  |  in.  plate  will  do. 

As  a  check  we  will  calculate  the  modulus  more  accurately  for  this 
section,  which  comes  as  shown  in  Fig.  260. 

First  find  the  moment  of  inertia  of  half  the  section  about  the  X.A. 
as  follows  : 


Daigm  §f  Siruciitres. 
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n.\.  =  ^^<i4^7S^  -  ^>  =  7500  uearfy. 

3 
S^K.  =        {horn  tables)        ^       7 

8        3  -^ 

Total  ,,.  13,821  b-Muiti^ 

T  X    13^1  ,  ^1 

:    -^-'^rr.   =    11*2  nearly.  ^M 

Tlie  nwxfalgi  fc^Btrcd  =  900  ac»i]r,  so  vc  see  that  the  ru^e 
aBoni^  §ott  wA  gn^  resolis  no  tlie  safe  sid^  and  gives  ies)p^^ 
widcfi  »e  iBore  econoiiikal  diaii  tlie  rule  ocglectHig  the  web. 


3^x52x2^ 


^'Uf^^ 


Fig.  20Q.~Plate  Giivla'  Stxtion. 
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ii^onipression  Flange. — The  above  calculation  applies  to 
:ension  flange  only.  If  the  compression  flange  be  considered, 
rivets  need  not  be  subtracted,  but  the  working  stress  will 
ess.  It  is  better  in  practice  not  to  make  the  compression 
;e  different  from  the  tension  flange.  If  the  calculations  are 
e  for  this  flange,  the  necessary  thicknesses  will  be  found 
)st  the  same  as  for  the  tension  flange. 

[Curtailment  of  Flange  Plates. — If  the  section  of  the 
tx  were  constant  throughout  its  length,  for  most  kinds  of 
ing  it  will  be  stronger  near  the  abutments  than  it  need  be, 
so  some  means  are  usually  adopted  for  varying  the  strength 


t€t^ 


(C) 


Fig,  2QI.— Plate  Girders  of  Uniform  Strength 

le  girder  so  as  to  get  the  working  stress  as  nearly  as  possible 

Jtant.     This  may  be  done  in  one  or  other  of  the  following 

5  (shown  diagrammatically  in  Fig.  261). 

a)  Keeping  the  depth  constant  and  varying  the  thickness  of 
the  flanges  along  the  length. 

^)  Varying  the  depth  of  the  girder  and  keeping  the  flange 
thickness  constant.  This  gives  the  parabolic  girder  for 
uniform  loads.  The  curve  should  approximately  agree  in 
shape  with  the  B.M.  curve,  but  not  exactly,  if  the  web  is 
taken  into  account. 

V)  and  (d)  Varying  both  the  depth  and  the  thickness  of 
flange.  If  the  top  flange  is  curved  we  get  the  kog-back 
girder  {c)\  and  if  the  bottom  flange  is  curved  we  get 
tht  fish-belly  girder  {d). 

In  most  cases,  method  [a)  is  the  most  economical. 


r!:i±^    '  i.tiimwrj.    m  Ihas  7HK1  in   niediod  <«)  may  be 

-.js:  .  1  Fx.  zr:r:  -^sKSBar  "3ic  iM.  carve  on  the  girder  of 
It  -/-.  Irrrsf  z,  -^r:  i;;:,.  Jiirjcgn  A  :»:  meet  the  horizontal 
r*^***^  t:   :ni:  5.i  .-zir-e  3  I.  awf   in  jny  inclined  line  A  i^, 

.    ^  '^  ."ZL^  Tt^  jiEL  bT  iingr    —  ^  irea  of  web  if  this     is 
■•?r  2:  "Jie  --lic^Iati ocs ». 


imr*!.  ""-'-^r?^  TjbS£c 


;«*rt-  >/  FftiHffe  Plates. 


*    :  -     -'  "    ""-v       .   •/.  ^-;  rarallei  to  a  Y>,  and  projec 

::>  :  *  — -.v-?^  v  ::  -ee:  the  B.M.  cune  in  a^  a^,  &c., 

■    .*     X...  ^' ' .   r^-^   -r-jrss»iry  len^hs  of  the  flange  plates. 
: /   :::    •>.  :c.-*^    :■;-  illcwed  over  these  lengths. 
:"vi  "■-\;-:^:.x  .:ri  ~<.v":^lly  ^.rders  we  may  proceed  approxi- 

j^<  •;      v>      Ic:    ^:  r     Fic  263 »  be  the  B.M.  curve,  the 
:c  :he   ^.rier  a:  c  being  d.       Let  e  f  be  any 

c  .-£  :hc  r^N!.     -rve,  :he  depth  of  the  girder  at  e  being  d^, 

E  F    X    D 


Flange  Splices. 
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Points  such  as  f'  when  joined  up  give  the  corrected  H.M. 
cur\e,  which  may  then  be  treated  exactly  as  in  the  previous  case. 
It  must  be  remembered,  however,  that  in  this  method  the  web 
must  be  neglected,  as  it  varies  in  area. 


Correch^ 


BM  Curre. 


Fig.  283. 

B^lange  Splices. — For  lengths  greater  than  30  ft.  the  tlangc 
plates  will   often  have  to  be  spliced,  but  where  the  span  is  not 


Fig,  2QL— Arrange  men  f  of  Flange  Spfices. 

much  over  this,  it  will  often  be  more  economical  to  pay  the  extra 
price  for  the  long  plates  than  to  provide  a  splice.  In  such  cases 
there  must  be  provided  a  cover  at  each  splice,  and  the  number  of 
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rivets  connecting  to  the  cover  must  be  such  that  their  strength  is 
equal  to  the  plate  being  spliced. 

The  splices  may  often  be  very  economically  arranged  in  a 
zig-zag  fashion  with  only  one  cover  plate.  The  arrangement 
oi'  splices  is  usually  shown  on  the  flange  diagram,  an  example 
of  which  is  shown  in  Fig,  264.  In  this  case,  one  cover  plate 
10  ft.  X  -^^  in.,  serves  as  a  cover  for  the  first  ^\&  plates,  the 
covers  for  the  two  joints  in  the  bottom  plate  being  obtained  by 
producing  the  top  plate  a  short  distance  as  shown. 

When  the  flange  angles  have  to  be  spliced,  angles  with  rounded 
backs  are  riveted  on  to  the  inside  of  the  angles  at  the  joint. 

Pitch  of  Rivets  in  Flanges. — The  determination  of  the 
theoretical  pitch  of  rivets  required  in  the  flanges  of  plate  girders 
and  between  the  flanges  and  web  depends  on  the  distribution  of 
horizontal  shear  across  the  section,  this  subject  being  dealt  with  i^ 
Chap.  X. 

If  the  exact  distribution  be  found  in  this  way,  then  the  numbed 
of  rivets  in,  say,  a  foot  length  along  the  girder  at  a  given  dep^^ 
must  be  sufficient  to  carry  the  shearing  force  at  that  depth  o^e^ 
that  length. 

For  plate  girders  the  web  is  usually  assumed  to  take  all  tl^^ 
shear  which  is  assumed  to  be  uniformly  distributed  over  the  vr^^' 
and  so  on  these  assumptions  the  pitch  of  rivets  is  usually  obtain- ^^ 
simply  in  the  following  manrier. 

Consider  the  section  of  a  plate  girder  between  two  point:  ^  ^ 
and  B  at  distance  .v  apart,  and  let  the  B.M.s  at  a  and  b  be  JV^a 
and  Mjj  respectively,  Fig.  265.  Then  if  the  web  be  neglected  ^^ 
regards  bending,  the  total  forces  in  the  flanges  at  a  and  b  may"  1-^^ 
taken  as  F^  and  F,5  respectively. 

Then     Fv   x   D  =  Resisting  Moment  at  a  =  Ma 
Fh  X   D  =  „  „        „  B  =  Mb 

...   F,  -F,  ^Ma-Mb  .^x> 

Now  Fa  -  Fj{  is  the  difference  in  the  forces  in  the  flan^^^ 
between  a  and  b,  and  this  difference  has  to  ,be  transmitted  to  tint 
web  by  the  rivets,  and  therefore  we  have  : 

Force  to  be  borne  in  rivets  on  length  x  = 


Ma   -  Mb 


D 
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Now  let  R  =  least  strength  of  one  rivet  in  double  shear  or 
Dearing,  and  let  /  =  pitch  of  rivets  in  inches. 

From  (i),  the  number  of  rivets  per  foot  length  of  the  girder 

ihould  be  such  that  their  strength  is  equal  to  "  ^  ~      '*,  a-  being 
n  feet. 

But  the  number  of  rivets  per  ft.  length  =  — 

/ 
12  R  ^  Mx  -  M„ 
"     P      ~      D  .  X 


or  /  = 


12  R.v.  D 


B.M 


We  proved  on  p.  124  that      ^  "  =    rate  of  increase  of 

X 

shearing  force  =  S. 


T  2     Iv     I  J 

.'.  We  may  write  our  result  as/  =  — - --,  I)  being  in  feet. 


^  ^  is  in  inches  /  =  -—    . 


S 


o    o 


o    o 


Fig,  265. — Pitch  of  Rivets  in  PUite  Girders. 

"Xhis  is  equivalent  to  the  rule  often  given  that  *  the  number  of 
^t:s  over  a  length  from  one  end  of  the  girder  equal  to  the  depth 
'^'Mld  be  such  as  to  carry  the  reaction.' 

*The  following  numerical  example  on  the  finding  of  rivet  pitch 
*^>^  the  B.M.  diagram  should  make  the  method  clear. 
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Fig.  266  shows  the  B.M.  curve  for  a  girder  of  50  ft.  span  and  4' 2" 
depth,  carr>'ing  a  uniformly  distributed  load  of  195  tons,  the  max.B.M. 
being  1219  ft.  tons.  Consider  points  along  the  span  5  ft.  apart  and 
take  g"  rivets  with  |"  web. 

Then  the  least  strength  of  each  rivet  will  be  in  bearing,  which  at 
10  tons  per  sq.  in.  comes  g  x  |  x  10  =  5*47  tons. 
Difference  in  B.M.  over  first  5  ft. 

420 
4-167 


Fa  -  Fb  = 


Number  of  rivets  in  first  5  f t  = 


420  ft.  tons. 
I  GO'S  tons. 
IOO-8 


=  1 8*4 


Now  consider  next  5  ft. 


5*47 
.*.  Say  3''  pitch. 

Difference  of  B.M.  =  340  ft.  tons. 


Number  of  rivets  in  next  5  ft.  = 


540 


167  X  5*47 

•.  Say  ^'  pitch. 


14-9 


/2/9 


1/^ 


In  this  country  it  is  customary  to  adopt  4"  pitch  wherever  ^^^ 
above  calculation  does  not  require  less,  and  so  further  calculati^^^ 
is  not  necessary.  If,  however,  a  further  increase  in  pitch  ^^ 
desirable,  the  calculations  can  be  continued  for  the  next  5  ft.  and 
so  on.  In  America  it  is  quite  common  to  go  up  to  6"  or  even 
8"  pitch,  the  pitch  never  being  greater  than  16  times  the  thickness 
of  the  flange  plates.  If  a  pitch  less  than  3"  is  necessary  two 
rows  of  rivets  will  be  required,  and  for  this  at  least  as"  angle  will 
be  necessary. 

The  above  method  is  admittedly  full  of  assumptions  not  quite 
justifiable,  but  it  gives  results  not  far  wrong  compared  with  the 
more  accurate  and  more  troublesome  method,  and  as  rivet  pitches 
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should  never  be  worked  out  to  fractions  it  is  quite  good  enough 
in  •practice.  The  question  is  not  really  comparable  with  that  of 
neglecting  the  web  altogether  in  obtaining  the  flange  thickness, 
because  the  saving  of  i  inch  in  4  inches  on  a  rivet  pitch  is 
nothing  like  the  saving  of  i  inch  on  a  4  inch  flange. 

In  making  rivet  calculations  the  designer  should  be  careful 
that,  if  in  the  other  calculations  for  the  girder  allowance  is  made 
for  live  load  in  obtaining  the  working  stress,  a  similar  allowance 
should  be  made  in  the  working  stresses  for  the  rivets. 

Design  of  W^eb  and  W^eb  Stiffeners. — The  web  is 
assumed  to  have  the  shear  uniformly  distributed  over  it,  and 
so  the  minimum  area  of  web  should  be  such  as  to  keep  the  shear 
stress  within  safe  limits. 

If  D  is  the  depth  of  the  web  in  inches,  t  its  thickness  in 
inches, /s  the  safe  shear  stress,  and  S  the  shearing  force  at  the 
given  point. 

We  have    /«  x  /  x  D  =  S 

In  most  cases  this  will  be  found  to  come  quite  small. 
Thicknesses  less  than  '^"  are  never  used  in  practice  to  allow 
for  msting. 

The  thickness  of  web  will  often  have  to  be  increased  at  the 
€nds  beyond  what  is  necessary  for  the  shear  stress,  to  provide 
sufficient  bearing  area  to  give  a  reasonable  pitch  to  the  rivets. 

Buckling  and  Stiffening  of  Webs. — There  has  been  much 
<Jontroversy  on  the  subject  of  the  buckling  of  webs.     To  prevent 
such  buckling  stiffeners  are  provided  at  intervals.     Such  stiffeners 
^e  often  of  the  knee  type,  see  Figs.  250  to  255,  and  consist  of 
T  bars  bent  to  support  the  flanges  and  webs  as  shown.     On  the 
^de,  if  there  are  cross  girders,  short  stiffeners  are  commonly 
provided  riveted  to  the  top  of  the  cross  girders.  Fig.  25  2 a,  and 
^sometimes  these  stiffeners  consist  of  two  angles  with  a  gusset  plate 
ietween  them,  this  plate  assisting  in  supporting  the  cross  girder. 
In  America  it  is  common  to  cut  the  top  flange  plates  off  at  the 
ends  of  the  cross  girders  and  produce  the  webs  through,  the  pro- 
duced portions  then  forming  the  plates  between  the  two  stiffeners. 
There  are  some  serious  objections  to  the  use  of  T  section  stif- 


Urn  Tkmrj^  mtd  £h^m  ^  Si 


and  so  in  n^^^  casi^  L.  sectkms  are 
rittcs  ^mt  thai  it  is  quite  mmecessan^  to 
boch  sides  of  tbe  wA, 

Unless  the  fiances  aie  r^-  wide,  or  thu 
twisting  acticwi  oo  the  girder,  the  knee  sdfl 
et|%en3ive^  aiid  ibe  §Qxms  shown  in  Fig.  ^67 
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in  most  cases.  To  save  space  we  have  shown  the  two  di/Terent 
forms  on  the  same  girder.  In  form  a  the  stiffcner  is  joggled  over 
the  angles,  while  in  form  b  the  stiffener  is  straight  and  a  packini; 
strip  is  provided  between  it  and  the  web. 

In  carrying  out  some  tests  on  girders  prior  to  the  ere*  tion  of 
the  bridge  over  th^Menai  Straits,  Fairbairn  noticed  that  in  one  case 
failure  occurred  due  to  the  buckling  of  the  web  at  an  angle  of 
about  45°.  As  we  showed  on  p.  1 2,  a  shear  stress  (  aiises  tensile 
and  compressive  stresses  at  right  angles  to  each  other  and  at  45' 
to  the  direction  of  the  shear  stress,  so  that  the  weh  buckles,  due 
to  the  compressive  component  of  the  shear  stress. 

To  make  allowance  for  this  it  was  first  pro]>osed  to  treat  the 
web  as  a  strut  of  length  equal  to  the  diagonal  length  of  the  panel, 
and  diameter  equal  to  its  thickness,  and  work  by  (Gordon's 
formula.  Mr.  Theo.  Cooper,  of  New  V(^rk,  suggested  a  similar 
formula  with  different  constants,  the  distance  between  stiffeners 
being  taken  instead  of  the  diagonal  length. 

Cooper's  formula  for  the  shear  stress  to  adopt  in  j)late  girder 
webs  is :  • 
Shear  in  tons           _           5 

Area  of  web  in  sq.  ins.        j    .       ^ . . 

1500/- 
Where  d  =  distance  ai)art  of  stiffeners  in  ins. 
„      /   =  thickness  of  web  in  ins. 
From  this  we  can  get  the  theoretical  spacing  of  stiffeners  if  the 
tliickness  /  is  fixed. 


/.^., 


-/.(-r.-:-.) 


1500/"^ 

=  5   _ 

I 

.-.  </2 

=  1500 

■"{y 

■) 

.-.  d  = 

387  / 

v&- 

-■) 

In  a  very  interesting  paper  in  En^ncerin^^.  I'eb.  ist,  1907, 
Prof.  W.  E.  Lilly,  of  Dublin,  gives  the  results  of  some  experi- 
ments on  the  buckling  of  webs,  and  deduces  a  formula  agreeing 
t  exactly  with  the  Cooper  formula  given  above.     He  finds 
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the  stresses  in  the  stiffeners  on  the  assumption  that  the  web  trani 
mits  half  the  shearing  force  by  pure  shear  and  half  by  tensOi 
stress  at  45  %  obtaining  the  result,  when  the  value  of //is  equal  U 
the  depth  of  the  girder,  that  the  area  of  cross  section  of  tl 
stiffeners  should  be  equal  to  that  of  the  web. 

As  the  buckling  takes  place  at  45°,  it  has  been  suggested  tha 
the  stiffeners  should  be  placed  at  45°,  but  this  is  very  seldom  doni 
in  practice.  The  practice  as  regards  stiffeners  varies  greatljd 
Some  authorities  place  them  at  equal  distances  apart,  equal  to  thfl 
depth,  but  this  seems  unsatisfactory,  as  the  stiffeners  should 
obviously  be  farther  apart  at  the  centre  than  at  the  ends  of  the 
girder.  In  all  cases  the  stiffeners  should  be  spaced  so  as  to  inter- 
fere as  little  as  possible  with  the  uniform  spacing  of  the  rivets. 

In  the  Engineering  Record  {^Q'w  York)  of  Oct.  7th,  1905,  tl 
specifications  relating  to  stiffeners  of  a  large  number  of  bridge 
railway  companies  are  given,  from  which  the  following  are  taken', 
to  serve  as  a  guide  :  — 

Canadian  Pacific  Railway. — If  shear  per  sq.  in.  is  greater 
than D'i     »  ^  being  the   depth   in   inches,    stiffeners   are 

^  "^  3ooo7^ 
placed  at  distances  apart  equal  to  the  depth. 

Chicago  C.W.  Railway. — Stiffeners  are  placed  at  end  bear- 
ings and  at  all  points  of  concentrated  loading,  and  are  designed  as 
columns  to  take  the  total  shear. 

New    York    Central    and    Hudson   River    Railway.— 

shear  in  lb.  r^,  . 

- —  .     This 


Spacing  =  60/  \/(^''^_  ,);/, 


area  of  wet  plate 
is  used  for  the  spacing  of  stiffeners  intermediate  between  concen- 
trated loads,  and  if  the  spacing  comes  greater  than  the  depth  the 
stiffeners  may  be  omitted.  The  bearing  stress  should  be  considered 
on  end  stiffeners. 

,»r  T^  Shear  in  lb.  40  d 

Wabash  Railway.— =  12,000  -  ~ — . 

area  / 

When  stiffeners  carry  load  directly  they  are  designed  accord- 
ing to  the  rule  — -  =  16,000  -   70  ,, /being theirlength. 
area  k  ^ 


\ 


\ftent  of  Webs  and  Web  S/Ziaj.  543 

GE  Company.— Stiffeners  to  \^  placed  on  both 
►earing  against  upi^er  and  lower  flange  angles 
ncr  edges  of  l)earing  plates,  and  at  all  <  cmccn- 
also,  when  /  <  ^^^  unsupported  distant  e  between 
istances  apart  not  greater  than  the  dejith  of  the 
le  maximum  limit  being  5  ft 
of  W^ebs  and  Web  Splices.  -In  the  same 
is  may  be  decreased  in  thickness  as  the  B.M. 


— \3 


ntrCf^fn  d^^cL   xJDOdi 


Fig,  268.— If>6  Splicen. 

b  may  be  decreased  in  thickness  as  the  shear 
nail  spans  it  is  usual  to  keep  the  same  thickness 
t,  because  packing  strips  have  to  be  placed 
/here  the  web  thickness  is  reduced,  and  so  the 
ppears.  But  for  larger  spans  it  is  common  to 
licknesses  of  web,  the  thickest  of  course  at  the 

at  which  to  cut  down  the  web  can  be  obtained 
gram  in  a  similar  manner  to  the  similar  problem 
Ganges. 

the  construction  for  dead  load  and  for  a  com- 
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bined  rolling  and  dead  load,  and  should  be  quite  clear  without 
further  explanation. 

The  web  splices  should  be  arranged  away  from  the  flange 
splices,  and  the  number  of  rivets  on  either  side  of  the  cover  plate 
should  be  at  least  enough  to  carry  the  shear  at  the  point,  a  J 
stiffener  often  serving  as  a  satisfactory  cover. 


DESIGN    OF    FRAMED    GIRDERS. 

The  economic  depth  of  framed  girders  may  be  taken  as  about 
\  to  y\^  of  the  span,  although  in  America  they  are  commonly 
built  deeper  than  this.  In  this  country  both  the  compression  and 
tension  booms  usually  consist  of  a  built-up  channel  or  open-box 
section,  diaphragms  being  placed  at  intervals ;  while  in  America 
the  tension  boom  generally  consists  of  pin-connected  bars.  Too 
much  metal  should  not  be  placed  in  the  web  of  the  channel  sec- 
tion or  the  centroid  line  will  come  too  close  to  it  to  get  the  rivets 
in.  The  following  examples  from  practice  should  make  the 
detail  design  clear: — 

Fig.  269  and  Plate  I.  show  a  single  track  through  Pratt-Tniss 
bridge  over  the  River  Barrow  near  Waterford.  These  girders  are 
of  steelwork  throughout,  and  the  details  are  arranged  so  that  no 
rain-water  will  be  retained  to  involve  risk  of  oxidation.  This  was 
found  the  more  necessary,  as  the  rainfall  at  the  site  of  the  bridge 
is  excessive.     The  dimensions  may  thus  be  tabulated  : — 

Centres  of  bearings  of  main  span 

Centres  of  bearings  of  main  span  adjacent  to 

swing-span 

Centre  of  main  girders  apart         

Length  of  main  girders  over  all    

Height  in  clear  above  rail-level  for  traffic 

Width  in  clear 

Depth  of  main  girders  over  angles 
Camber  in  the  girder  over  each  span 
Height  of  rail-level  above  Ordnance  datum 
Clear  height  from  high-water  level  to  underside 

of  girders      26    o 


tt.  ins. 

•   145 

6 

.   146 

0 

16 

6 

•   147 

6 

15 

0 

14 

8 

20 

0 

0 

ij 

44 

0 

t  /£fi^^  fricfi-l  wjC".) 


J^lg.  ^tt^K — Brtffgf  over  River  Harrow. 


Tc/acc  p.  S44* 


L 
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The  girder  is  constructed  in  eight  bays,  six  of  1 8  ft.  and  two 
of  19  ft  9  ins.  An  elevation  of  one  half  of  it  is  given,  plans 
showing  the  lateral  bracing  at  the  top  and  bottom  respectively. 
The  upper  booms  are  of  inverted  trough  section,  with  flange  plates 
2  ft.  3  ins  in  width,  and  the  lower  booms  are  open  at  top  and 
bottom,  being  wnthout  flange  plates.  The  depth  of  both  booms  is 
I  ft.  4  ins.  over  the  angles.  The  side  plates  are  stiffened  by 
diaphragms,  consisting  of  plates  and  angles.  As  shown,  the  webs 
of  the  main  girders  consist  of  diagonal  and  vertical  members  with 
raking  end  posts.  The  main  struts  are  built  of  web  plates  and 
angle  bars,  and  the  remainder  of  angle  bars  and  lattice  bracing. 

The  main  diagonal  ties  are  14  ins.  in  width,  with  two  cast-iron 

distance  stiff*eners  and  bolts  in  each,  the  two  centre  bays  in  each 

girder  having  flat  bar  diagonal  counterbracing,  riveted  in  place 

after  the  erecting  staging  had  been  removed.     The  end  raking 

posts  are  built  up  of  single  w^eb  plates,  and  double  flange  plates 

3.nd  angles.      Gusset  plates  connect  the  ties  and  posts  to  the 

booms,  as  shown.     The  rivets  throughout  the  main  structure  are 

-^  in.   in   diameter  and   f  in.  i-n    the   supplementary  parts.     The 

girders  were  built   in   sections   at   the   shops   in   Glasgow,  and 

dispatched   to  the  site,  where  they  were  erected  in  position  on 

A^ooden  trestles  placed  on  the  temporary  staging,  the  complete 

span  being  thus  put  together  ready  for  lowering  on  to  the  bearings. 

The  cross  girders,  as  shown  in  plan,  are  at  i8-ft.  centres   over 

the  central  and  intermediate  bays,  and  18  ft.  9  ins.  over  the  end 

bays,  except  in  the  end  bays  adjacent  to  the   swing  span,  where 

they  are  19  ft.  3  ins. 

The  bottom  lateral  bracing  is  shown  on  the  plan,  and  consists 
of  angles  riveted  to  gusset  plates  at  the  base  of  the  vertical  posts. 
The  top  lateral  bracing  consists  of  lattice  girders;  this  is, 
however,  much  more  clearly  shown  in  the  perspective  view, 
Fig.  269.  The  portal  bracing  here  shown,  erected  at  the 
ends  of  each  span,  forms  the  terminal  member  of  the  system  of 
top  lateral  bracing,  and  forms  the  strap  between  the  upper  part  of 
the  raking  posts.  The  lower  ends  of  these  raking  posts  are  rigidly 
held  together  at  the  bottom,  where  they  enter  the  trough  of  the 
bottom  boom  by  the  end  cross  girder.  Each  span,  including 
steelwork,  permanent  way,  &c.,  ready  for  traffic,  weighs  156  tons. 

N  N 
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F^  :r-c  <ni2«s  i  ^sssw  riroc^  hridge  truss  of  die  \og'^^^ 
II  rr^e  >at  rie   1.5    A:  S.C   RiiiiKiT  at  Screatham  O>tatnoti. 
One  TTWiim  CTcer  s  jtinaer  rran  rse  ocfaer,  the  respective  \etigy^ 
'>?-mr  r  ji  i.  4. 3IS.  .imi   i^-i  ±  S  I3S.     We  show  part  elevation  ^ 
rae  sronsr  irrccr.  ::ileii  tinier  a.     The  girders  are  7  ft.  9!^  ^^^' 
oess:  jc  rue  snis  ini:   i-|.±.  2  ics^  ar  the  centre.     The  longer  ^ 
m;T«-«»  :ir  It  iruraisaL  ba-.-^  lie  shcrtia-  oi  thirteen  bays.    The  b^y^ 
or  the  cerCTS  jni  jctrrerxly  re  n.  4  ins ,  and  are  reduced  at  bot»^ 
emis  in  rre  case  cc  i^rier  3^  and  at  one  end  in  the  case   ^^ 
^jiosr  ^      The  bcciaci  '»:cds   consist  of  two  plates  on  edg^* 
r  fL   12  :cs.  arart  jod  i  tt.  4  iitv  deep.     At  each  bay  these  9X^ 
sofeaed  b^  f  31*  pianes  ijnd  jn^es.     There  is  no  bottom  plate  to 
tae  bocoL  0:1  arroOTneiic  inToducei  to  prevent  the  collection  o^ 
waoer :  xaL  j>  will  pcesesiiy  be  expiained,  the  transverse  girdex^ 
ore  scspenceii  ij*  prorectrcg  rJates  at  the  bottom  boom  under  tb^ 
verrbcal  aseaibers  ixxmin^  the  bays.     The  top  boom  is  built  up  o* 
ptires  and  anoiSw  wrain^  an  open  box  section.     The  width  is 
1  rL  S|  bas^  inreraal*  and  j  tL  q  ins^  over  the  flanges,  the  depth  o* 
the  5tinynm;-:  xnembers  hein^:  i  tL  4  ins.     The  struts  forming  the 
bays  are  i5J  ins^  wide,  baiii  up  of  f-in.  plates  and  angles.    Th^ 
bedstooes  on  the  abetment  and  intermediate  pier  are  of  ashlar. 

rhe  naiKverse  ^cirder?  carrying  the  permanent  way  are,  as  v^ 
have  ir.ckier.ial.y  mer.rioneri,  suspended  to  the  bottoms  of  the 
Ior.^::u.i:rjLls.  The  jr.^"-e>  roraiin^  put  of  the  vertical  struts  of 
ejLch  bay  of  :he  r.:-un.  i;:rder  are  continued  below  the  line  of  the 
bociora  boor.:,  ar.i  .ire  r:ve:ed  on  to  the  web  plating  of  the  trans- 
verse^ ii.rdcrs.  :he  .ir.ii'e  or*  the  top  dange  of  the  cross  girder  being 
stop:  evi  short,  while  th.\:  or"  the  bottom  tlange  is  continued 
throUiih.  and  :s  cu:  a:  the  bevel.  The  webs  of  the  vertical  struts 
oi  the  Ion^:tUvi:r.al  ^irdc.'"s  and  those  of  the  cross  girders  are  con- 
ne:ted  together  by  c^ver  plates,  which  also  serve  as  packing. 
These  cross  girder?  are  26  ft  4  ins.  long  and  i  ft.  6  ins.  deep,  the 
width  over  rlange  being  i  ft.  5  ins. :  they  are  placed  at  intervals  of 
I  oft  4  ins — i,€.^  corresponding  with  the  bays  of  the  bowstring 
girders. 

On  the  bottom  rlange  of  the  cross  girders  there  rest  two  lines 
of  longitudinal  girders,  one  under  each  rail.  These  are  built-up 
girders,  i  fL  5  J  ins.  deep,  and  suspended  to  the  webs  of  these,  by 
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means  of  angles,  is  rolled  troughing.  Longitudinal  sleepers  are 
laid  in  the  troughing  to  carry  the  rails.  On  either  side  there  is 
laid  a  timber  gangway,  while  on  the  remainder  of  the  width 
between  the  main  girders  there  is  no  decking  whatever.  At  the 
end  of  the  span,  where  the  abutments  come  under  one  side  of  the 
cross  girders,  intermediate  longitudinal  girders  are  dispensed  with, 
the  troughing  being  stiffened  by  rolled  joists  under  each  alternate 
?rough. 

Wind  bracing  is  riveted  to  the  bottom  of  the  main  members 
of  the  bridge  ;  it  consists  of  flat  plates  riveted  diagonally. 

Figs.  271  and  272  show  a  deck  bridge  carrying  the  Caledonian 
Railway  over  the  Clyde  at  Uddington.  The  main  girders  of  the 
bridge  are  open- web  girders  of  the  N  type,  with  a  total  length  of 
97  ft.  5  ins.,  and  a  depth  of  1 1  ft.  There  is  one  main  girder  under 
each  rail,  so  that  each  line  of  rails  is  carried  on  two  girders, 
which  are  cross-braced  at  intervals  of  2 1  ft.  4  ins.  along  the  length 
of  the  bridge.  Fig.  272  shows  at  the  bottom  a  section  of  the 
top  boom  and  an  elevation  of  a  joint  in  the  top  flange.  The 
bottom  boom  is  also  of  channel  section.  Betw^een  the  main 
girders  a  decking  of  curved  plates  \  in.  thick  is  riveted  to 
carry  the  ballast.  Between  the  two  centre  girders  vertical 
cross  bracing  was  purposely  omitted,  so  that  the  stresses  due 
to  the  live  load  coming  on  one  line  of  rails  would  not  be 
transmitted  to  the  girders  carrying  the  other  line  of  rails,  as 
would  have  haj)pened  had  there  been  diagonal  stays,  as  in  the 
case  of  the  adjacent  girders  under  each  separate  line.  All  four 
girders,  however,  are  connected  together  by  the  horizontal  wind 
bracing.  To  allow  of  expansion,  contraction,  and  deflexion, 
rocker  bearings  have  been  used  for  the  main  girders.  One  end 
of  each  girder  is  attached  to  a  fixed  bearing,  and  the  other  end  to 
a  movable  one ;  but  in  order  to  balance  on  the  piers  the  forces 
produced  by  alterations  in  the  length  of  the  girders  due  to  varia- 
tions in  temperature,  it  was  decided  to  have  either  movable  or 
expansion  bearings  on  each  pier,  and  therefore  the  adjacent  ends 
of  girders  are  fitted  with  bearings  of  the  same  kind.  Thus  the 
expansion  and  contraction  movement  of  the  west  and  middl<^ 
spans  is  taken  up  on  the  west  river  pier,  as  on  it  the  expansion 
bearings  are  grouped.     On  the  east  river  pier  all  the  bearings  are 
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fixed,  while  on  the  east  abutment   again   there   are  expansion 
bearings. 

The  bearings  are  bolted  to  heavy  granite  blocks  on  the  piers 
or  abutments.     A  footway  is  provided  on  each  side  of  the  bridge, 
sind  is  illustrated  by  Fig.  272.     It  is  formed  of  timber,  supported 
fcy  brackets  riveted,  as   shown,   to    the    outside    main    girders. 
The  parapet  girder  is  of  the  close  lattice  type,  and,  while  self- 
supporting,  is  further  kept  rigidly  in  position  by  means  of  the 
footway  brackets.     The  ballast-retaining  plate  is  used  for  support- 
ing the  gangway.     The  upper  surface  of  the  curved  plate  flooring 
of  the  bridge  is  covered  with  a   fine   concrete   rendering   3  ins. 
thick,  which  in  turn  is  covered  by  ijin.  of  asphalt ;  gutters  are 
formed  along  the  ballast  plates  with  weep-pipes  at  every  alternate 
bracket  supporting  the  parapet.     Similar  precautions  have  been 
taken  to  prevent  corrosion  in  the  case  of  the  bottom  booms  of 
the  main  girders,  which  are  closed,  and  are  therefore  likely  to 
collect  water. 

DESIGN   OF   A   THREE-PINNED   ARCH. 

We  have  in  Chapter  XIII.  dealt  with  the  calculations  for  thrust 
and  B.M.  in  arched  ribs.  The  detail  design  does  not  differ  in 
very  great  respect,  once  the  calculations  have  been  made,  from 
ordinary  girders.  In  Plate  II.  we  show  details  of  a  three-pinned 
arch  for  a  road  bridge  erected  in  March,  1905,  over  the  River 
Exe  at  Exeter. 

To  obviate  any  obstruction  in  the  river,  a  single  span  was 
necessary  ;  and  in  order  to  improve  the  gradients,  and  at  the  same 
time  to  afford  the  necessary  headway  under  the  bridge,  the  system 
known  as  the  *  three-hinged  arch  '  was  adopted,  the  constructional 
depth  available  at  the  centre  being  only  3  ft.  5  ins.  This  enabled 
the  rise  to  be  restricted  to  11  ft.  4 J  ins.,  and  gave  15  ft.  of  head- 
way above  the  ordinary  water-level. 

The  arch  at  the  same  time  is  an  exceptionally  flat  one,  the 
ratio  of  rise  to  span  being  only  i  to  132  ;  indeed,  it  is  probably 
the  flattest  in  this  country.  This  is  due  to  the  circumstance  that 
the  springings  had  to  be  kept  as  far  above  the  water-level  as 
possible,  in  order  not  to  interfere  with  the  flow  of  the  river  in 
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flood.  Notwithstanding  the  falling  gradient,  a  symmetrical  ap- 
pearance has  been  preserved  in  the  elevation.  This  has  been 
accomplished  by  the  treatment  of  the  fascia  work.  The  spandrils 
on  the  two  sides  of  the  bridge  are  approximately  the  same  size, 
but  the  ornamental  parapet  has  been  made  higher  above  the  foot- 
way at  the  south  end  than  at  the  north,  so  that  the  height  from 
springing  level  to  the  top  of  the  parapet  is  practically  the  same  at 
each  abutment.  Thus  the  appearance  presented  does  not  partake 
of  the  inequality  which  would  otherwise  have  been  the  case  owing 
to  the  difference  in  level  at  the  two  ends  of  the  bridge. 

The  arch  ribs,  eight  in  number,  are  of  steel,  with  a  hinge  a* 
each  abutment  and  in  the  centre.     The  thrust  of  the  ribs  is  takeJ^ 
by  heavy  cast-iron  bed  i)lates  abutting  on  to  massive  granite  be<^ 
stones,  embedded  in   the    concrete   of  the   abutments.      The^^ 
abutments  have  been   constructed  of  considerable  thickness,  t^^ 
withstand  the  thrust  due  to  the  flatness  of  the  arch.    On  the  nort  J^ 
side    the    abutment    is   33    ft.  from    front  to    back,  and  on  th^^ 
south  side  36  ft. 

The  foundations  are  on  red  shale  underlying  a  bed  of  gravel  ^ 
The  work  of  removing  the  abutments  of  the  old  bridge  and  con^ 
structing  those  for  the  new  was  carried  out  within  cofferdams  builc 
of  a  single  row  of  whole  timber  sheeting.  The  abutments  them- 
selves  are  of  Portland-cement  concrete  faced  with  brindle  brick- 
work, but  the  cutwaters  and  the  exposed  portions  of  the  abutments 
are  of  granite  ashlar  masonry. 

The  ribs  vary  in  depth,  being  2  ft.  2  ins.  at  the  centre  of  the 
span  and  at  the  abutments,  swelling  out  to  4  ft.  6  ins.  at  the 
haunches.  The  flanges  of  the  ribs  consist  of  two  plates,  18  in.  by 
\  in.,  connected  to  the  webs  by  means  of  angle-irons  4  ins.  by  4  ins. 
by  ^  in.  The  webs  are  \  in.  thick  at  the  middle  of  the  halfarch, 
increased  to  \  in.  at  the  centre  of  span  and  at  the  abutments, 
where  the  thrust  is  transmitted  through  the  hinges.  These  hinges 
consist  of  hard-steel  pins,  8  ins.  in  diameter  and  1 1  ins.  long, 
working  in  cast-steel  collars  secured  to  the  webs  of  the  ribs  by 
cast-steel  angle  brackets.  The  ribs  and  columns  are  braced 
together  vertically  by  a  system  of  angle-bar  bracing,  3 J  ins.  by 
3 A  ins.  by  \  in.,  opposite  the  points  where  the  cross  girders  are 
carried,  while  ^-in.  stiffening  plates  are  introduced  at  intervals  of 
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out  4  ft  2  ins.  along  the  ribs.  Diagonal  lateral  bracing  was 
JO  introduced  in  order  to  stiffen  the  bridge  against  wind 
assure,  and  against  the  shock  due  to  the  possible  impact  of 
ating  objects  coming  down  with  spates. 

Each  half-arch  was  brought  to  the  site  in  two  pieces,  and  as 
'h  segment,  extending  from  abutment  to  centre  pin,  weighed 
>ut  13  tons,  the  heaviest  load  dealt  with  by  the  steam-derrick 
fies  in  use  was  about  6  J  tons.  At  the  point  of  junction  cover- 
-es  and  angles  were  riveted  on  the  top  and  bottom  flanges,  as 
vv-n.  The  ribs  were  temporarily  supported  during  erection  on 
fc>er  staging,  carried  partly  on  the  piers  of  the  old  bridge, 
oh  were  left  in  place  for  the  purpose. 

The  expansion  joints  at  the  abutments  and  in  the  centre  con- 
each  of  two  cast-iron  kerbs,  \  in.  apart,  having  a  checkered 
-1  rubbing-piece  screwed  on  to  the  top  flange,  which  is  can)bered 
t:he  curve  of  the  roadway.  It  is  anticipated  that,  with  the 
i^eme  range  of  temperature,  the  extent  of  rise  and  fall  will  not 
•^ed  3  ins.  at  the  centre  of  the  bridge — that  is  to  say,  1  \  ins.  on 
-li  side  of  the  normal.  This,  of  course,  is  provided  for  by  the 
tges. 

The  cross  girders  consist  of  rolled  steel  joists,  10  ins.  by  5  ins., 
d  these  rest  on  rolled  steel  columns,  6  ins.  by  5  ins.,  which 
nsfer  the  load  to  the  ribs.  These  columns  or  posts  vary  in 
ight,  attaining  their  maximum  at  the  abutment,  and  decreasing 
^ards  the  centre.  Near  the  centre,  where,  owing  to  the  re- 
iction  in  height,  the  ribs  intersect  the  troughing  carrying  the 
adway,  the  cross  girders  are  built  of  angles  and  webs  running 
:ercostally  between  the  ribs. 

The  flooring  consists  of  5-in.  by  |-in.  steel  troughing,  resting 

the  cross  girders,  and  running  longitudinally,  an  arrangement 
lich  enabled  the  troughing  in  the  centre  to  be  laid  between  the 
►s.  Over  the  troughing  is  6  ins.  of  coke  breeze  concrete,  in  the 
Dportion  of  6  to  i,  adopted  in  preference  to  ordinary  ballast 
ncrete  in  order  to  reduce  the  load  on  the  bridge.  The  top  of 
t  concrete  is  overlaid  with  Portland-cement  rendering,  \\  ins. 
ick,  and  over  this  again  is  |  in.  of  asphalt  laid  in  two  layers, 
th  brattice  cloth  between  them ;  6-in.  jarrah  setts  complete  the 
rface.    The  approaches  to  the  bridge  are  paved  with  4-in.  jarrah 
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i\Qni^  .;tsr  mil  T:ict=*  tuuik  xts  rjirriftS  maimer  the  footpaths, 
:ne  iss-^uansr  lemu:  Tfcir^rianpcnnntt:  lerweea  iifiae  cross  girders, 
Tniie  :ae  tsiut  tuxui^  nes.  jir  ne  ina:  ^uz=£  mnBder  the  footway. 
!"it  Ilr-  ii'  i-ac'.ur  le^  lictirr^:  jsiwjk^  rnns  aczoss  the  bridge 
in  Tvr^.   intsr  ii  -rais  Trscnu:  nr  zn*  icmcrws*^ 

r'lit  near  v:i:tn    n"  ne  Taaiswjjr  ^jtsiriinetea  due  keibs.  is  34  ft, 
naiic  :nt:  niticams-  xd*  ioiih:  f  ±  ttj^*^  «?  riir  dae  total  width  of 


TBjUcs'srsass  Jk3i:ir  latssal  bjkacing  on  bridges. 

It  ±e  ixoinnics  nac  -ve  iKrve  jnsc  liivwa  ot  Tanoos  bridges 
3-:m  -nur::i:^  lie  rain?ff?irHi  xmi  Jartaul  btaciiKS  are  indicated. 
The  r»'i?«AT--r:t  'r-flz.'fc  ^^  n  i  vrmial  -tane.  .iokI  in  deck  bridges 


Fuj.  r.lf. 


h-zlxllW  takes  the  r' 'rni  ^h  .-wn  in  Fi^>.  250,  272.  It  is  best  to 
hrace  suchgir-icTs  ir.  i^airs  for  the  same  line  only,  as  otherwise 
there  i-,  a  fAistin^  action  on  one  pair  when  the  train  is  on  the 
other  ;  in  road  bridges,  however,  they  may  be  braced  right  across. 
Such  transverse  bracing  is  usually  placed  at  the  ends  and  at  inter- 
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lediate  points  at  distances  apart  equal  to  about  twice  the  distance 
etween  the  main  girders. 

The  lateral  bracing  is  in  a  horizontal  plane,  and  is  usually 
rranged  as  shown  in  Figs.  269,  27 2A,  and  Plate  I.,  in  the  form  of 
Warren  or  W  girder.  Such  bracing  is  designed  to  carry  the 
lorizontal  loads  due  to  wind  and  to  centrifugal  force  when  the 
bridge  is  on  a  curve.  The  rules  for  the  wind  pressure  for  this 
tracing  may  be  taken  from  the  Board  of  Trade  recommendations 
^iven  on  p.  50. 

'A  common  American  rule  is  to  design  the  top  and  bottom 
ateral  bracing  systems  for  a  static  load  of  1501b.  per  linear  ft., 
md  to  add  to  the  system  connected  to  the  loaded  flanges  a  mov- 
ng  wind  load  on  the  train  of  300  lb.  per  linear  ft. 

Another  American  rule  is  to  design  as  follows : — Wind  on 
:rain  treated  as  moving  load  of  300  lb.  per  linear  ft.,  and  a  dead 
load  of  50  lb.  per  sq.  ft.  of  exposed  area.  The  exposed  area  is 
laken  as  twice  the  area  in  elevation,  and  one-third  of  the  loads  are 
taken  as  carried  by  the  bracing  at  unloaded  side  and  two-thirds  at 
loaded  side. 

Portal  bracing  is  usually  provided  at  the  top  in  through  gir- 
ders, the  cross  girders  serving  this  purpose  at  the  bottom.  This 
often  takes  the  form  of  small  lattice  girders,  and  is  shown  well  in 
Figs.  269  and  272^^. 

BEARINGS     FOR     BRIDGES. 

In  designing  bearings  for  bridges  the  area  of  the  bedstone  or 
template  is  obtained  from  the  safe  load  on  the  masonry  or  other 
support,  this  being  obtained  as  described  in  Chapter  XVI.  with 
reference  to  foundations. 

For  spans  less  than  70  feet  it  is  not  customary  to  provide 
bearings  with  special  means  for  allowing  expansion.  In  such 
::ases  a  bearing  plate  is  riveted  with  countersunk  rivets  on  the 
bottom  of  the  girder,  which  is  commonly  then  simply  rested  on 
the  stone  templates,  double  or  treble  thicknesses  of  hair-felt,  or 
sometimes  sheet  lead,  being  placed  between  the  bearing  plate  and 
the  template  to  distribute  the  pressure  uniformly,  Fig.  273  showing 
such  an  arrangement. 
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I  front  end  of  the  template  should  be  chamfered  to  prevent 
ig,  and  in  skew  spans  the  bearings  should  be  arranged  at 
igles  to  the  girders,  and  should  not  follow  the  angle  of  the 
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;ome  cases  the  bearing  plate  is  held  down  to  the  template 
:wis  bolts,  the  holes  at  one  end  being  slotted  to  allow  for 
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'rot  Hirfr  ±ifrTg  h  now  not  common,  and  experE^'*^ 
iiiaws  c£ek  ±  is  aibsi  ansacscicrorT.  An  arrangement  wfa^^ 
SBDir  jTigfnfgT^  con^tSff-  "33  be  Ferrer  is  to  bolt  a  cast  iron   or 
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/V//.   273. — Bt'tiring  at  Free  End. 
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btccl  p!a:e  down  to  the  template  and  to  rivet  a  short  knuckle  plate 
to  the  izirdcr.  This  tixes  the  span  more  exactly,  and  prevents  i\it 
pressure  from  coming  on  ihe  edge. 

For  larger  spans  it  is  desirable  to  provide  expansion  bearings. 


Bt^ann/^s  for  Ih'iiia^es.  f 

For  such  bearings  to  be  satisfaciory  they  imi!»l  l>c  « funMnc*!  /".  ^ 

and  expansion  l>earings. 


FUj.  276. — Combined  Rocker  ((H(f  Holler  Jirariiiff. 

The  function  of  the  rocker  is  to  allow  the  girder  to  dclli 
*^der  the   load  and  still  transmit  the  pressure  centrally  to  t 
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neEELrtiiie.  wfciLe  cae  excunsson  bearings  or  rollers    are  to   allow 
r\»eicci  oc  zairversen:  due  to  expansion. 

F^cs.  ^74.  ^75,  sho»  ihe  bearings  used  for  the  fixed  and 
es^^aaswc  eods  oc  the  br:<i*:e  shown  in  Plate  I. 

FLsi-  270  shcw^  2  combiricC  rocker  and  roller  bearing  used  on 
on  AiDencir:  rai..»j.y.  In  this  case  the  expansion  is  obtained  by 
s<OT3P«:tJL  r^-'I'.Tirs  c:  the  form  shown.  The  roller  cage  rests  on  a 
>*vi  o«:^  riHsw  ^^Jisec  at  the  top  and  with  one  flange  planed  off, 
these  beirt^  nveted  to  j.  bearing  plate,  and  sheet  lead  being 
interpct>et  ':ecwcen  the  latter  and  the  masonry.  In  all  cases,  the 
n:lLer?<  ^tc.  should  be  provided  with  end  plates  for  maintaining 
them  at  iie-i  distances  apin. 

In  all  e\^\iD.>ioQ  bearings,  caxe  should  be  taken  that  they  are 
designed  so  as  to  be  accessible  for  lubrication  and  inspection. 


EXERCISES. 


[  These  Exercises  should  be  worked  by  the  student  in  addition  to  those  worked 

in  the  text.     In  many  cases,  in  particular  reciprocal  fii^ufes^  so  many 

are  worked  in  the  text  that  none  have  been  included  here.  ] 


CHAPTER  I. 

1.  A  tie  rod  in  a  roof  structure  has  to  stand  a  total  pull  of  40  tons. 
If  the  stress  in  the  material  is  to  be  not  greater  than  5  tons  per  sq.  in., 
jfind  a  suitable  diameter.  A?is.  3}  im.  diam. 

2.  Taking  the  shearing  strength  of  mild  steel  to  be  20  tons  per 
sq.  in.,  calculate  the  force  necessary  to  punch  a  f  in.  hole  in  a  f  in, 
plate.     Find  also  the  stress  in  the  punch. 

Ans.  2()'^tonsj  667  tons  per  sq.  in. 

3.  A  bar  of  mild  steel  f  in.  diam.  and  10  in.  long  stretches 
-00816  in.  when  carrying  a  load  of  5  tons.  Calculate  Young's 
modulus  (E)  in  lb.  per  sq.  in.  Ans.  30  x  10"  Ib.pcrsq.  in. 

4.  If  E  is  29,000,000  lb.  per  sq.  in.  for  wrought  iron,  what  decrease 
in  length  of  a  column  20  ft.  high  and  12  sq.  ins.  sectional  area  takes 
place  when  carrying  a  load  of  36  tons  1  Ans.  '0556  i?i. 

5.  What  load  in  lb.  is  hung  on  an  iron  wire  50  ft.  long  and  i  in. 
diameter  to  make  it  stretch  ^^j^  in.  ?  Ans.  '076  lb. 

6.  Plot  a  stress-strain  diagram  for  the  following  test  of  a  specimen 
from  a  mild-steel  boiler  plate  :— 


Load  lb.     ... 

4,000 

8,000 

12,000 

16,000 

20,000 

1- 

'    -0056 

24,000 
•0070 

28,000 

Exten'^  ins. 

•0009 

•0020 

•0033 

1 

•0044 

•0082 

Load  lb.     ... 

30,000 

34,000 

1 

j  36,000 

07 

40,000 

44,000 
•      -30 

48,000 

•47 

52,000 

Extend  ins. 

•0103 

•016 

•19 

75 

Load  lb. 


56,000 


Exten^  ins. 


59,780    64,900 

2*9 


2*5 


Scales 


'Loads — i"  =  1000  lb. 
^Extensions — up  to  yield 

point  500  times  full  size. 

Beyond  =  4  times  do. 


Orig.  dimens.    Length  =  10  ins.,  width  =  1 7  53  ins.,  thickness  =  '64  in. 
Final        „  „       =12*9  ins.,    „     =1*472  ins.,         „         =-482  in. 


o  O 


562  The  Theory  and  Design  of  Structures. 

Find  stress  at  elastic  limit,  maximum  stress,  Young's  modulus,  and 
percentage  extension  and  reduction  of  area. 

7.  In  a  plate  girder  the  maximum  intensity  of  stress  at  right  andef 
to  the  vertical  cross  section  of  the  web  is  5  tons  per  sq.  in.,  and  the 
intensity  of  shearing  stress  is  2  tons  per  sq.  in.  Find  the  position  of 
the  planes  of  principal  stress  at  that  point  and  their  mtensitiaL  : 
(A.I^.I.C.E.  Feb.  1905.)  *  ^ 

Am,  19"  2d  imdjd'  40'  to  vertical;  57  ando'7  tons  per  sq,  in, 

8.  The  limit  of  elasticity  of  a  W.I.  bar  was  found  to  be  20,000ft. 
per  sq.  in.,  the  strain  at  that  point  being  00006 ;  what  was  the 
resilience  of  the  material  ?    (A.M.I.C.E.  Oct.  1906.) 

Ans,  12  ifk  h 


CHAPTER  II. 

I.  In  a  roof  truss  a  certain  tie  has  in  it  a  pull  of  3*05  tons  doe  to 
the  dead  weight  alone.  When  the  wind  is  on  the  left  of  the  truss  it 
(done  causes  a  pull  of  5*5  tons  in  the  same  tie,  and  when  it  is  on  tne 
right  side  it  causes  a  compression  of  1*2  tons.  Work  out  what  y^ 
would  consider  a  satisfoctoiy  section  for  the  tie  if  it  is  made  of  0^ 
steel.  Ans,  3  ins,  x  }  in-fl^ 


CHAPTER  III. 

1.  Find  the  moment  of  inertia  about  the  centroid  of  an  X  \y^^ 
8  ins.  deep,  the  width  of  flanges  being  5  ins.  The  flanges  are  '575  ! ' 
and  the  web  '35  in.  thick.  Ans.  89*1  in.  uf^^  ' 

2.  A     stanchion     section     consists    of    two    standard   chan^^^ 
1 1  ins.    X   3i  ins.   placed  back  to  back  at  6J  ins.   apart  and  ^. 
14  ins.  X  i  in.  plates  riveted  to  each  flange.     Find  the  least  ^^^ 
of  gyration.  Ans,  4*12  ^^' 

.    ^aI 

3.  A  girder  70  ft.  long  carries  a  uniform  load  of  2  tons  per  ht**^ 
foot  from  one  end  to  the  middle,  and  a  load  of  20  tons  at  20  ft.  fr^. 
each  end.    What  are  the  reactions  on  the  ends?    (AM.r.C.E.  F^  ' 
1903-)  ^«-y-  72-5,  37'5  ^^^' 

4.  A  cast-iron  girder  has  an  upper  flange  4  ins.  by  i  in. ;  a  loW^J 
flange  8  ins.  by  i^  ins.  and  a  web  6  ins.  by  i  in.  Find  its  moment  pj 
inertia  and  radius  of  gyration  about  an  axis  through  the  centroid 
parallel  to  the  flanges.  Ans.  ig$  ins.*;  rg^irts. 

5.  A  channel  section  has  a  base  of  10  ins. ;  sides  3  ins. ;  the  thick- 
ness of  metal  being  f  in.  Find  the  position  of  the  centroid  and  the 
moment  of  inertia  about  a  line  through  the  centroid  parallel  to  the 
base.  Ans.  726  in.  from  base;  6*62  ins.^ 
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CHAPTER  IV. 

1.  Two  lengths  of  a  flat  steel  tie  bar,  which  has  to  carry  a  load  of 
50  tons,  are  connected  together  by  a  double  butt  joint.  The  thick- 
ness of  the  plate  is  f  in.  Find  the  diameter  and  the  number  of  rivets 
required,  and  the  necessary  width  of  the  bar  for  both  chain  and  zigzag 
riveting.  What  is  the  efficiency  of  each  and  the  working  bearing 
pressure.     Make  a  dimensioned  sketch  of  the  joint. 

2.  A  diagonal  tie  in  a  lattice  girder  has  to  carry  a  load  of  1 5i  tons 
and  is  \  in.  thick.  Using  f  in.  rivets,  find  the  necessary  width  of  tie 
and  calculate  the  number  of  rivets  required  (in  single  shear)  and 
sketch  the  arrangement. 

3.  Explain  how  to  design  a  double-riveted  lap  joint  to  connect 
two  steel  plates  \  in.  thick  with  steel  rivets,  the  tensile  strength  of  the 
plates  before  drilling  being  30  tons  per  sq.  in. ;  the  shearing  strength 
of  the  rivets  24  tons  per  sq.  in.,  and  the  compressive  strength  of  the 
steel  43  tons  per  sq.  in.  Find  the  efficiency  of  the  joint.  (A.M.I.C.E. 
Oct.  1903.)  Ans,  d  =  iin.    p  =  3I  ins,     ri  =  53%. 

4.  For  equal  strengths  in  tension  and  shear  calculate  the  pitch 
for  a  butt  joint,  given  the  following  data  :  Plates  i  in.  thick  ;  rivets 
li  ins.  diam. ;  two  rows  of  rivets  on  each  side  of  joint ;  /s  =  54,000 ; 

Jt  =  65,000  lb.  per  sq.  in.  Ans.  5I  tns. 


CHAPTER   V. 

1.  A  cantilever  whose  weight  may  be  neglected,  carries  isolated 
loads  of  2  tons  and  ^  ton  at  distances  of  5  ft.  and  8  ft.  respectively 
from  its  built-in  end,  the  cantilever  being  10  ft.  long.  Sketch  shear 
and  B.M.  diagrams.     Ans.  Max.  B.M.  =  14//.  tons ;  shear  =  2^  tons. 

2.  A  certain  joist  used  as  a  cantilever  weighs  18  lb.  per  foot,  and 
the  max.  B.M.  which  it  can  carry  is  63*56  in.  tons.  Find  how  long 
the  span  may  be  for  the  cantilever  to  be  able  to  safely  sustain  its  own 
weight.  Ans.  36*3//. 

3.  A  beam  of  1 2  ft.  span  carries  loads  of  3  and  4  tons  at  distances 
of  5  and  8  ft.  from  the  left-hand  support.  Draw  the  shear  and  B.M. 
curves. 

Ans.  Max.  B.M.  =  15*66//'.  tons;  reaction^  3*91  and  yo()  tons. 

4.  A  plate  girder  is  built  of  depth  =  ^  span.  The  maximum  per- 
missible B.M.  in  ft.  tons  in  such  girder  is  roughly  given  by  formula  : — 
B.M.  =  7  X  area  of  flange  in  inches  x  depth  in  feet.  Find  the 
maximum  span  for  such  a  girder  to  carry  its  own  weight :  (a)  neglect- 
ing its  web  altogether  ;  {b)  taking  its  web  as  half  the  sectional  area 
of  one  flange.  Neglect  all  angles,  rivets,  and  stifleners.  Take  steel 
as  weighing  490  lb.  per  cub.  ft.  Ans.  (a)  1536//./  {b)  1229//. 
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5.  A  beam  of  25  ft.  span  carries  a  load  of  J  ton  per  foot  run,  and 
an  isolated  load  of  6  tons  at  a  distance  of  4  ft.  from  the  left-hand 
support.  Find  the  maximum  bending  moment,  and  sketch  the  shear 
and  B.M.  curves.  Am.  Max.  B.M,  =  ^2'2  ft.  tons. 

6.  A  beam  25  ft.  long  is  anchored  down  at  one  end  and  rests  over 
a  support  6  ft.  from  the  other  end.  It  carries  a  load  of  15  tons  at  the 
free  end,  and  a  uniform  load  of  5  cwt.  per  foot  run.  Sketch  the  shear 
and  bending  moment  cur\'es.  Am.  Max.  B.M.  =  96'5//.  tons. 

7.  A  bridge  is  supported  on  pontoons,  each  of  which  is  24  ft.  long, 
and  is  of  uniform  cross  section,  and  weighs  1000  lb.  uniformly  dis- 
tributed. The  weight  of  the  bridge  platform  is  carried  by  the  pontoons 
between  J  to  J,  and  jj  to  jf  of  their  lengths.  Upon  these  portions  the 
downward  pressures  are  1 500  lb.  per  foot  run.  Draw  the  curves  of 
shear  and  bending  moments.  Am.  Max.  B.M.  =  6000//.  lb. 

8.  A  beam  is  laid  horizontally  upon  two  supports  which  are  12  ft. 
apart,  and  projects  at  each  end  6  ft.  beyond  the  support.  A  load  of 
2  tons  is  carried  upon  each  of  the  projecting  ends,  and  1  ton  at  the 
centre  of  the  span.  What  is  the  B.M.  at  the  centre  and  at  each 
support.'*     Sketch  the  B.M.  diagram.     (A.M.I.C.E.  Feb.  1901.) 

Am.  c)ft  torn;  12  ft.  tons. 

CHAPTER  VI. 

1.  A  20  in.  X  7  J  in.  joist  is  supported  at  both  ends.  The  weight 
per  ft.  of  this  section  is  89  lb.,  and  the  moment  of  inertia  =  1646  ins. 
Find  the  distributed  load  in  a  25  ft.  span  which  will  cause  a  max. 
flange  stress  of  7  tons  per  sq.  in.  Am.  297  tons  net' 

2.  The  moment  of  inertia  of  a  12  in.  x  5  in.  x  32  lb.  joist  is 
221  ins  *  Two  such  joists  are  placed  side  by  side,  and  support  a  water- 
tank  which  weighs  i  ton  when  empty.  Effective  span  =  15  ft.  What 
is  the  weight  of  the  water  in  the  tank  when  the  stress  in  the  extreme 
fibres  of  the  joist  is  6*5  tons  per  sq.  in.  A?js.  198  tons. 

3.  Two  6  X  3  X  i  T's  'ire  used  back  to  back  as  a  girder  on  which 
a  light  crane  runs.  Compare  the  safe  load  which  such  a  beam  would 
carry  with  that  of  a  joist  of  same  span,  depth,  width,  and  thickness  of 
metal.  A ?js.  Joist  y^6  times  as  good. 

4.  A  cast-iron  beam  section  is  20  ins.  deep  ;  top  flange  4  ins.  x  i  in. ; 
bottom  flange,  16  ins.  x  li  ins.  ;  web,  i  in.  F'ind  the  safe  distributed 
load  which  a  cast-iron  girder  of  the  above  section,  and  of  20  It. 
span,  could  safely  carry.  Take  the  safe  stresses  as  i  ton/in.-^  in 
tension,  and  4  tons/in.-  in  compression. 

Afis.  io"6  torn  net;  11  "9  tons  gross. 

5.  A  rolled-steel  joist  16  ins.  deep,  with  flanges  6  ins.  wide  and 
I  in.  thick  (the  web  being  J  in.  thickj,  is  used  to  support  a  uniformly 
distributed  load  of  2  tons  per  ft.  run.  If  the  span  is  12  ft.  6  ins.,  what 
is  the  niaximum  stress  in  the  lower  flange .5*     (A.M.I.C.E.) 

Ans.  442  tons  per  sq.  in. 
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6.  A  tie  bar  9  ins.  wide  and  i\  ins.  thick  is  curved  in  the  plane  of 
its  width.  If  there  is  a  total  tensile  load  on  the  bar  of  30  tons,  and 
if  the  mean  Hne  of  pull  passes  3  ins.  to  one  side  of  the  geometrical 
axis  at  the  middle  of  the  bar,  find  the  maximum  and  minimum 
stresses  at  the  centre  section  of  the  bar.     (A.M.I.C.E.) 

Ans.  6§  tons  per  sq.  in.  tettsion;  2  J  to7ts  per  sq.  in.  compression. 

7.  Either  of  the  following  sections  is  available  for  a  beam  which 
is  required  to  be  as  strong  as  possible  :  {a)  Circular,  2  in.  diam.  ; 
[b)  rectangular,  2  in.  deep,  vi'jZ  in.  wide.  Which  would  you  use? 
(A.M.I.C.E.  Feb.  1906.)  Ans.  Circular. 

8.  A  short  wooden  pillar  is  20  ins.  high,  and  rectangular  in  cross 
section,  the  thickness  of  the  section  is  6  ins.,  and  the  width  12  ins. 
Two  vertical  loads  act  on  the  top  of  the  pillar,  both  loads  act  in  the 
middle  of  the  thickness,  one  of  them,  Wj,  acts  at  a  point  \\  ins.  on 
one  side  of  the  centre,  and  the  other,  Wg,  acts  at  a  point  2$  ins.  on 
the  other  side  of  the  centre.  If  the  stress  over  the  base  of  the  pillar 
is  everywhere  compressive  and  varies  uniformly,  its  intensity  being 
twice  as  great  at  the  6  in.  edge  near  the  line  of  action  of  Wg  as  it  is 

at  the  6  in.  edge  near  the  line  ( 

Wg  to  W,  ?     (B.Sc.  Lond.  1905.) 


CHAPTER  VII. 

1.  A  beam  Soft,  span,  weighing  i  ton  per  foot  run,  carries  a  rolling 
load  of  two  tons  per  foot  run.  The  rolling  load  covers  a  distance  of 
10  ft.  Draw,  roughly  to  scale,  the  curves  of  maximum,  positive,  and 
negative  shearing  force  as  the  load  crosses  over  ;  and  show  also  that 
the  bending  moment  is  a  maximum  at  any  section  when  the  section 
divides  the  load  and  the  beam  into  segments  having  the  same  ratio. 
(B.Sc.  Lond.  1906.) 

2.  Two  loads,  spaced  6  ft.  apart,  roll  over  a  girder  of  40  ft.  span. 
If  the  leading  load  is  8  tons,  and  the  other  5  tons,  find  :  {a)  The 
maximum  bending  moment  in  foot  tons  on  the  girder ;  \b)  The 
maximum  shear  in  tons.     (B.Sc.  Lond.  1907.) 

3.  A  train  equivalent  to  a  rolling  load  of  i^  tons  per  ft.  run 
traverses  a  girder  of  150  ft.  span.  Draw  diagrams  of  maximum 
possible  B.M.  and  shear,  {a)  when  the  length  of  the  rolling  load 
txceeds  the  span,  {b)  when  it  is  only  75  ft.  in  length.  (B.Sc.  Lond. 
1904.) 

4.  A  girder  crossing  a  span  of  400  ft.  is  traversed  by  a  railway 
train  of  uniform  weight  i  ton  per  ft. ;  and  the  train,  whose  length  is 
greater  than  the  span,  may  enter  from  either  end.  Find  the  greatest 
positive  and  negative  values  of  the  resulting  shearing  at  a  section 
100  ft.  from  either  abutment,  and  sketch  the  diagram  of  maxima. 
(A.M.I.C.E.  Oct.  1905.)  Ans.  ±  112-5/   +  12-5  tons. 
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5.  A  girder  of  length  60  ft.  is  subjected  to  a  uniformly  distributed 
load  of  i  ton  per  ft.  run,  and  to  a  uniformly  distributed  rolling  load  of 
I  \  tons  per  ft.  run.  Construct  diagrams  to  show  for  every  section  of 
the  girder  {a)  the  shearing  stress  due  to  the  dead  load ;  {b)  the 
maximum  positive  and  negative  shearing  stresses  due  to  the  rolling 
load  as  it  crosses  the  girder.     (A.M.I.C.E.  Oct.  1903.) 

Am.  (i)  22*5  tons;  (2)  45  tons  at  ends. 


CHAPTER  VIII. 

1.  If  two  precisely  similar  beams  of  rectangular  section,  one  of 
cast  iron  and  the  other  of  wrought  iron,  were  laid  across  the  same 
span  and  loaded  with  the  same  load  (within  the  elastic  limit),  what 
would  be  the  relative  deflections  of  the  two  beams?  (A.M.I.C.E. 
Feb.  1901.)  Ans,  As  Ec  :  E^,  =  about  Z  :  13. 

2.  A  beam  is  of  20  ft.  span  and  the  movement  of  inertia  of  its 
section  is  300  ins.  units  ;  what  will  be  the  central  deflection  for  a 
uniformly  distributed  load  of  16  tons  .-^     (A.M.I.C.E.  Feb.  1901.) 

Ans.  72  in. 

3.  A  beam  of  cast  iron,  i  in.  broad  and  2  ins.  deep,  is  tested  upon 
supports  3  ft.  apart,  and  shows  a  deflection  of  \  in.  under  a  central 
load  of  I  ton.     Calculate  the  modulus  E.     (A.M.I.C.E.     Feb.  1 901.) 

Ans,  5832  tons  per  sq.  in. 

4.  Suppose  that  three  beams  or  planks.  A,  B,  and  C,  of  the  same 
material  are  laid  side  by  side  across  a  span  L  =  100  ins.,  and  a  load 
W  =  600  lb.  is  laid  across  them  at  the  centre  of  the  span  so  that 
they  all  bend  together.  The  beams  are  all  6  ins.  wide,  but  two  are 
3  ins.  and  one  6  ins.  deep.  What  will  be  the  load  carried  by  each 
beam,  and  what  will  be  the  extreme  fibre  stress  in  each.*'  (A.M.I.C.E. 
Yah.  1905.)     Ans.  480  //a,  60  /b. ;   1333  lb.  per  sq.  in.,  667  tb.  per  sq.  in. 

5.  An  Z  girder,  flanges  6  ins.  x  f  in.,  web  \  in.  thick,  depth  over 
all  10  ins.,  is  supported  at  the  ends,  and  has  a  span  of  15  ft.  It  carries 
a  concentrated  load  of  6  tons  placed  at  a  place  5  ft.  from  one  support. 
Calculate  the  deflection  of  the  beam  due  to  this  load  at  a  section 
immediately  below  it,  and  also  the  work  done  in  bending  the  beam. 
(B.Sc.  Lond.  1907.) 

6.  A  beam  of  uniformly  rectangular  section  is  supported  freely  at 
the  ends  and  carries  a  uniformly  distributed  load.  Find  the  ratio  of 
depth  of  span  so  that  when  the  maximum  stress  at  the  centre  section 
due  to  bending  is  4  tons  per  sq.  in.,  the  deflection  at  the  centre  is  3^0 
of  the  span.     E  =  12,000  tons  per  sq.  in.     (B.Sc.  Lond.  1905.) 

7.  A  16  X  6  X  62  lb.  R.S.J,  carries  a  load  of  12  tons  at  quarter 
span,  the  span  being  24  ft.  Find  graphically  the  maximum  deflection 
and  compare  that  calculated  for  the  same  beam  with  the  load  at  the 
centre.     (1  for  this  section  =  7257  in.  units,  E  =  12,500  tons/in.-) 

Ans.  '41  w.     '66  ///.  at  centre. 
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CHAPTER  IX. 

1.  A  girder  100  ft.  long  is  supported  at  each  end  and  in  the  middle, 
and  carries  a  uniform  load  of  2  tons  per  fc.  run.  Draw  the  B.M.  and 
shear  diagrams,  and  find  the  pressure  on  each  support.  (A.M.I.C.E. 
Feb.  1903.) 

Ans.  Max.  B.M.  62^  ft.  tons;  reaction  37*5;  125;  37*5  tons. 

2.  A  continuous  girder  consists  of  four  spans,  the  two  outer  spans 
are  each  20  ft.  long,  and  the  two  inner  spans  are  each  40  ft.  long  ;  the 
girder  carries  a  uniformly  distributed  load  of  I5  tons  per  ft.  run.  Find 
(a)  The  reactions  at  each  of  the  piers  ;  {b)  The  bending  moment  and 
shear  at  each  of  the  piers  ;  {c)  The  position  of  the  points  of  zero 
bending  moment.  Sketch  complete  bending  moment  and  shear 
diagrams  for  the  girder.     (B.Sc.  Lond.  1907.) 

3.  A  balk  of  limber,  30  ft.  long,  rests  on  two  end  supports,  and  is 
supported  also  by  a  prop  which  acts  at  a  point  12  ft.  from  the  left-hand 
end.  If  the  balk  of  timber  carries  (including  its  own  weight)  a  load 
of  2  cwt.  per  ft.  run,  and  if  the  tops  of  the  three  supports  are  level, 
determine  the  reactions  at  the  three  supports,  and  the  bending  moment 
at  the  point  at  which  the  prop  is  applied.  Draw  complete  bending 
moment  and  shear  diagram.     (B.Sc.  Lond.  1907.) 

4.  A  horizontal  girder  of  uniform  section  25  ft.  long  is  firmly  fixed 
at  one  end,  and  supported  by  a  column  at  18  ft.  from  the  fixed  end. 
The  girder  carries  a  uniform  load  of  2  tons  per  fr.  run  of  its  length, 
and,  in  addition,  a  concentrated  load  of  30  tons  at  14  ft.  from  the  fixed 
end.  When  unloaded,  the  girder  just  touches,  but  does  not  exert  any 
pressure  on  the  supporting  column.  Find  the  pressure  on  the  column, 
and  draw  bending  moment  and  shearing  force  diagrams  for  the  girder. 
(B.Sc.  Lond.  1907.) 

5.  A  beam  of  20  ft.  span  is  built-in  at  one  end  A,  and  is  freely 
supported  at  other  end  B.  It  carries  a  uniform  load  of  ^  ton  per  ft. 
run,  and  a  central  isolated  load  of  10  tons.  Draw  the  bending  moment 
diagram,  first  finding  the  bending  at  end  A,  and  show  where  the 
maximum  intermediate  bending  moment  occurs.  Draw  also  the  shear 
diagram. 

6.  A  continued  girder  of  2  spans,  20  ft.  and  10  ft.,  has  an  over- 
hang of  5  ft.  from  the  smaller  span.  It  carries  a  uniformly  distributed 
load  of  ^  ton  per  fc.  run,  and  an  isolated  load  of  i^  tons  at  the  free 
end  (d).  Find  the  support  moments,  and  draw  the  shear  and  B.M. 
diagrams.  Determine  whether  this  arrangement  is  stronger  than  that 
in  which  the  support  C  comes  below  the  point  D. 

Ans.  Max.  B.M.  \6'77  ft.  tons;  not  so  strong. 


CHAPTER   X. 

I.  A  C.  I.  beam  has  the  following  section  :  top  flange,  4  x  i|  ins.  ; 
web,  12  X  if  ins.  ;  bottom  flange,  12x2  ins.  The  centroid  of  the 
section  is  5*5  in.  from  the  base  of  the  bottom  flange,  and  the  moment 
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of  incrr-A  of  the  sedioo  about  a  line  through  its  centroid,  at  right 
ang^  to  the  depth,  is  1200  ins.*  Draw  a  curve  showing  the  intensity 
iW  shear  at  all  pjiints  of  the  section,  and  find  the  ratio  of  maximum  to 
mean  shear  stress.  WTiat  proportion  of  shearing  force  is  carried  by 
the  web  r      RSo,  Lond.  1907.) 

2.  Find  the  ^:Teatesi  intensity  of  shear  stress  at  a  section  of  an 
I  beam  ai  which  the  total  shear  is  15  ions  ;  the  overall  depth  is  8  ins. ; 
tiangess  t>  ins.  v  f»i  in.  ;  web,  "44  in.  thick  ;  I  =  iir6  in.*.  (B.Sc. 
Lond.  IQCU- 

CHAPTER    XI. 

1.  A  |>air  of  shear  legs  make  an  angle  of  20°  with  each  other,  and 
their  plane  is  at  00  to  the  horizontal  ;  the  backstay  is  at  30**  to  the 
plane  of  the  legs.  Find  the  forces  in  legs  and  stay  for  a  load  of 
ID  tons,  Ans,  10  tons  stay ;  875  tons  each  leg. 

2.  A  Bollman  truss  of  50  ft.  span  and  10  ft.  depth  carries  a  uni- 
formly distributed  load  of  i  ton  per  foot  run,  and  a  €.ingle  concentrated 
load  of  10  tons  at  a  point  20  ft.  from  the  left-hand  end  of  the  truss. 
Determine  the  stresses  in  all  the  bars  of  the  truss.  (B.Sc.  Lond. 
1907.^ 

3.  A  Fink  truss  has  a  span  of  30  ft.,  the  depth  is  4I  ft.,  and  the 
four  bays  are  equal.  It  is  loaded  with  2  tons  per  foot  run  over  the 
whole  span.  Find  ihe  forces  in  the  members,  stating  the  assumptions 
that  you  make,     ^l^-^c-  Lond.  1905.) 

4.  If  an  N  girder,  120  ft.  long  and  12  ft.  deep,  with  10  bays,  has  to 
support  a  moving  uniform  load  of  2  tons  per  foot  run,  find,  approxi- 
mately, the  maximum  stresses  in  the  verticals  due  to  this  load. 
(A.M.l.C.K.  Oct.  icx)6.) 

CHAPTER    XH. 

1.  A  cast-iron  column  has  its  ends  securely  built-in.  It  is  12  ins. 
in  external  diameter,  and  18  ft.  long.  What  total  load  could  you 
place  on  it  if  the  factor  of  safety  is  10,  and  the  thickness  of  metal 
I J  ins.  ?  The  constant  for  the  (lordon  formula  is  ^J^.  (B.Sc.  Lond. 
1904.)  Ans.  163  tons. 

2.  \  mild  steel  strut,  rectangular  in  cross  section,  the  breadth  being 
four  times  its  thickness,  is  9  ft.  long,  and  has  pin  ends.  Determine 
the  cross  section  for  24  tons,  and  a  factor  of  safety  of  5.  Use  Rankine's 
formula,  and  take  /c  =  67,000  lb.  per  sq.  in.,  and  the  constant  gg^y^. 
(llSc.  Lond.  1903.J 

3.  Which  would  carry  the  heavier  load  for  fixed  ends  :  {a)  a  solid 
mild-steel  column  9  ins.  diam.  ;  {b)  a  built-up  mild-steel  stanchion 
cnnsistin^  of  two  14  x  6  1  beams,  at  85  ins.  centres,  with  two 
16  X   \  in.  plates  each  side?     Length  in  each  case  14  ft. 

Ans.  The  btiilt-up  one. 
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4.  Discuss  the  formula  of  Gordon  and  Rankine  in  connection  with 
the  buckling  of  struts  of  moderate  lengths,  and  state  its  limiting  con- 
ditions. Four  wrought-iron  struts,  rigidly  held  at  the  ends,  all  of 
section  i  in.  x  1  in.,  and  of  lengths  150,  300I  600,  and  900  ins. 
respectively,  are  found  to  buckle  under  loads  of  15 '9,  11*3,  77,  and 
4'35  tons.  Test  whether  these  satisfy  the  formula  q^uoted,  and,  if  so, 
find  average  values  of  the  two  empirical  constants  mvolved.  (B.Sc. 
Lond.  1906.) 

5.  A  stanchion  for  a  workshop  has  to  carry  a  small  stanchion 
10  ft.  long  from  the  roof  which  carries  5  tons,  and  also  the  girder  for 
a  15-ton  crane.     If  the  centre  line  of  the  roof  load  and  crane  girder' 
are  13  ins.  apart,  design  a  suitable  section  for  the  stanchion. 

Ans,  2  10  ins.  x  5  tm.  x  30I  beams  13  ins.  apart. 


CHAPTER  XIII. 

1.  Find  the  permissible  span  for  a  steel  wire  suspended  between 
Supports,  the  dip  of  the  wire  being  ^  of  the  span,  and  the  permissible 
stress  in  the  wire  being  7  tons  per  sq.  in.  You  may  assume  that  the 
'Vrire  will  hang  in  a  parabolic  curve,  although  this  is  not  absolutely 
true.  Ans.  3400//.  nearly. 

2.  Find  the  weight  of  a  wire  rope  of  100  ft.  span  necessary  to 
<:arry  a  man  weighing  12  stone,  taking  dip  as  being  10  ft. 

Ans.  9*25  lbs. 

3.  A  foot  bridge  10  ft.  in  width  is  carried  over  a  river  100  ft.  in 
width  by  two  cables  of  uniform  section,  with  a  dip  of  10  ft.  at'  the 
centre.  Find  the  greatest  pull  on  the  cables,  their  cross-sectional 
area,  length,  and  weight  for  the  following  difta  :  Maximurri  load  on 
platform  1 20  lb.  per  sq.  ft.  ;  working  stress  in  metal  of  cables  4  tons 
per  sq.  in. ;  weight  of  cable  material  484  lb.  per  cub.  ft.    (A.M.I.C.E.) 

Ans.  Lengthy  \o2'6ff.;  area.,  9'54  sq.  in.;  weighty  1*47  tons; 

max.  pull.,  2>^  tons. 

4.  A  suspension  bridge,  span  200  ft.,  dip  15  ft,  is  strengthened  by 
centrally  hinged  stiffening  girders.  Assuming  the  curve  of  the  cable 
to  remain  parabolic,  calculate  the  maximum,  positive,  and  negative 
B.M.s  in  the  stiffening  girders  when  a  live  load  of  \\  tons  per  ft.  run 
is  carried.  State  also  the  position  of  the  live  loading  when  the 
maximum  moments  occur.     (B.Sc.  Lond.  1907.) 

Ans.  ±  937*5//'.  tons;  span  half  covered. 

5.  A  bridge  has  8  three  pinned  arches  at  6  ft.  8  ins.  apart,  the  span 
being  150  ft.  The  dead  load  is  200  lb.  per  sq.  ft.  and  the  live  load 
equivalent  to  400  lb.  per  sq.  ft.  What  is  the  horizontal  thrust  when 
the  span  is  half  covered  by  the  live  load  and  if  the  plate-girder  ribs 
are  4  ins.  deep  over  angles  ;  flange  plates  J  8  in.  x  i  in.  ;  angles 
4  ins.  X  4  ins.  x  ^  in.  ?  Calculate  approximately  the  maximum  stress 
in  the  rib.  Ans.  3.31  tons;  about  c)'^  tons. 
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CHAPTER  XIV. 

1.  A  retaining  wall  is  trapezoidal  in  cross  section,  i8  ft.  high,  and 
2  ft-  thick  at  the  top.  Determine  from  the  data  given  below  the 
thickness  of  the  wall  at  the  base,  if  the  back  of  the  wall  subjected  to 
the  earth  pressure  is  venicaL  (Weight  of  masonry^  per  cubic  iooi^ 
144  lb.  :  weight  of  earth  filling  behind  the  wall  per  cubic  foot,  120 lb.; 
angle  of  repose  of  the  earth,  36  degrees.)  The  surface  of  the  earth 
filling  behind  the  wall  is  horizontal  and  level  with  the  top  of  the  wall. 
(B.Sc  Lond.  1907.) 

2.  Find,  from  first  principles,  the  limiting  height  of  a  reservoir 
wall  of  triangular  section,  with  a  vertical  water  face,  so  that  the 
maximum  intensity  of  compressive  stress  on  the  base  shall  not  exceed 
8  tons  per  sq.  ft.  Specific  gravity  of  masonry  2J,  weight  of  a  cubic 
foot  of  water  ^  ton.  State  what  assumptions  you  make  regarding 
the  distribution  of  stress  on  the  base.     (B.Sc.  Lond.  1907.) 

3.  A  retaining  wall  is  1 5  ft.  high,  and  has  a  thickness  of  6  ft.  at 
the  base  and  3  ft.  at  the  top.  The  angle  of  repose  of  the  earth  behind 
the  wall  is  45  degrees,  and  the  face  on  which  the  earth  pressure  acts 
may  be  taken  as  vertical.  The  surface  of  the  earth  filling  behind  the 
wall  is  horizontal  and  level  with  the  top  of  the  wall.  Determine  the 
distribution  of  normal  stress  on  the  base  of  the  wall,  and  write  down 
the  stresses  per  square  foot  at  both  edges  of  the  base.  (Weight 
of  earth,  120  lb.  per  cub.  ft.  ;  weight  of  wall,  144  lb.  per  cub.  ft-) 
(B.Sc.  Lond.  IQ07.) 

4.  A  wall  is  2  ft.  6  ins.  thick,  and  it  imposes  a  load  upon  the 
concrete  fooling  at  the  ground-level  of  15  tons  per  lineal  foot.  1^ 
the  width  of  the  concrete  is  3  ft.  6  ins.,  find  what  its  depth  should  be, 
if  the  specific  gravities  of  the  earth  and  concrete  are  1*75  and  2 
respectively,  and  the  Kingent  of  the  angle  of  friction  of  the  earth 
(tan  0;  =  07,  the    ratio   of  the  lateral   to   the  vertical    stress  at  the 

foundation  being  — --^'"  '^.     (A.M.I.C.E.  Oct.  1906.) 
^    I  +  sin  0      ^  .    ^      ^ 

5.  If  the  intensity  of  normal  stress  on  the  base  of  a  triangular 
masonry  dam,  100  ft.  high,  with  vertical  face  subjected  to  water 
pressure  for  its  full  height,  is  assumed  to  be  uniformly  varying  from 
zero  at  the  inner  toe  to  a  maximum  at  the  outer  toe,  and  the  width  of 
the  base  is  70  ft.,  find  the  average  shearing  stress  on  a  vertical  plane 
10  ft.  from  the  outer  toe.  The  specific  gravity  of  the  masonry  is  2. 
(A.M.I.C.E.  Oct.  1906.) 

6.  A  circular  concrete  tower  is  built  in  a  reservoir  for  drawing  off 
the  water,  its  external  diameter  is  20  ft.  and  the  maximum  difference 
in  level  of  the  water  between  the  outside  and  the  inside  is  50  ft.  :  find 
what  thickness  the  concrete  wall  must  be  made  at  the  bottom  if  the 
maximum  compressive  stress  in  the  concrete  is  to  be  5  tons  per  sq.  ft. 
(iiven  that  the  ratio  of  the  maximum  intensity  of  compression  to  the 
maximum  radial  pressure  equals  twice  the  square  of  the  outside  radius 
divided  by  the  difference  of  the  squares  of  the  outside  and  inside 
radii.     (A.M.I.C.E.  Feb.  1907.) 
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7.  A  retaining  wall,  vertical  at  the  back,  is  20  ft.  high,  7  ft.  wide  at 
the  base,  tapering  to  4  ft.  at  the  top ;  if  the  sine  of  the  angle  of 
friction  of  the  earth  is  065,  its  weight  per  cub.  ft.  1 10  lb.,  and  that 
of  the  wall  1501b.  per  cub.  ft,  would  there  be  any  tension  at  the 
base?  What  is  the  maximum  intensity  of  compression  there.'* 
(A.M.I.C.E.  Feb.  1907.) 

8.  A  wall  of  rectangular  cross  section  stands  upon  a  concrete 
footing  extending  2  ft.  beyond  it  on  both  sides,  the  pressure  on  the 
foundation  being  2  tons  per  sq.  ft.  What  should  the  thickness  of 
the  footing  be  to  limit  the  intensity  of  vertical  shearing  stress  in  the 
footing  to  40  lb.  per  sq.  in.  }    (A.M.I.C.E.  Feb.  1907.) 

9.  A  circular  masonry  arch  has  a  40  ft.  span  and  a  10  ft.  rise,  the 
thickness  of  the  arch  being  2  ft.  9  ins.,  and  the  filling  3  ft.  deep  from 
the  crown.  If  the  masonry  weighs  112  lb.  per  cub.  ft.,  the  filling 
weighs  1 10  lb.  per  cub.  ft.,  and  the  equivalent  dead  load  is  80  lb.  per 
sq.  ft,  investigate  the  stability  of  the  arch. 


CHAPTER   XV. 

1.  Find  what  uniform  load  a  concrete  beam,  reinforced  with  four 
I  in.  square  steel  bars,  will  carry,  if  it  is  1 2  ft.  long  between  supports, 
10  ins.  broad,  and  12  ins.  deep,  the  centres  of  the  rods  being  i^  ins'. 
above  the  underside  of  the  beam,  and  i\  ins.  apart  horizontally.  The 
elastic  limit  of  the  steel  is  18  tons  per  sq.  in.,  the  ultimate  compressive 
strength  of  the  concrete  i  tcfn  per  sq.  in.,  and  the  factor  of  safety  to 
be  used,  4.  Take  the  neutral,  ax  is  at  the  centre  of  the  beam,  and 
assume  that  the  steel  takes  all  the  tension.     (A.M.I.C.E.  Oct  1906.) 

2.  Explain,  with  the  help  of  sketches,  the  ordinary  methods  of 
constructing  reinforced  concrete  beams.  Obtain  an  expression  for  the 
modulus  of  resistance  of  such  a  reinforced  beam,  explaining  carefully 
all  the  assumptions  you  make.     (B.Sc.  Lond.  1907.) 

3.  A  reinforced  concrete  beam,  8  ins.  x  11  ins.  deep,  has  four  \  in. 
bars,  with  centres  at  i  in.  from  the  bottom.  Calculate  for  a  span  of 
12  ft  the  safe  load  {a)  on  the  modified  beam  formulce  ;  {b)  on  the 
no-tension,  straight-line  formulas.  Take  f^  =  8500,  /c  =  100,  /c  =  500, 
£  =  1$.        Ans.  {a)  149  lb.;  (b)  2154  /^.,  zn  additioii  to  its  own  weight. 

4.  A  T  reinforced  concrete  beam  has  4  ft  x  3 J  ins.  flange,  the 
width  of  web  being  10  ins.  If  the  centre  of  reinforcement  is  15  ins. 
below  the  top,  calculate  its  necessary  area,  using  the  above  figures. 

A?zs.  794  sq.  i?ts. 

CHAPTER   XVIII. 

I,  A  box  girder  of  20  ft  span  carries  a  distributed  load  of  65  tons. 
It  is  built  of  two  14  in.  x  6  in.  x  57  R.S.J,  and  steel  flange  plates. 
Allowing  a  stress  of  7  tons  per  sq.  in.,  and  taking  Ic  of  each  joist 


Tkd  TidiTTj  amd  Design  of  Structures. 


of  flange  plates.      Calculate 
d^Lir  -««:•.£&:  per  5:«x  2C  tbe  "'  "  iW i-^  section,  and  cx|Hress  it  as 

_  L-rahd  nrrxc  in  toes  x  span  in  feet 
Constant. 
Ams^  Plaiis  15  ins.  x  J  in,;  constant  =  760. 

2.  IJ«eia«.T:  i  't»:  *.  iT-TQcr  ot  55  ft.  span  to  carry  a  uniformly  dis- 
tr-~t«ctec  j:«d  rt  -5  irciw  First  cakulate  a  suitable  section,  taking 
oocTeiiiesi  vil:3es  ??r  ihc  wTchh  ot  plates  and  efiecti\-e  depth  of  girder. 
Draw  rbc  pr?c»>5ed  ^ecrjoc  and  show  a  plan  of  the  flange  of  the 
^jxier,  :nd:»:arri^  'T^ym  y^x:  w^ixijd  {^opose  to  arrange  the  flange  plates. 
Voc  rr^y  ii«?9C  \  -r.  rrrets  at  4  in.  phdi. 

--f  ^--  -t*  -^   ^  -t*  iJt  X  \in,  angles,  ^plates  18  ins.  x  \in. 

y  A  ste«l-p*ate  web  ^^der  with  parallel  booms  is  required  to  carry 
a  imifomily  discrlbcted  "oad  of  2  tons  per  foot  run  over  a  span  of 
100  ft-  Des-^  the  centre  section  :  show  how  to  design  the  longitu- 
dinal seinxx:  '.^c  :be  boom  :  and  detennine  the  pitch  of  the  rivets 
uniting  the  >>xt:5  :■?  ibe  weh.  Explain  generally  how  you  would 
des:^  the  w>fb        KSc.  Load.  1906. 

4.  The  cn.>>5  ^:rviers  of  a  railway  bridge  canr>-ing  the  two  lines  of 
road  have  a  spin  c4  25  rt.  Two  locorootix-es  may  pass  over  the  bridge 
at  the  same  time  :  the  maximum  weight  on  a  pair  of  wheels  is  18  tons, 
and  the  load  per  foot  run  due  to  the  weight  of  the  cross  girder  and 
flooring  may  be  taken  as  \  ion.  The  distance  apart  of  the  inner  rails 
is  6  ft-,  and  the  distance  from  centre  to  centre  of  the  rails  of  each  track 
is  5  ft.  The  depth  of  the  girder  is  2  ft..  3  ins.,  and  the  width  of  the 
flanges  i  ft.  1  in  Find  suitable  dimensions  for  the  central  section  of 
one  of  the  cn>>>  ^"rders-     iB.Sc.  Lond.  1907.) 

;.  A  -f>'..t:e  i.  rier  -f  to  n.  span  has  a  depth  of  6  ft.,  and  carries  a 
uniform  A  o:s:rbu:evi  ".'Xid  ^A  25  tons  per  fool  run.  The  web  is  \  in. 
thick,  and  -s  cor.r.r:v::ed  :•>  the  dandies  by  angles,  the  pilch  of  the  rivets 
ihroUi.h  the  \\vb  *x.n.^  .:  ir.s.  Determine  the  diameter  of  the  rivets, 
cissuminii  a  shear:"^  stress  ^^^i  4  tons  per  sq.  in.,  and  a  bearing  stress 
of  S  ions  per  sa.  :n.  F  inJ  aiso  the  point  in  the  girder  at  which  it  will 
be  safe  to  make  the  r.vets  |  in.  diameter.     (B.Sc.  Lond.  1907.) 

6.  A  p'.ate -wtrb  ^.;:rder  of  40  ft.  span  and  4  feet  deep  is  required  to 
carrs-  a  unitormly  dis:nbu:ed  load  of  3  tons  per  foot  of  its  length. 
Estimate  the  weiijht  o\  the  girder,  and  design  a  suitable  central 
seciion.  Show  clearly  how  to  determine  the  necessary'  pitch  and 
diameter  of  the  rivets  uniting  the  web  and  angles  at  the  ends,  and 
how  to  find  the  necessar\-  length  of  the  flange  plates.  (B.Sc.  Lond. 
1907.) 

7.  A  plate  girder,  30  ft.  long  and  4  ft.  deep,  carries  the  equivalent 
of  a  uniformly  distributed  dead  load  of  6  tons  per  foot  run  ;  find 
the  necessary-  thickness  of  the  flanges  at  the  centre,  the  breadth 
being  16  ins.  The  flanges  are  connected  to  the  web  by  angles 
4^  ins.   X  4^  ins.   x  J  in.     Show  how  you  allow  for  the   material  cut 
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away  for  the  rivet  holes,  and  how  to  determine  the  length  of  the 
individual  plates  in  the  flanges.  Take  the  working  intensity  of  stress 
for  tension  9  tons  per  sq.  in.,  and  for  compression  7  tons  per  sq.  in., 
and  the  rivets  as  |  in.  in  diameter.     (A.M.I.C.E.  Oct.  1906.) 

8.  A  wrought-iron  girder  is  20  ft.  long  and  2  ft.  deep,  with  flanges 
9  ins.  broad  and  |  in.  thick,  the  web  being  |  in.  thick.  What  uniformly 
distributed  load  will  the  girder  carry  with  a  max- mum  intensity  of 
stress  of  5  tons  per  sq.  in.  in  the  flanges  }  What  is  the  total  horizontal 
shear  between  the  web  and  flange  from  the  centre  to  the  end.'* 
<A.M.I.C.E.  Feb.  1907.) 

9.  In  designing  a  plate  girder  it  is  found  that  the  shearing  force 
acting  on  a  particular  section  is  212  tons.  If  the  mean  depth  of  the 
girder  at  that  point  is  212  ft,  find  {a)  the  thickness  of  web  ;  {b)  the 
pitch  of  rivets  uniting  the  web  plate  to  the  flanges.  Assume  a  working 
shear  stress  of  9000  lb.  per  sq.  in.,  and  a  diameter  of  i^  ins.  for  the 
rivets.     (A.M.I.C.E.)  Am.  (a)  §  />/.y  (b)  5  ws. 
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rhe    following  Tables  give  the   properties   of  the    British    Standard 

Sections  which  are  usually  listed  by  makers.      See  also 

.    the  note  on  Material  Sizes  on  p.   471. 


X— 


I 

y  V      ^  >^ 
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3»r    i>>.caKercu:    SsudH^   Ci— liiiii         Tb«  Tables  of  British 

.  .  i-T  rf=r---?!vi  fracn  Rep:?^  Xxi-  6  »s  issued  by  the  CommiiK*- 

roer;  ;^s*r-.r.-.  :Ti   lb?  Z2,:r»  x  Broish  Siandard  Uneqoal  Angles,  Eq"* 
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Ineni* 
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CJyr 
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XX 

[ii  or 
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X  b 

I 

T 

About 
XX 

About 
YY 

About 
XX 

About 
YV 

Abcmt 
VY 

in. 

ins. 

ins. 

lbs. 

sq.  ins. 

ins. 

ins, 

im. 

ins. 

ins. 

ins. 

ins. 

5x4 

"525 

^630 

41-94 

1 2  "334 

'935 

377^0 

i4*5S 

50-27 

4748 

5-53 

1-09 

2X4 

'in 

^625 

36^47 

10727 
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13*65 
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4-5i 

I'll 
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26-10 

7-675 

'S60 

158-6 

7-572 

26-44 

2-868 

4-55 

'993 

"<3i 

'475 

'575 

29-82 

8771 

-Sg6 

[486 

8-421 

27 '02 

3 '234 
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I -oil 
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^500 
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Size 

Standard 
Thicknesses 

Area 

Weight 
per 
foot 

Moments  of  Inertia 

Section 

Moduli 

I  X  B 

/ 

T 

About 
XX 

About 
YV 

About 
XX 

About 
YY 

1'-  J2 

ins. 

ins. 

ins 

sq.  ins. 

lbs. 

ins 

ins. 

ins. 

ins. 

ins. 

►X3i 

•475 

•575 

8-283 

28-16 

117-865 

12-876 

23-573 

3-947 

14     -839 

'X3i 

•450 

•550 

7 '449 

25-33 

87-889 

12-418 

19-531 

3792 

16J   -843 

^z\ 

•425 

•525 

6-670 

22-68 

63729 

12-024 

15-932 

3-657 

195  -845 

X3i 

•400 

•500 

5-948 

20-22 

44-609 

Ii-6i8 

12745 

3-521 

23   ,  '840 

X3i 

•375 

•475 

5-258 

17-88 

29-660 

II-I34 

9-887 

3-361 

28^  -821 

X3 

•350 

•450 

4-169 

14-17 

16-145 

6-578 

6-458 

2-328 

29i  -698 

p  p 


Affadix. 

Pi^prancf  Off  Bimsa  Sta^tdam)  Unequal  Angles. 


.  inn  *«rc 


yLcdmes.xs  of 


Section 
Moduli 


Abod     Aboat 
XX         Y  Y 


About 
XX 


rpv  Sy  as.        Is.  'JZ2&  ixn^  its.  iciSb. 

'     •  5*  '    *     5"^        -""^ic  -"r^  -^,25-r  4*28 

^       .         J     t-.~;     ^-i-^  r-55  -«I4    33-55  5-15 

-  -        i     -5:3    :^-itr  r-tc        ic-    35^  5-95 
T^  *  x|  ^    t     ^-xii    :~"tt  i"oJ  iTM      22"2  8-75 

^      -        I     t-^i^    ^273*  r-E5  :-t4      r"'XJ9  lo-fo 

^      ^        {     -^-^^    2«^-t3  r-:5  i-r.>      3it56  12-32 

■^  ^  5*  ^   i     5T^:c    rr-r*  2-32  --^i     15-7  3-27 

^        ^  t      ^—5;?      rf"?  2-2i  "~v^     20"4  4"20 

^      ^        I     5-icc    t4"i2  2-35  -ill    24 -33  5X)6 

r     X    4  >    i     5"^-     i^"^  •"-«  N^3    »3"^  4T3 

-  -        2     4"^5c    :t-r5  r-^  •vr4    i~"i  6-io 
^      «         I     5-itc      ::-42  2x12  ix)i2      30-S  7-36 

"    "^^  5f  ^   i     5"-U^    «t'^4  2X?i  — 3    12-6  3-22 

^      ^         I    ^-5^2    :5*5i  2X)6  -S23    16-4  4"'4 

:     ^-f*:     :5-5-  r*::  -5'2     19-55  4*97 

it  \   :?  >    ^     ,'  -?^     .:~>x^  : -5c       *5c~       :;-c3  3*15 
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I4i  74 
H\  74 
14  73 
25  '97 
25  -96 
2$  '96 
i6i  75 
16J  75 

16  74 
23i  -87 
23i  -86 
23^  -86 
19  76 

19  75 
\%\  75 
22  7^ 
22  75 
21^  75 

17  M 
i6i  -64 
16^  -63 
32  -85 
32  -84 
32  -83 
25^  75 
25^  75 
25  74 

20  "65 
195  -65 
195  "64 
19  -64 
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Size  and 

Area 

Weight 
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YY 

|2 

ins. 

sq.  in. 

lb. 

ins. 

ins. 

ins. 

ins. 

ins. 

1 
ins.               '  ins. 

|X3i  X  Iff' 2-402'    8-17 

1-36 

-866^   4-22 

2-55 

1-54 

•97      3oi    74 

1 1 2-859 ;  972 

1-39 

-891     5-69 

3-00 

1-83 

1-15    130^:  '74 

.   „     i 

3749 

1275 

1-44 

-940  \7'3i 

3-84 

2-39 

1-5        30 
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.   „     f 
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15-67 

1-48 

•987  '  8-81 

4-61 
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1-83      30 
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3-46 

2-47 
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9-08 
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37 

72 
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•990 
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37 
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.     „        1 
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28i 
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.    „      1 
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1-27 

-771 

3-89 

1-87 

1-42 

•84 
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.    „      \ 

3-251 

11-05 

1-31 

-819 

4-98 

2*37 

1-85 

1-09 
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'    „      f 

3-985 

13-55 

1-36 

-865 
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2-83 
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1-33 

28 

-63 

X3    xA 
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6-58 

1-04 

-792 

2-27 

1-53 
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-69 

35i 

-62 

.     „       1 

2-298 

7-8i 

1-07 

-819 

2-67 

I -So 

I'lO 

-83 

35i 

-62 

«        i 

3-001 
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i-ii 

-867 

3-40 

2-28 

1-42 
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35i 
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3-673 
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4-05 
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•90 
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7-i8 

1-15 
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•57 
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•648 
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-52 

,.    f 

I -92 1 

6-53 

-945 
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1-62 
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8-50 

•992 

-744 

2-05 

1-28 

1-02 
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•552 

•770 
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-45 

•30 
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•42 
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1-547 

5-26 

•823 

-575 

•895 

•502 

-53 

-35 

3ii 

-42 

X    li  X   ^\ 

-622 

2-II 

•627 

•381 

•240 

•115 

•17 

•10 

28J 

-32 

„           i 

•814 

2-77 

•653 

•407 

•308 

•146 

•23 

•13 

28 

-31 

»»          1% 

-997 

3-39 

•678 

•431 
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•174 

•28 
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28 
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58o 
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British  Standard  Equal  Angles. 

Sizes 

Area 

Weight 
per  foot 

J 

Ixx 

Section 

Modulus 

about  XX 

"Least 
Radius  0/ 

ins. 

sq.  ins. 

lb. 

ios. 

ins. 

ins. 

ins. 

8    X    8    X 

4 

775 

26-35 

2-15 

47-4 

8-10 

'•58 

8    X    8    X 

t 

9*6i 

32-67 

.    2-20 

58-2 

10-03 

1-57 

8   X    8    X 

} 

11-44 

38-89 

2-25 

68-5 

II -91 

1-56 

6   X   6   X 

iV 

5-o6 

17-21 

1-64 

17*3 

3*97 

1-18 

6   X   6   X 

t 

7TI 

24-18 

171 

23-8 

5-55 

ri8 

6   X   6   X 

f 

8-44 

28-70 

1-76 

27-8 

6-56 

I-17 

5   X    5   X 

i 

3-6i 

12-27 

1-37 

8-51 

2-24 

•98 

5   X    5   X 

4 

475 

16-15 

1-42 

ii-o 

3*07 

•98 

5   X    5   X 

f 

5-86 

19-92 

1-47 

13-4 

3-8o 

•98 

4ix   4ix 

i 

3--24 

11-00 

1-22 

6-14 

1-87 

•88 

44  X   4ix 

4 

4-25 

14-46 

1-29 

7.92 

2-47 

•87 

4ix   4jx 

1 

5*24 

17-80 

1*34 

9-56 

3-03 

•87 

4   X   4   X 

1 

2-86 

972 

I-I2 

4-26 

1-48 

•78 

4   X   4   X 

4 

375 

1275 

1-17 

5-46 

1*93 

•77 

4   X   4   X 

J 

4*6i 

15-67 

1-22 

6-56 

2-36 

•77 

3ix    3^x 

t". 

2*09 

7-II 

•97 

2-39 

•95 

•68 

3ix    3Ax 

f 

2-48 

8-45 

I -GO 

2-80 

I-I2 

•68 

3ix    3ix 

4 

3-25 

11-05 

I -05 

3*57 

1-46 

•68 

33  X    3ix 

8 

3-98 

13-55 

I -09 

4-27 

177 

•68 

3    X    3    X 

i 

1*44 

4*90 

•827 

1-21 

•56 

•59 

3^3^ 

2MI 

7-i8 

•877 

172 

-81 

■58 

3^3^ 

^ 

275 

9-36 

•924 

2-19 

1-05 

•58 

3    X    3    X 

1 

3-36 

11-43 

•970 

2-S9 

1-28 

•58 

2ix     2^  X 

i 

I-I9 

4-04 

703 

•677 

•38 

■48 

2ix     2iX 

I'k 

1-46 

4-98 

-728 

-822 

-46 

•48 

2iX     2jx 

1 

173 

5-89 

752 

-962 

•55 

•48 

2^X     2ix 

i 

2-25 

7-65      ;        799 

I -2 1 

71 

•48 

2\X     2\X 

tk 

•809 

2*75       ;          -616 

•378 

•23 

■44 

2^X     2^  X 

i 

I -06 

3-61 

•643 

-489 

•30 

•44 

2\X     2\X 

iV 

1-31 

4*45 

-668 

-592 

'31 

•43 

2\X     2\X 

i 

1-55 

5-26 

•692 

-686 

•44 

•43 
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British  Standard  Equal  Angles  (continued). 

Sizes 

Area 

Weight 
foot 

J 

I.X 

Section 

Modulus 

about  X  X 

in. 

Least 
Radius  of 
Gyration 

io& 

sq.  ins. 

lb.   • 

in. 

in. 

in. 

X  2   X    ft 

715 

2-43 

•554 

•260 

•18 

•39 

<   2   X     J 

•938 

3*19 

•581 

•336 

•24 

•39 

<    2    X    ^ 

I-I5 

3.92 

•605 

•401 

•29 

•38 

C    2    X      1 

1-36 

4-62 

•629 

•467 

•34 

'Z"^ 

^    'ix    1% 

•622 

2'II 

•495 

•172 

•'4 

•34 

^    ifx    i 

•814 

277 

•520 

•220 

•18 

•34 

^    Ifx    ft 

•997 

3*39 

•544 

•264 

•22 

•34 

^    lix    ft 

•526 

179 

•434 

•105 

•10 

•29 

:   lix    i 

•686 

2-33 

•458 

•134 

•'3 

•29 

^   lix  ft 

•839 

2-85 

•482 

•159 

•16 

•29 

'^  lix  ft 

•433 

1*47 

•371 

•058 

•07 

•24 

c  lix    J 

•561 

1-91 

•396 

•073 

•09 

•23 

British  Standard  Tees. 


Sizes 

Area 

Weight 
per  foot 

lb. 

J 

Moments  of 
Inertia 

Section  Moduli 

Radii  of  Gyration 

XX 

YY 

XX 

YY 

XX 

YY 

ins. 

sq   ins. 

ins. 

ins. 

ins. 

ins. 

ins. 

ins. 

ins. 

4X| 

3-'534 

12-36 

-915 

4-70 

6-34 

1-52 

2-II 

I-I4 

1-32 

4xi 

4771 

l6-22 

-968 

6-07 

8-62 

2-00 

2-87 

1*13 

1*34 

4xf 

5-878 

19-99 

1-02 

7-35 

10-91 

2-47 

3-64 

I-I2 

1-36 

3xf 

3-260 

II -08 

•633 

2-06 

6-39 

-87 

2-13 

•795 

1-40 

3  X  i 

4-272 

14-53 

-684 

2-63 

8-65 

I-14 

2-88 

-785 

1-42 

3xf 

5-256 

17-87 

732 

3-14 

10-94 

1-39 

3-65 

•773 

1-44 

4x| 

3-257 

11-07 

-998 

4-47 

3-69 

1*49 

1-48 

I-I7 

I -06 

4  X  i 

4-268 

14-51 

1-05 

5-77 

5-02 

1-96 

2-01 

I-16 

1-08 

3xf 

2-875 

9*78 

-691 

1-97 

371 

-85 

1-49 

-828 

1-14 

3xi 

3-762 

12-79 

-741 

2-52 

5-03 

i-ii 

2-01 

-818 

1-16 

4xf 

2-872 

9-77 

I-II 

4-19 

1-90 

1-45 

•95 

I-2I 

•814 

4xi 

3-758 

12-78 

I-16 

5-40 

2-59 

1-90 

1-29 

1-20 

-830 

3x| 

2-498 

8-49 

767 

1-86 

I -91 

-83 

•96 

-863 

•875 

3xi 

3-262 

1 1 -08 

-816 

2-36 

2-60 

1-08 

1-30 

•851 

-893 

Wei^  Inertia  ^ecnos  Modnit  GtadE  of  Gfratm 

Siaes  Area.  per  J 

tbot 


XX         YY         XX        YY  XX       YY 


inSk.  iq.  ins^  lb&  insi.  in&  ina.  iii&  ina^  ias  ros. 

j^xji^J  i-4p-3  J^-^^  -nS  2-79  t-zJJ  r-ca  -75  i"^  7*7 

5*^54"*  i  J"^?^  rr-ad  r-CL^  5*^4.  tTt  t-44  £"00  i"^  733 

J   ^j   )«j  z-rir  :*-Tr  -363  et^t        tii6  -^  -54  -^  -620 


J   ^5   M^  I— f30  «}•.;}  tjiJi  z-t6  t-cc  i-a*^.  T+  "^S^  -636 
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